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PREFACE 


For years the author has cherished the thought that it should 
be possible to have a textbook of physics in which the subject 
matter was presented in such a clear and orderly fashion that it 
would not be necessary for the teacher to explain the text, and 
that in consequence his time in the class room could be devoted 
to demonstrations, discussions, and the solution of problems. The 
present volume is an attempt to achieve that ideal. 

In many instances, classes in general physics are composed of 
students who have had no previous training in the subject, as well 
as of those who have had an introductory course. The treatment 
here given is designed to meet the requirements of both groups. 

No apology is made for the use of elementary mathematics 
which is now either required for entrance or taken concurrently 
with physics in all standard colleges. Nothing more alarming 
than the law of cosines is needed. In a few instances calculus is 
employed, but that may be omitted without loss of continuity. 
Judicious repetition and liberal cross-references are employed to 
fix the principles more firmly in the readers’ minds; and, for the 
serious students, many footnotes indicate where fuller discus- 
sions may be found. Historical sidelights are interspersed to 
mainteun the chronological perspective and to make the prescrip- 
tion more palatable. 

The author wishes to acknowledge his indebtedness to his co- 
workers in the Department of Physics at the Virginia Polytechnic 
Institute whose unfailing interest and assistance have made this 
book possible, to the late Professor M. Houston Eoff who read all 
the proof, to Professor G. A. Van Lear of the University of Okla- 
homa and to Professor A. B. Cardwell of Kansas State College 
for many helpful suggestions, and to the various publishers and 
industrial firms who without exception gave permission for the 
use of illustrative material. 
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PREFACE 


Although great care has been exercised to have the book free 
from textual errors, it is too much to hope that all have been 
eliminated; and the writer will appreciate having his attention 
called to those that remain- t 


Blacksburo, Virginia 
March 1, 1942 
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INTRODUCTION 


Read, not to contradict and confute, nor to believe 
and take for granted, nor to find talk and discourse, 
but to weigh and consider. 


-Lord Bacon 





CHAPTER I 


DEFINITIONS 

1. The science of physics is so intimately involved in everyday 
affairs that without it our present civihzation would be inconceiv- 
able. Clocks, telephones, airplanes, and talking pictures are famil- 
iar examples of its iimumerable apphcations. No other single 
science contributes more to the comfort and compass of modern 
life. 

By the term science (from Latin, scire = to know) we mean 
systematized knowledge. Such knowledge of the objects and 
processes occurring in nature — ^natural science — ^has two main 
divisions, namely, biological and physical. 

The biological sciences treat of living things; the physical 
sciences, of inanimate things. Fundamental among the physical 
sciences are physics and chemistry. In fact, these two and the 
abstract science of mathematics are indispensable in all the nat- 
ural sciences. Astronomy, geology, navigation, and engineering, 
for example, are essentially physics, mathematics, and chemistry; 
while medicine and agriculture involve biology also. 

2. Matter and energy. The objects that we perceive — trees, 
rocks, stars, air, etc.— are called bodies. The material, or stuff, 
of which these bodies are made is called matter. 

We frequently observe matter changing its position, its condi- 
tion, or even its kind: a train moving, water boiling, wood burn- 
ing. Any chemge that matter undergoes we consider to be due to 
something which we call energy. 

More precisely defined: 

Matter is anything that offers resistance to change in its condi- 
tion of rest or motion. 

Energy is that which causes a change in matter. 

These two, matter and energy, are considered by many scien- 
tists to be the sole entities in the physical world. There is evi- 
dence, however, that matter and energy are mutually convertible. 

a 
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3. Physics and chemistry are the science of matter and energy. 

It is becoming increasingly difBcult to distinguish between physics and chem- 
istry. For the present, physics may be considered to deal with those phenomena 
in which the kind of matter does not change; and chemistry, with those in which 
the kind of matter does change. 

Thus when coal is hauled from a mine it remains the same coal even though it 
has been moved and perhaps broken. The transaction is one of physics. But 
when coal is burned, some of it passes off as carbon dioxide and water and some 
remains as ash: the coal has been changed into other kinds of matter. This latter 
change belongs to chemistry. 

Later on, however, it will be seen that often this distinction between physics 
and chemistry is not mamtained. 

4. The scientific method. The method of science consists in 
observation, investigation, and explanation of the phenomena, or 
occurrences, in nature. When the materials and circumstances 
essential to the occurrence have been found and set in order so 
that the phenomenon may be reproduced at wiU,* and the whole 
transaction has been described accurately, we then say that we 
have the law of that phenomenon. 

A physical law, or principle, is a statement by which we can 
predict the effect of a given cause. 

The first postulate of science afGcrms that the SEune cause always 
produces the same effect. Science is based so completely on this 
behef that when causes which seem to be the same produce dif- 
ferent results, the causes are re-examined; and invariably it has 
been found that they were not the same. There have been many 
instances in which this has led to important discoveries. For 
example, the great English physicist. Lord Rayleigh, in pre- 
paring pine nitrogen, found that nitrogen obtained from air was 
distinctly heavier than that obtained by decomposing ammonium 
nitrate. He assumed, therefore, that nitrogen was not the “cause” 
of the weight in both cases. Further investigation showed that 
the nitrogen obtained from the air was mixed with a gas, hitherto 
unknown. Thus the important gas argon (Greek, la 2 y) was dis- 
covered. 

The constant endeavor of scieiTtists is to generalize; that is, to 
group together as many laws as possible into one general law, 
thereby reducing the number of laws to a minimum. Thus the 

* There are, of course, many cases when this cannot be carried out literally. 
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laws governing the fall of an apple, the rise of a balloon, and the 
motion of the planets may be shown to be special cases of one 
general law of gravitation. 

Experiment is essential to the progress of science. An experi- 
ment is a procedure planned for a more or less definite purpose. 
The facts of science are often discovered or suspected by a casual 
experience, or by deduction 
from previously established 
principles. But in every case 
final acceptance of a theory 
is withheld until by experi- 
ment its truth has been dem- 
onstrated beyond reasonable 
doubt. 

Up to the time of Galileo 
(1564-1642), statements were 
accepted as truth on author- 
ity. Aristotle (384-322 B.C.), 
who as late as the sixteenth 
century was still the lea^ng 
authority ihscientificmatters, 
had stated that heavy bodies 
faU faster than light ones. So 
great was his prestige that 
no one had questioned the 
statement in 1900 years, nor 
had any attempt been made 
to test it. But Galileo was an experimenter ; according to the leg- 
end, he tried dropping stones of various weights from the top of 
the Leaning Tower of Pisa (Fig. 2).* Contrary to the statement of 
Aristotle, they all fell to the ground in the same time. Thus the 
long established spell of Aristotle was broken, and Galileo is now 
recognized as the father of experimental science. 

A phenomenon is said to be explained when it is shown to be 
in accord with well estabfished laws. 

Statements such as, “The moon remains in its orbit by the law 

* In Aristotle, Galileo, and the Tower of Pi^a (Ithaca, Cornell University Press* 1934 ), 
Prof. Lane Cooper seriously questions whether this experiment was ever actually 
made. ■' 
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Fig. 2. Cathedral and Leaning Tower of Pisa. (Courtesy of Mr. Thomas S. Derr) 


of gravitation,” are often heard. It should be home in mind that 
occurrences do not take place in nature on account of the laws, 
but in accordance with the laws. The laws, or principles, are in 
fact merely statements of the manner in which phenomena are 
observed to occur. 


6. States of matter. From everyday Observation we recognize 
matter in three states: solid, liquid, and gas. 

Solids have definite shape and size of their own and resist any 
attempt to change their shape or size; for example, ice. 

Liquids have definite size (volume) but take the shape of the 
containing vessel. They show a free upper surface ; for example, 
water. 

Gases have neither size nor shape of their own, but take both 
from the conteuning vessel. They show no free upper surface; for 
example, steam. 

The term fluid includes both liquids and gases, because both 
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MEASUREMENTS 

6. The term magnitude, or quantity, is used in an abstract way 
to mean something that is susceptible of measurement, such as 
length, volume, speed, and temperature. Magnitude and quan- 
tity are used also to designate how much of a thing there is; for 
example, the magnitude, or quantity, of a pile of earth may be 
50 cubic feet. 

Measurement consists in determining how many times a given 
magnitude contains another magnitude of the same kind which 
has beep chosen eis a unit. Thus we choose the foot as a unit of 
length, and measure the length of a teible by finding how many 
times it contains the unit— perhaps 5 times. The length is then 
said to be 5 feet. It is not always possible to divide the quantity 
into parts each the size of the unit. We cannot, for example, 
divide a temperature into pieces of temperature each equal to the 
unit. Measurements of such quantities have to be made by in- 
direct methods. ■ 

The expression for the length of the table is seen to consist of 
two parts: the numeric (5) and the unit (foot). Such numbers 
are called compound numbers. A number such as 5, occmring 
without a unit, is called a pure, or abstract, number. The trigo- 
nometric functions and angular measures are all pure numbers 
(see Sec. 10). 

7. Fundamental magnitudes, or quantities. Numerous as are 
the quantities to be measured that occur in nature, vife shall see 
as we proceed that, with a few exceptions, they can all be meas- 
ured in terms of length, mass, and time. 

Length (L), mass (M), and time (T) are therefore called funda- 
mental quantities, because practically all other quantities may be 
expressed in terms of them. Many other selections of funda- 
mental units may be made. Length, mass, and time are merdy 
the simplest choice at first. 
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Length and time are scientifi- 
cally indefinable inasmuch as 
they cannot be described in 
more familiar terms. 

Mass may be defined for the 
present as the amount of matter 
in a body as determined by 
weighing* on a beam balance 
(Fig. 3). (For distinction be- 
tween mass and weight, see Sec. 
44.) 

Fig. 3. Beam Balance S. Fundamental Units. For 

each of the fundamental quanti- 
ties a unit is chosen; and since there are two systems of units in 
common use — the metric and the British — we have two sets of 
fundamental units; 

Fundamental Units 







■ Quantity 

1 , 

Metric (cgs) 

British (fps) 

i Length 

Centimeter 

Foot 

1 ,, , Mass 

Gram 

Pound 

! Time 

1 

Second 

Second 


The Giorgi (M K S) system. In 1901, Professor G. Giorgi of 
Rome pointed out that by taking the meter, the kilogram, and 
the second as fundamental units, the absolute electromagnetic 
units (Sec. 380) take the same values as the present practical 
electrical units (Sec. 395). The International Committee on 
Weights and Measures has recommended the adoption of this 
system. 

These fundamental units are defined in terms of certain stand- 
ards adopted by legislative enactment and are internationally 
recognized. 

The standard of length is the International Prototype Meter 
kept at the International Bureau of Weights and Measmes near 

* Unfortunately, in English the verb to mass is used only in the sense of ‘‘ to assem*^ 
ble” (as of troops). Hence we use the verb to weigh in two senses: (1) to determine 
mass, and (2) to determine weight. 
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Paris. This is a bar of platinum (90%) Md iridium (10%) , having 
two fine transverse lines drawn on its neutral smface near the ends 
of the bar (Fig. 4). The meter is defined as the distance between 
the centers of these two lines when the bar is at the 
temperatme of melting ice. 

The meter was originally intended to he 1/40,000,- 
000 of the meridian tlnough Paris. This value was 
computed from measurements of an arc of the me- 
ridian between Barcelona and Dunkirk made by a 

A’ AW. 

commission appointed by the French government Cross Section of 
(1791). More precise measurement has shown that Standard Meter 
the length of the meridian is more nearly 40,008,400 
meters. 

In 1894, at the request of the French government, Michelson 
detennined the length of the standard meter at 15°C as 1,553,163.5 
wave lengths of the red line in the spectrum of cadmium. The 


K 





mill 




it)!iiiliiiliii iiilililililili iiiliiilililili ililiiilililili I 


" Fig. 5. Scale of Centimeters and Inches 

ultimate standard is, therefore, the wave length of the red line of 
the spectrum of cadmium, which is assumed to be invariable. 

1 centimeter (cm) = tot meter. 

The standard yard was originally the distance between two 
marks on a bar of bronze in the possession of the British govern- 
ment. The yard is now defined in the United States as 3600/3937 
of the standard meter. 


1 foot ^ i yard 
1 inch = tV foot. 
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The meaning of the prefixes of the metric system should be 
memorized. 

Mega-meter = 1,000,000 meters 
Kilo-meter = 1000 meters 

Hecto-meter = 100 meters 

Deka-meter = 10 meters 

Deci-meter = 1/10 meter 
Centi-meter = 1/100 meter 
Milli-meter = 1/1000 meter 
Micro-meter = 1/1,000,000 meter. 

These prefixes may also be applied to the other metric units; 
for instance, milliliter, kilogram, etc. 

The standard of mass is the International Prototype Kilogram. 
This is a cylinder of platinum kept by the French government at 
Sevres, near Paris. 

It was intended that tins mass should be equal to the mass of 
one cubic decimeter (1000 cubic centimeters) of water at 3.98°C, 
at which temperature water has its maximum density. On account 
of slight errors in making the prototype kilogram, this relation is 
not quite true; hence the kilogram of mass, like the meter, is an 
arbitrary unit. 

1 gram (gm) = xtW kilogram (kg) 

= mass of 1 milliliter (ml) of water at 3.98°C 
= mass of 1 cubic centimeter (cm®) of water (approx- 
imately) 

The standard pound was at first taken arbitrarily as the mass 
of a cylinder of platinum kept by the British government. The 
pound of mass is now defined in the United States as 1/2.20462 
kilogram. 

The standard of time is the mean, or average, solar day; i.e., 
the average time required for the earth to make one revolution 
on its axis with reference to the center of the sun. Hence, the 
earth is our primary clock. '■ 

Astronomers use the sidereal day, which is the time required for 
the earth to make one revolution on its axis with reference to the 
stars. 
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1 yeeir = 365| mean solar days = 366| sidereal days 

1 


1 mean solar second = 


86,400 


mean solar day. 


9. Derived units. Practically all other units are 
the fundamental units. 

(a) Units of area. Consider the rectangle of Fig. 

Area = length x width. 

But width is another length measured crosswise; 
therefore, 

Area = length x length 

= 4 ft x 3ft = 12 ft2. 

Here the unit of area is the square foot; i.e., the area of a square 
whose side is one foot long. 

Instead of using the foot as the unit of length in the above case, 
let [L] represent any unit of length. The more general expression 
for the rectangle is then 

Area = 4 [L] x 3 [L] = 12 [L% 


derived from 
6 : 


H 4ft— 

I I 



Fig. 6. 
Dimensions of 


which shows that the unit of area always is logically the area of a 
square whose side is the unit of length that is being used. 

Hence units of area are the square centimeter (cm^), the square 
foot (ft^), etc. 

(6) Units of volume. Similarly for a rec- 
tangular parallelepiped (Fig. 7), where [L] is 
any unit of length. 

Volume = 4 [L] x 3 [L] x 2 [L] = 24 [L»]. 

Thus we see that, for any case, the unit of 
volume may be derived as the volume of a cube whose edge is the 
unit of length. 

The commonly used units of volume are the cubic centimeter 
(cm^), the cubic foot (ft®), etc. , 

The liter. The prototype Mlogram was intended to be exactly 
the mass of 1 cubic decimeter of water at 3.98°C. As made, it is 
sHghtly too large. Hence the unit of volume in the metric system 
is defined as follows; 













T 

1 


Fig. 7. Dimensions of 
Volume 
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1 liter = volume of water having mass of 1 kg at its temperature 
of maximum density 
= 1.000027 cubic decimeter (dm®) 

so that 

1 milliliter = liter 

= 1.000027 cm®. 


(c) Units of speed. If a person moves 40 feet in 5 seconds, we 
say his average speed is 8 feet per second: 


Speed = 


40 ft 
5 sec 



sec 


Thus the unit of speed, 1 foot per second (ft /sec), is derived from 
the fundamental units of length and time. 

Or if, as before, we let [L] and [T] represent any units of length 
and time, respectively, we have: 


Speed = M = 8 


= 8 [LT-\ 

where or {LT~% may represent any tmit of speed; e.g., 


1 cm /sec, 1 mi /hr, etc., in different problems. 

(d) . Units of density. Density D is defined as mass M per unit 
of volume V. Algebraically, 



In the case of water, the mass is 1 gram when the volume is 1 
milliliter, for that is the definition of the milliliter. 

Therefore, for water, 

n - 1 = rlE 1 IE,. 

1 ml ml cm® 


Similarly, in the fps system, 1 cubic foot of water has a mass 
of 62.4 pounds, so that again, for water, 


D 


62.4 lb . 


1ft® 


= 62.4 


lb 

ft®' 


In general, if [M] is any unit of mass and [V] is any unit 
of volume, the mass of any body would be a[M\ and its voliune 
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would be 6[y], where a and b are necessary nmnerical coefficients. 
For any body, then, 


^ a [M]' a 
b[V] blD_ 


= I [ML-*], 


where a/b is the numeric and [ML-®] is the unit for any density 
whatever. 


10. Dimensional formulas. An algehreuc expression which 
shows how the derived unit of a quantity is made up from the 
fundamental units is called the dimensional formula of that quan- 
tity. 

Thus, in the preceding section, we obtained the dimensional 
formulas for the following quantities: 

Area [L®] 

Volume [L®] 

Speed [LT-i] 

Density [ML-®]. 


The brackets mean that the enclosed letters refer to the kind of 
unit and not to its magnitude. 

An abstract, or pure, number such as 5 means five of the pure 
number 1 and does not refer to any particular unit such as the 
foot, the kilogram, or the liter. From algebra we know that any 
quantity to the zero power equals 1; thus a:® = 1; L® = 1; M®. 
= 1 ; T® = 1. Hence the dimensional formula of a pure number is 
[L“M“T®] = [1]. 

Since the trigonometric functions of an angle are defined as the 
ratios of certain sides in a right triangle which con- 
tains that angle, we have (Fig. 8) : 


sm 


A = opposite side _ « _ W _ rroi 
~ hypotenuse c [L] 


[ 1 ]. 



and similarly for the other trigonometric functions. 

Also, as a physical quantity, angle is defined (Sec. 11) as 


angle = 


arc 

radius 



[L®] = [1]. 


Hence, aU the trigonometric functions, and angles in circular 
measure, have the dimensional formula of pure numbers. • 
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Dimensional formulas are often very useful both in numerical 
computations and in theoretical reasoning, which vdll become 
evident as we proceed. 


11. Circular measure of angles. It will be recalled from trigo- 
nometry that there are two principal ways of measuring angles: 

1. The sexagesimal system, in which the units are degrees, 
minutes, and seconds. 

2. The circular system, in which the unit angle is the radian. 
In the latter system, angle is defined as follows: 



. , Intercepted Arc 

" RidS 


(« 


Fig. 9 or in symbols, as shown in Fig. 9, 


6 radians 


5jcmr 


rjcmr 


From Eq. (2) it is seen that 9 = 1 when arc s 
a radian is the angle subtended at the 
center of a circle by an arc equal to the 
radius. The abbreviation for the word 
“radian” is rdn. 

From geometry we know that a cir- 
cmnference = 2Tr. Hence we can lay 
off the radius along the circumference 
27r times, as in Fig. 10, emd each of these 
lengths equal to the radius will subtend 
an angle of 1 radian at the center. Therefore, 

2irrdn = 360° 

360° 180° 


( 2 ) 

radius r; i.e., 



M2r 


Fig. 10 


1 rdn = 


27r X 

57°17'45". 


( 3 ) 


This last value is seldom needed, however. 

An advantage of the circular system over the sexagesimal sys- 
tem is that’ it is possible at once, on knowing an angle, to obtain 
the length of its intercepted arc qn any circle by multiplying the 
value of the angle in radians by the length of the radius of the 
circle, as is shown by clearing fractions in Eq. (2) : 


s = rd. 


(4) 
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Thus, if an angle is 2.3 rdn (Fig. 11), the intercepted arc length on 
the 2-cin circle will be 4.6 cm; and on the 5-cm circle, 11.5 cm. 

12. Conversion factors. The follow- 
ing conversion factors are used so fre- 
quently that they should be memorized. 

1 inch = 2.54 centimeters (more 
accurately = 2.54001) 

1 kilogram = 2.20 pounds (more ac- 
curately = 2.20462) 

1 mile = 5280 feet 

1 gallon = 231 cubic inches. 



Fig. 11. Advantage of Circular 
Measure of Angle 


Solved Problems 

1. Compute the number of feet in 1 kilometer. 
Known: 

1 km = 1000 m = 100,000 cm 
1 in. = 2.5400 cm 
1 ft = 12 in. 

Solution: 

100,000 


1 km = 100,000 cm — 




= 30.370 in. 


39,370 in. 


12 


ft 


* 3281 ft. 


2. Compute the number of cubic centimeters in 1 cubic foot. 
Known: 

1ft = 12 in. 

1 in. — 2.5400 cm. 

Solution: 

1 ft = 12iB-. X 2.5400 ^ = 30.480 cm 
j*r. 

1 ft3 = (30.480 cm)3 = 28,317 cm^. 

3. Compute the number of kilograms in 1 ton. 

Known: 


Solution: 


1 ton = 2000 lb 
1kg = 2.20461b. 


2000 jar 

1 ton = — T— 907.19 kg. 


16 


INTRODUCTION 


4. Compute the mass of 1 cubic inch of water at 4®C. 

Known: 

1 in. = 2.5400 cm 
1 ml = 1.000027 cm^ 

1 ml of water at 3.98°C has a mass of 1 gm by definition. 
Solution: 


1 m.3 = (2.54 cmY = 16.387 cm^ 


16.387 

1.000027^ 


16.386 ml. 


But 


1 ml of 'water at 3.98°C has a mass of 1 gm. 

Therefore 

1 in.'"* of water at 3.98°C has a mass of 16.386 gm. 

PROBLEMS 

1. From the relation 1 in. = 2.54 cm, compute the number of feet in 1 meter. 

2. From the relation 1 in. = 2.54 cm, compute the number of miles in 1 
kilometer. 

3. From the relation 1 in. = 2.54 cm, compute the number of yards in the 
100-meter dash. 

4. Compute the number of cubic centimeters in 1 ini 

6. If 1 kg = 2.2046 lb, compute the number of grams in 1 lb. 

6. Compute the mass of 1 gal of water, from the mass of 1 ft^. 

7. Calculate the number of quarts in 1 liter. 

8. From the definition of a gram, compute the mass of 1 ft® of water. 

9. If a milliliter of water weighs 1 gm, what is the weight of 1 gal of water? 

10. Calculate the number of milliliters in a fluid ounce. (16 fluid oz = 1 pint) 

11. Compute the mass of a column of water 1 ft high and 1 in.^ in cross section. 

12. Express 60® in radians. Express 0.8 rdn in degrees. 

13. An arc of 3.6 in. subtends what central angle in a circle of 2-in. radius? 
Of 5-in. radius? 

14. What arc is intercented on a circle of 8-cm radius by a central angle of 3 
rdn? Of 3®? 
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When you can measure what you are speaking about 
and express it in numbers, you know something about it; 
and when you cannot measure it, when you cannot ex- 
press it in numbers, your knowledge is of a meagre and 
unsatisfactory kind. It may be the beginning of knowl- 
edge, but you have scarcely in your thought advanced 
to the stage of a science. 


— Lord Kelvin 



CHAPTER III 


KINEMATICS 








13. Mechanics is that branch of physics that treats of motion, 
rest being regarded as a special case of motion. It is divided into 
kinematics, which is the science of pure motion without regard 
to its caxise, and dynamics, which deals with the causes and 
results of motion. 


14. Motion. When a body is changing its position, it is said 
to have motion. To describe a body’s motion, it is necessary to 
locate the positions of its several points. This is done by various 



Fig. 12. Systems of Coordinates 

systems of coordinates, the following — as in analytic geometry — 
being the most common (Fig. 12). 

(a) In rectangular coordinates a point’s position in a plane is 
indicated by giving its distances, x and y, from two fixed perpen- 
dicular fines called the y-axis and oj-axis, respectively. 

(b) If the axes are not at right angles the coordinates are 
called oblique, the distances being measured parallel to the axes 
as shown. 

(c) In the polar system of coordinates, a position is designated 
by giving the length of a radius vector (p) and the angle (6) which 
the radius vector makes with a certain fine OA called the initial 
line. 

In the first two systems the point 0 is called the origin; in the 
last, the pole. 

For representing the position of a point in space, three planes 
are taken, making known angles vfith one another, and a corre- 
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spondiag third coordinate is given.* Any such set of points, lines, 
or planes used as a base from which to locate other points is 
called a frame of reference. The frame of reference may be 
chosen so as to make each problem as simple as possible. 

Since the position of a point, and hence its changes of position, 
are necessarily determined by measurements from, or relative to, 
the parts of the frame of reference, it is seen that all motion is 
relative. We ordinarily consider the frame of reference to be fixed, 
i.e., to have no motion relative to the observer. Both the frame 
of reference and the observer, however, may have motion with 
reference to some other frame of reference. For example, a person 
standing at the intersection of two city streets observes a car 
moving down one of those streets at 25 mph (mi /hr). This is 
its speed relative only to the observer, who is considered to be at 
rest. But it is well known that the earth is moving with reference 
to the sun; hence the motion of the car with reference to the sun 
would be a combination of those two motions. The solar system 
in turn moves with reference to the steirs, and so this idea of the 
relativity of motion may he extended indefinitely. 

16. Particle. A particle is defined as a piece of matter so small 
that its linear dimensions may he disregarded in the question 
under discussion. We then have to consider only its position and 
its mass. For many cases in physics we may think of a particle as 
being a molecule as it is defined in chemistry. In mathematical 
discussions the particle has the infinitesimal dimensions dx, dy, 
dz, or their equivalents. 

A rigid body is a body in which the distance between each pair 
of points remains constant. No perfectly rigid hody exists, but 
for simplicity all bodies are considered to be rigid unless other- 
wise stated. 

16. Types of motion. Two kinds of motion are recognized: 

(1.) Translation, in which all particles of the body move in par- 
allel paths with the same hnear speed. 

(2.) Rotation, in which all particles describe circles in parallel 
planes about the same axis and with the same angular speed. 

Any motion, however complicated, may be shown to be equiva- 


* See any text on analytic geometry. 
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lent to a combination of translation and rotation, provided the 
body is rigid. 

The movement of the cage of an elevator in its guides is an ex- 
ample of translation; that of an electric fan, of rotation. The mo- 
tion of the wheels of a railway car is easily seen to consist of both 
translation and rotation. 

Motion in a straight line is called rectilinear motion. Motion 
not rectilinear is called curvilinear. 


17. Displacement. If a particle has moved from A to B 
(Fig. 13), its displacement is defined in magnitude and direction 
by the straight fine AB, regardless of whether the 
particle actually followed the straight line or pur- 
sued some other path, such as the dotted one. 

The length of any Hne other than the straight 

line between two points should be called a distance between the 

points and not the displacement. 

Rotational, or angular, displacement is the angle through which 
a body has turned with a given direction of the axis. Thus 
(Fig. 14), if is the position of any line on the 
body before the motion, and A'B' the position of 
^ \ the same line after the motion, the angle 9 between 

« AB and A'B' is the angular displacement. 



18. Velocity is the time rate of change of dis- 
placement. Since displacement has direction, veloc- 

Fig. 14. An- 

gular Dkplace- ity mso has direction. 

ment The term speed is used for the time rate of mo- 

tion without regard to direction; i.e., speed is the 
magnitude only of velocity. 

When a body moves so that its displacements in any two equal 
intervals of time are equal, it is said to have uniform motion. Its 
velocity is then constant,* so that, algebraically: 


Uniform motion is defined by « = constant, for translation 

or w = constant, for rotation. 

Motion is seldom uniform, however; hence we define average 
speed as the total distance divided by the total time. . 

* In uniform motion, the direction as well as the magnitude must be constant. 
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Let xi and xz (Fig. 15) be the distances of a particle on the line 
OX from point 0 at clock times k and 4, respectively. Then 

magnitude of distance — Xz — Xi 
and total time = tz — k 


X, X2 

Fig. 15 


and the above definition may be wri tten in the 
shorter and more convenient form: 


Average speed v 


Xz — Xi 

4 — k 


(5) 


Thus, suppose an automobile traveling northward along a 
north-and-south line is 5 miles from the garage G ^ 

Fig. 16 at 9:10 a.m. and 25 miles from it at 9:40 a.m. AllmL 
Then, 


Total distance = a ;2 — *i = 25 - 
Total time = k — k = 9:40 


5 = 20 mi 
- 9:10 = 30 min 
= 0.5 hr 


so that 

Average speed v = 


Xz 


Xi 20 mi 


^4 


Smi 




4 — 4 0.5 hr 


= 40 mi/hr 


e 

Fig. 16 


and 


Average velocity » = 40 mi/hr, northward. 


There is nothing in Eq. (5) to designate direction: that will be 
taken up in Sec. 20. Hardly any road is straight, but what has 
been said applies to curvilinear motion as well as to rectilinear; 
hence the word distance was used and not displacement. 

It should be noted that the value 40 mi /hr is the average speed 
for the whole trip, and not the speed at any particular instant; 
for the car actually starts from rest (» = 0), speeds up to a maxi- 
mum value, and may slow doivn to rest agedn at B. 

Instantaneous velocity. If we wish to determine the speed and 
velocity at any particular instant, instead of the average value, 
p we locate the point P (Fig. 17) on its 

whwe the car was at that instant, 
^^™ViG 17 determine (say, with a stop watch) 

the tune (4' — 40 required for the car 
to traverse a very short distance {xz — Xi) having P at its cen- 
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ter— SO short that during this interval the speed may be consid- 
ered constant. 

Such a very short distance and interval of time are represented 
by the symbols Ax and At, respectively. Hence, for practical 
purposes, 

Instantaneous speed = ^ (6) 

fc2 — Cl 


The instantaneous velocity « has the numerical value of the 
speed and the direction of the little segment i.e., it has the 
direction of the tangent at P. 

In calculus it is shown rigorously that the ratio AxjAt approaches 
in many cases a definite limiting value as At approaches 0. This 
limiting value of Ax I At is called the first derivative of x with 
respect to t, and is written dxjdt, so that 

Ax 
At 

At 


Instantaneous v 


lim 




dx 

dt 


(7) 


Rotation is treated in an exactly similar way. Let di and 62 
(Fig. 18) be the angles through which A 

a body has turned at clock times k 
and 4, respectively. Then, 

Magnitude of angular 

motion = 02 — 

Time of angular motion = 4 — k. 

Therefore, 

Average angular speed, 5 = ^ 



ft. 


If the rotation is uniform, this average speed is also the speed at 
any instant. Otherwise, we must divide the small angle A9 by 
the short time At in which the body turns through Ad, the At 
being taken so short that during that time the angular speed may 
be considered constant. Then, 


Instantaneous angular speed, u = 


r^i = ^ 

\_At} ~ dt 

lim Ai =* 0 


(9) 


The instantaneous angular velocity 03 has the magnitude given by 
Eq. (9). To this must be added a statement of the direction of 
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rotation, which is indicated by the direction of the axis as de- 
scribed in Sec. 23. 

For example, consider the flywheel of an engine which at 
9:35 A.M. has turned through 200 revolutions from some initial 
position, and which at 9:39 a.m. has turned through 1000 revolu- 
tions from the same initial position, the axis of rotation retaining 
its initial direction. Then, 

Total angular displacement = 800 revolutions 
Total time required = 4 minutes 

so that 

Average angular speed = 9^39 _ ^^ 3^5 = 200 rev /min. 

If the direction of the axis had changed, that must be noted 
separately for the present. 


19. Acceleration. Acceleration (a) is the time rate of change of 
velocity (c). 

Since velocity has direction, acceleration also has direction. In 
algebraic shorthand, average acceleration is defined by the follow- 
ing equations, provided the direction is constant : 


a = r T for translation 

h ■“ h 


and 


— ^2 — 

a 


U ~ h 


for rotation 


( 10 ) 

( 11 ) 


where v-i, C 02 and »i, coi are the linear and angular velocities at the 
clock times U. and k, respectively. 

In a more advanced course. Vector Analysis, it will be found 
that Eqs. ( 10 ) and ( 11 ), as well as (5), (7), ( 8 ), and (9), may be 
construed to include the element of direction; but in this work we 
shall employ them with reference to magnitude only, and consider 
the question of direction independently. 

Acceleration may be either positive or negative. Negative 
acceleration is often cedled decelferation. Thus, an automobile 
has two accelerators: the one for positive acceleration is called 
the “ accelerator the one for negative, the “ brake.” When a 
bbdy is accelerated, it is always either speeding up or slowing 
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down, except in the case of a body having unifonn circular motion 
(see Sec. 33). 

If the car in Fig. 16 had a speed of 35 mph at A and 45 mph at 
B, then 

Total change of speed = 45 — 35 = 10 mi /hr 

Total time required = 9:40 — 9:10 = 30 min = 0.5 hr. 

Therefore, 

. 1 _ »2 — »i 10 mi/hr 

Average acceleration, a = ^ = q ^ 

= 20 mi/hr in 1 hr 
= 20 mi /hr per hour 
= 20 mi/hr^ 

and the direction, northward, must be stated. 

Notice that since velocity has the unit of time in the denomina- 
tor once, and since acceleration is found by dividing change of 
velocity by time, acceleration will always have the unit of time 
as a factor in the denominator twice; i.e., the dimensional formula 
for acceleration is [LT-^]. 

Instantaneous acceleration. If the acceleration that the car has 
just as it passes a point P (Fig. 17) is desired, we must take its 
speed (from its speedometer, say) at two points having P be- 
tween them and so close together that the rate of change of veloc- 
ity between these two points may be considered constant. For 
an extremely short element, or piece, of the path like this the 
change of velocity {v^ — »i) is called Ar, and the corresponding 
time {U — k), At. Hence the instantaneous acceleration of the 
car as it passes point Pis: 


a = $^,OT in the limit as Ai = 0, a = 

At at 

Similarly, instantaneous angular acceleration is: 

a = ^, or iu the limit as At = 0, a = 

At at 


( 12 ) 


(13) 


Acceleration due to gravity. The most common acceleration 
which we encounter is that of freely falling bodies. We call this 
the acceleration of gravity, and represent it by the symbol g. At 
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Washington, D.C., it has the value 980.1 cm/sec® ( = 32.16 ft/sec^), 
hut it differs slightly from this value at different places. 

These values are for free fall in a vacuum, thus taking no ac- 
count of air friction, which increases when the speed increases. 
Actually, after a dxunmy dropped from an airplane has fallen about 
1600 ft, the resistance of the air is equal to the force of gravity so 
that the acceleration is zero. The dummy then continues to fall 
with a imiform speed of about 120 mi/hr. 

20. Scalars and vectors. It will have been observed by now that 
there are two kinds of quantities: scalar quantities, or scalars, 
which have magnitude only, such as time, mass, and speed; and 
vector quantities, or vectors, which have both magnitude and di- 
rection, such as displacement, velocity, and acceleration. 

Both scalars and vectors may be positive or negative with refer- 
ence to some value taken (usually arbitrarily) as a zero value. 
The term sense is used as the geometrical equivalent of sign, and 
applies to both vectors and scalars. Thus one may travel along a 
road whose direction is north and south. Along this direction he 
may travel either northward (positive sense) or southward (nega- 
tive sense). An electromotive force (Sec. 401), which is a scalar, 
may be so generated in a coil as to produce a current either coun- 
terclockwise (positive sense) or clockwise (negative sense) around 
the coil, but it has no relation to any particular direction in space. 

A vector may be represented by a straight line whose length 
represents (to some convenient scale) the magnitude of the vec- 
tor, whose direction is parallel to the direction of the vector, and 
whose arrow point indicates the sense of the vector. 

The importance of the distinction between scalars and vectors will be seen 
from the following examples. 

Scalars; A man having 4 lb of sugar (a) buys (addition of positive quantity) 
or (b) sells (addition of negative quantity) 3 lb of sugar. These transactions 
are represented by the equations; 

(a) 4lb+ 31b = 71b 

(b) 4 lb - 3 lb = 1 lb 

and these two are the only ways in which the scalar quantities, 4 lb and 3, lb 
mass, can be added. 

V ectors : A boat has a velocity of 4 ft/min eastward. A man on deck (a) walks 
3 ft/min eastward, or (b) walks 3 ft/min westward, or (c) walks 3 ft/min north- 
, ward. 
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These cases are represented as follows: 

(a) 4 ft/min + 3 ft/min = 7 ft/min eastward 

(b) 4 ft/min — 3 ft/min = 1 ft/min eastward 

(c) Since in one minute the man walks 3 ft (MiV, Fig. 19) 
northward on the boat, while at the same time the boat Fig. 19 
carries him 4 ft NP eastward, at the end of 1 min he finds 

himself at P, a distance of 5 ft northeast of his initial position M, marked by 
an anchored buoy, say. 

The addition of velocities of 4 ft/min and 3 ft/min gives velocities of 7 ft/min, 

1 ft/min, or 5 ft/min, depending upon whether the given velocities are in the 
same direction (addition of positive quantity), in the opposite direction (addi- 
tion of negative quantity), or at right angles. 

21. Vector addition and subtraction. The above example shows 
that the processes of ordinary (scedar) algebra are not sufficient 
for problems involving vectors. We therefore devise a method of 
vector addition and subtraction. Consider a particle at Po 
(Fig. 20) and let it be given two displacements PoM and PoN 
respectively. If the displacement PoM is given &st and then 
MP (= and || to PoN), the final position P will be exactly the 
same point as if PoN is given fest and then NP (= and [j to 
PoM). 

In either case the result of the two displacements is that the 
particle is displaced from the point Po to the point P. 

Therefore, by the definition of displacement (Sec. 17), PoP is 
the displacement resulting from (i.e., the siim of) the two dis- 
placements, if given consecutively. From 
the above reasoning and from similar par- 
allelograms, if the particle is given the 
displacement PoM' and then M'P', which 
are half of PoM and PqN, respectively, 
it will then occupy the position P', the 
midpoint of the diagonal PoP, regardless 
of which is taken first. 

Obviously, if we take consecutive displacements which are the 
same fractions (say, 1/1,000,000) of PoM and PoN, after two such 
displacements the particle will be on the diagonal at a point whose 
distance from Po is 1/1,000,000 the distance PoP; and a correspond- 
ing result will be true regardless of how small a fraction we take. 

In the limit, by taking successively the same infinitesimal frac- 
tions of lhe given displacements, the particle would traverse the 



Fig. 20. Addition of 
Vectors 
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21. Subtraction 
of Vectors 


diagonal. But this would appear to be equivalent to giving to the 
particle the displacements PoM and PoN simultaneously. 

Hence we should expect the diagonal to represent the result, or 
sum, of the two given displacements, whether they are given con- 
secutively or simultaneously. This is borne out by experiment. 

While the foregoing discussion is with reference to displace- 
ments, it is clearly applicable to any vectors. Thus, we may state 
the law of parallelogram of vectors: The sum, or resultant, of two 
vectors is represented by the concurrent di- 
agonal of the parallelogram constructed on 
the two vectors as adjacent sides. 

Subtraction being addition of a negative 
quantity, in Fig. 21 we would subtract vec- 
tor PoM from PoN by adding PoMi, the neg- 
ative of PoM (i.e., equal in magnitude and 
opposite in direction), to PoN. Hence PoPi 
is the difference of the vectors PqN and PoM, for it is the vec- 
tor smn of PoN and the negative of PoM. From the geometry 
of the figure it will be seen that PoPi is equal and parallel to 
MN of the upper parallelogram. So, the difference of two vec- 
tors is represented by the nonconcurrent diagonal of the paral- 
lelogram constructed on the two given vectors as adjacent sides. 

Graphical and trigonometric solutions. For many purposes 
vector sums or differences may be obtEuned satisfactorily by scal- 
ing the proper diagonals in figures accu- 
rately drawn to scale; but where greater 
accuracy is required, the solution is best 
made by the law of cosines. 

In trigonometry (Fig. 22), 

P = a* 6* — 2ab cos <j> 

= 0 ^- 1 - W — 2ab cos (180 
= + ¥ + 2ab cos d 

and ¥ = + ¥ — 2ab cos d. 



Fig. 22. Trigometric 
Method 


e) 


(14) 

(15) 


From these it is seen that the law of cosines gives the vector sum 
when the product term is added,*and the vector difference when 
that term is subtracted. 

Since the diagonal of a parallelogram divides it into two equal 
triangles, it is obviously necessary to draw only one of the trian- 
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Vi 



-Vi 


gles. The parallelogram law then becomes the law of triangle of 
vectors : If two vectors Vx and (Fig. 23) are represented to 
scale by two sides of a triangle, the second beginning at the end 
of the first, their vector sum, or 
resultant i?, is represented to 
the same scale by the third side 
of the triangle, and its direction 
will be away from the origin O. 

The vector difference D is ob- 
tained by reversing the vector that is to be subtracted, and then 
proceeding as for a smn. Thus, in Fig. 23, D = »i — v%. 


Vector Sum 


^2 


Vector Difference 
Fig. 23 



Solved Problems 





Fig. 24 


1 . If the wind gives a boat a ve- 
locity of 5 mph due east, and the cur- 
rent at the same time gives it a ve- 
locity of 3 mph N 70° E, what is its 
total velocity with reference to the shore 
(Fig. 24)? 


Known: 

a = 5 mph 
6 = 3 mph 
d = 20 ° 

/•2 = ^2 52 -j- 2 a 6 cos d. 

Solution: 

r2 = 52 + 32 - 1 - 2 X 5 X 3 Xpos20° 

- 25+ 9 + 30 (.9397) 

= 62.19 
r = 7.88 mph. 

To find the direction of this resultant, we apply the law of sines to the figure. 

sin (l> 3 

sin 160° ” 7.88 

sin 0 = X sin 160° 

= X 0.3420 = 0.1302 

= 7°29'. 

Hence the resultant velocity is 7.88 mph, N 82°31' E. 
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Fig. 25 


2. An automobile is traveling with a velocity of 30 mph north 
The wind blows east at 15 mph. Find the apparent velocity 
and direction of the wind relative to a person in the car (Fig, 
25). 

Analysis: If the car were at rest, a particle of air striking a pas- 
senger would appear to have the velocity 15 mph east, because of 
the wind alone. If there were no wind, the same particle of air 
would appear to have a velocity of 30 mph south because the car 
is rushing through the air at 30 mph north. 

The resultant apparent velocity will be found by adding 15 mph 
east and 30 mph south, which is the same as subtracting 30 mph 
north. 


Known: 

a = 15 mph east 
6 — 30 mph north 
<9 = 90®. 


For vector subtraction, 

/•2 s- ^2 52 _ 2ab cos 6, 

Solution: 

= 152 + 302 - 2 X 15 X 30 X cos90® 

= 225 + 900 - 2 X 15 X 30 X 0 
= 1125 
r == 33.5 mph. 

To find the direction of the resultant, we have: 

15 

tan <#. - j ^ - 0.5 
^ = 26°34'. 

Hence the velocity of the wind relative to a passenger is 33.5 mph, S 26°34' E. 

22 . Polygon of vectors. When more than two vectors are to be 
added, the resultant of any two 
(»i and »,) is found by the tri- 
angle as above. This partial re- 
sultant i?i 2 is then combined 
with a third vector 03 to give a 
second partial resultant 
and this process is continued 
until all the components have been used (see Fig. 26). 

It will now be observed that the resultant of all the vectors is 
the closmg side of a polygon, having the given component vectors 



c Fig. 26. Vector Polygons 
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as sides, each component being drawn from the end of the preced- 
ing component, and the arrows pointing the same way around the 
polygon, except in the case of the resultant, which points op- 
positely to the others. 

The law of the polygon of vectors may be stated: If a number of 
vectors are drawn to scale to form the sides of a polygon, the ar- 
rows pointing in the same sense around the polygon, their result- 
ant is represented in magnitude and direction by the closing side 
of the polygon, its arrow pointing away from the origin. 

The order in which the vectors are taken to form the polygon 
is quite immaterial, and the polygon may be crisscrossed by the 
vectors; but the final resultant wUl be the same in every case. 
Thus, Fig. 266 gives the resultant Ram, which is exactly equal and 
parallel to Ruai as obtained in Fig. 26a, the subscripts indicating 
the order in which the vectors were used in each case. 

As will be seen later, the polygon of vectors gives the resultant 
in magnitude and direction, but it does not give the line of action 
unless the vectors are concurrent. (See Sec. 66, Corollary.) 

23, Vector representation of rotation. Since rotational dis- 
placements, velocities, and accelerations have magnitude, direc- 
tion, and sense (sign), they are vectors. The conventional method 
of drawing the vector to represent one of these quantities is to 
take a line parallel to the axis of rotation whose length represents 
the magnitude according to some convenient scale; then place 
the arrow point on this line so that on looking along the axis in 
the direction of the arrow the rotation appears clockwise. 

For example, in Fig. 18, if the angular displacement is 60°, the 
line MN represents this vector to the scale: 1 cm = 20°. 


24. Resolution of a vector into components, 
of a given vector are two or more 
vectors whose resultant would be 
the given vector. 

A vector v (Fig. 27) may be re- 
solved into two components Vi and 
»2 parallel to any two given lines AB 
and CD by constructing on v as the 
diagonal a parallelogram whose sides are parallel to AB and CD, 
respectively. 



Fig. 27. Resolution of Vectors 
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25. Resolution of a vector into rectangular components. The 
most common case is that in which it is desired to resolve a vector 
V (Fig. 28) into two components and which 
are perpendicular to each other. For conven- 
ience, the usual axes of x and y are chosen, 
•X parallel to the two required directions. Then 
Fig. 28. Rectangular if V makes the angle 0 with the ic-axis, we have, 
Components from the definitions of sine and cosine: 



Vx = V cos d 
Vy — V sin d. 


Solved Problem 

A horse pulls on the traces of a sleigh with 

a force of 150 lb. If the traces make an angle p 

of 10° with the horizontal road, what part 
of the force is effective in drawing the sleigh 
and what part merely lifts the forward end? (Fig. 29.) 

Known: 

F = 150 lb force 
8 = 10 ° 

F* = F cos 8 
F„ = F sin 8. 

Solution: 

Fx = 150 X cos 10° 

= 150 X 0.985 
= 147.8 lb force 
Fy = 150 X sin 10° 

= 150 X 0.174 
= 26.1 lb force. 



Fig. 29 


Hence, 147.8 Ib force puUs the sleigh forward, and 26.1 lb force lifts the front 
of the sleigh. 

26. Specifications of a motion. In general, the motion of a 
particle is completely determined when its path, its position on 
the path, its velocity, and its acceleration at any instant are 
known. The path is best described by its equation, as in analytic 
geometry, but often we merely State the kind of curve followed: 
e.g., a baseball thrown into the air describes a parabola. It will 
be noticed that these four necessary facts are found for each of the 
special types of motion discussed in the following paragraphs. 
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27. Rectilinear motion. Consider a particle moving in a straight 
line OX and having a constant acceleration a (Fig. 30). If its 
velocity is ®i when the clock reads 
ii, and when the clock reads U, 
we have: 


a = 


% - 
4 — 4 


by definition (Sec. 19), 






V,-*. S- 

4 

0 

— x,-H 

U X2 

-J ' 


Fig. 30 


and calling the interval of time 

(4 — ti) = t for brevity, we can write Eq. (10) thus: 


whence 


V2- Vl 

« = — f- 
Vi = Vi + at 


(16) 

(17) 


which gives the final velocity »2 in terms of the initial velocity vi, 
the acceleration a, and the time t. ' 

To find the position X 2 of the particle on its path at the clock 
time 4, we revert to the definition of average speed, Eq. (5) : 


X2 — Xi X2 — Xi 

® “ 4 - 4 “ t ‘ 
Clearing fractions, X 2 — Xi = vt 

X2 = Xi + 


(18) 

(19) 

( 20 ) 


which gives the final position in terms of the initial position Xu 
the average velocity v, and the time t. 

But since the acceleration is constant,* the average velocity 
(r) is given also by 


^ (definition of arithmetic mean). 

Therefore, from Eq. (19) 

V 2 + % 

X 2 Xi 2 

Substituting for its value from Eq. (17), 

(vi + uf) + Vi , 

2 


X2 — Xi 


2ri at 


t 


2 

= Vit + iaP 

* Otherwise the statement is not always true. 


( 21 ) 
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and 

Xi = Xi Vit + ( 22 ) 

where 

Xi is the displacement when the time was U; 

«iHs the displacement due to the initial velocity «!; and 
is the displacement due to the acceleration. 

The acceleration a is + or — according as it is in the same direc- 
tion as »i or opposite to it. 

K we know along what straight line the particle moves, these 
formulas completely describe its motion, for we have: 

1. The path is the straight line OX. 

2. Its position at any instant U is x^, by Eq. (22). 

3. Its velocity at any instant U is %, by Eq. (17). 

4. Its acceleration at any instant is constant ( = a) by hypothe- 
sis. 

It will be observed that the distance traversed in the time t is 
Xi — xi. If we call this distance s, i.e., Xa — xi = $, then from Eq. 19 

s = M (23) 

and from Eq. 21, s = iiii -t- . (24) 

28. Special case. When the particle starts from rest, Vi == 0; 
hence we may call Vi = v without ambiguity, and Eqs. (17) and 
(24) take the much-used forms: 

V = at (25) 

and 

s = faf . (26) 

Corollary 1. Equations (17), (20), Eind (22) are also correct 
when the a’s, c’s, and x’s are vectors, not in a straight Hne, and the 
addition (or subtraction) is performed vectoriaHy. 

Corollary n. Another useful relation is obtained by eliminating 
i from Eqs. (16) and (23). This is most easily accomplished as 
follows: 

rromEq.(23), s 
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Multiplying, 

whence 


as = HL+fi (82 - 81) 


vi' — Vi^ 


2 

2 as. 


( 27 ) 


Solved Problems 


!• With what speed v will a body reach the earth if it falls freely from rest 
at a height h above the earth? 

Calling g the acceleration given to a mass by its own weight, we have, since 
the body starts from rest: 

= 0 
a^g 

• s h 

V 2 = V- 

Substituting these values in Eq. (27), 

2)2 — 0 = 2gh 

V - (28) 

2. A body of mass M slides down a frictionless plane under the action of its 
weight alone. If the plane has the length $ and makes an angle 0 with the hori- 
zontal, what is the velocity of the body at the foot of the plane? 

Analysis: Resolve the acceleration g which the body’s weight would give it, 
if allowed to fall freely, into a component ap parallel to the plane and a component 
a„ normal to the plane. 

These components are: 

from Sec. 23. 

an = g cos <p J 

Only the parallel component will result in 
motion. 


n 

7 

h 


i 


Fig. 31 


Known: 


Solution: 


From Fig. 31, 


2^ = 0, since the body starts from rest 
^2 s V, which is to be found 
a ^ ap — g sin 
^2 _ 2as by Eq. (27). 

. 2 j 2 _ 0 -- 2{g sin <t>)s == 2g {s sin ^). 


s sin (j> — h 

where /i is the altitude of the plane. 

Therefore, 

z)2 — 2gh 

and V = V2gK - (29) 

Comparing this with the preceding problem, it will be seen that the body reaches 
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the ground with the same speed whether it falls freely or slides down an incline 
without friction — or down any frictionless path. 

3. A body has an initial velocity of 40 ft /sec and an acceleration of —2 ft/sec^. 
How long before it will be 300 ft from the starting point? What will be its final 
velocity? 

Known: 

s = 300 ft 
Cl = 40 ft/sec 

a = -2 ft/sec^ (— ) meaning that the direction is opposite 
to that of the initial velocity 

5 == vit+i at\ by Eq. (24) 

Solution: 

300 = 40^ + 4 (-2)^2 
^2 _ 40 ^ ^ _300 

^2 _ 40i+ 400 = 400 - 300 - 100 
(t - 20)2 = 100 

f = 20 ± 10 
^ == 30 sec or 10 sec. 

For final velocity, 

V 2 = vi+ at by Eq. (17) 

When 

^ = 30 sec, 

= 40 + (-2) 30 = 40 - 60 
=s —20 ft /sec opposite to the direction of 
initial velocity. 

When 

f = 10 sec, 

tj2 = 40+(-2)10 - 40 -20 

= 20 ft/sec in the same direction as the 
initial velocity. 

Hence the body will reach a point 300 ft from the starting point in 10 sec, mov- 
ing in the direction of its initial velocity. It will then pass the point, finally 
reverse its motion, and again pass through the same point 30 sec after starting; 
but its velocity wiU then be opposite to the direction at first. 

4. A body slides down a frictionless plane with an acceleration of 50 cm/secK 
If the length of the plane is 3 meters, what must the initial velocity be in order 
that the body may reach the bottom with a velocity of 200 cm/sec? 

Known: 

a = 50 cm/sec2 
5 = 3 m = 300 cm 
»2 = 200 cm/sec 

— Vi^ = 2a5. ^ 

Solution: 

(200)2 - ^2 = 2 (50) (300) 

40^000 - 30,000 - 10,000 
»! = zhlOO cm/sec. 
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Thus the initial velocity may be 100 cm/sec down the plane, or 100 cm/sec up 
the plane (i.e., —100 cm/sec). In the former case it would reach the bottom 
after 2 sec; in the latter, after 6 sec — and in each case with the stipulated final 
velocity of 200 cm/sec. In the second case, it would go up the plane a certedn 
distance, then reverse, and finally reach the bottom in 6 sec. 

29, Curvilinear motion. The foregoing equations may be ap- 
plied to any path, whether straight or not, if it is understood that 
a, V, and s are 6ill measured along the path. In that case v would 
be called the speed and a would be the tangential component 
only of the particle’s acceleration. The other (normal) component 
of the particle’s acceleration is not accounted for by these equa- 
. tions. For that, see Sec. 33. 


30. Rotation about a fixed axis. The analogue in rotation, of 
the motion discussed in the preceding para- 
graph, is rotation about a fixed axis with con- 
stant angular acceleration. For the direction 
of a rotation is defined (Sec. 23) as the direc- 
tion of the axis of rotation. Hence, if the di- 
rection of the axis is fixed, the direction of the 
rotation is unchanged — although the sense (i.e., 
clockwise or counterclockwise) of the motion 
about this fixed axis may change. 

Consider a body rotating with constant an- 
gular acceleration a about an axis AB (Fig. 32), 
fiixed in direction; and let the angular displacements and veloci- 
ties be di and 02 , wi and « 2 , at clock times U and U, respectively. 
Then, 



CO2 — Ct)i 



from Eq. (11) 


and calling the time interval {U — ti) = f for brevity, as before, 
we have: 


CO 2 — 0>1 



(30) 


whence 


CO 2 — 03i -J- <xt (^1) 

which gives the final angular velocity 032 in terms of the initial 
angular velocity wi, the acceleration a, and the time t. 
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It will now have been noticed that, in rotation, du wi, 0 ) 2 , S, 
and a correspond exactly to Xu 'Ou v, and a in translation. 

Hence, by steps exactly analogous to those of Sec. 27, we deduce 
similar relations for rotation: 

£*32 Hh 


^2 


= Si; £*3 = 


Calling 02 

and like Sec, 28, Corollary II, 


02 = 01 wi 4“ 

01 = 0, 0 = Ssi 

0 = £*3i 4' 


0)2 


£*3r 


2 — 


2£X0. 


(32) 

(33) 


Solved Problem 

What mast be the angular acceleration of the rotor of a motor in order that 
in 5 sec it may come up to the speed of 1800 rpm from rest? 

Known: 

0)2 - 1800 rpm == 30 rps 
= 27r(30) = 188.5 rdn /sec 
i = 5 sec 

£*>1 = 0, since motor starts from rest 

£*32 = COi + at 


Solution: 


188.5 - 0 + £x(5) 
188.5 


37.7 rdn/sec*. 


31. Relations of angular and circumferential motions. At this 
point it is worth while to notice some important relations between 
the angular motion of a radius and the linear mo- 
tion of a point on the radius. 

When the circumferential speed v of a point P 
(Fig. 33) is constant, in 1 second P wiU describe 
an arc of length v while OP will sweep up the angle 
POPi. But POPu being the angle turned through 
in 1 sec, is the angular speed £*> of the radius; 
hence, by the definition of angle in circular measure; 



Fig. 33 


and 


V 

^ r 


13 = rc*3. 


(34) 


(35) 
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Or, more simply, from Eq. (4), 
s = rd. 

Differentiating with respect to time, 

ds dd 


Similarly, 


So we have: 


dt~^ dt~ 


dv dco 


8 — rd 
V = rco 
a = ra. 


(36) 


32. Direction of motion on a curve. If a particle is moving along 
a fixed curve, the direction of its motion at any instant must be 
the direction of the curve at the point where the particle is at that 
instant. But the direction of a curve at a point is defined in 
geometry as the direction of its tangent at that point. Hence the 
direction of the motion of the particle is the direction of the tan- 
gent to the curve at the then position of the particle (see Fig. 17). 
This definition is in accord with the fact that speu’ks from an 
emery wheel and particles of mud from an automobile wheel fly 
off along a tangent. 

If the pmticle is to follow the curved path so as to arrive at 
Pi (Fig. 34), it must obviously have an 
acceleration toward the curve (as a matter 
of fact, toward the center of curvature), 
for otherwise it would fly off along a tan- ^ 
gent, or at least leave the curve. The 34 Motion on a Curve 
magnitude and direction that this ac- 
celeration must have are deduced in the following section. 

33. Uniform circular motion. Let a particle P (Fig. 35a) de- 
scribe a circle about 0 as a center with constant linear speed v. 
Then, in t seconds, P will describe an arc PiPa of length vt, and the 

radius OP will describe the angle PiOPs = — radians, by Eq. (2). 
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Consequently, by Sec. 31 , the angular speed w of OPi is: 


w 


vt ® 1 / 

~ yt~ r 


and it is constant since v and r are constant. 

Make a velocity diagram (Fig. 35 b) by drawing opi and op2 
equal and parallel to Vi and C2, respectively.* Then at represents 

the total change of velocity during 
the motion from Pi to Pa in mag- 
nitude and direction; for, by Sec. 
21 , the velocity at added vectori- 
ally to Vi gives %. 

Then, since in magnitude Vi = 
1)2== V = constant (by hypothesis). 

Fig. 35. Centripetal Acceleration ^ P 1OP2 and piOp2 are similar. 

(Two triangles are similar when an acute angle of one equals an acute angle of 
the other and the including sides are proportional.) 




Therefore, for any value of t, 
« _ P1P2 


at 


r ~ chord P1P2 ~ chord PiPa 

(Homologous sides of similar triangles are proportional.) 

But the smaller t is taken, the more nearly is the chord P1P2 
equal to the arc P1P2. Hence, in the limit as f approaches zero, 

at 

arc P1P2 ~ r 

But arc P1P2 = vt. Therefore, 


(d 

vt 

a 


V 

r 

r 


or 


a = -% r = CUT. 
P 


( 37 ) 


( 38 ) 


* Drawing a separate velocity diagram is a mere matter of convemence to avoid 
confusion in Fig. 35a, It should be understood that facts found in Fig. 35b are equahy 
true of Fig. 35a. 
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This acceleration is constant in magnitude, since co and r are 
constant; but it is not constant in direction. 

To find the direction of this acceleration, we notice from the 
geometry of the figures that pip^ is always perpendicular to chord 
PiPi for any value of t. Therefore, pip-i is parallel to CO the per- 
pendicular bisector of PiP^. But CO is always radial. Therefore 
P1P2, or at, being always parallel to CO, is also radial and is always 
directed toward the center. Since t is a scalar and has no direc- 
tion, the direction of a is the same as that of at 

Hence in uniform circular motion title acceleration is toward the 
center (“ centripetal ”) and equals u^/r. 

Since in this motion v is tangential, it is seen that the accelera- 
tion is always at right angles to the velocity. 

As a check upon the nature of ®^/r let us see if its dimensional 
formula is the same as that of acceleration; 

= MU = [LT-n 
r [L] J 

which is the same as that obtained for acceleration in Sec. 19. 

The fact that two quantities have the same dimensional formula 
is a necessary but not a suflElcient condition that they have the 
same nature. Work and torque (Sec. 54) both have the dimen- 
sional formula [ML^T~^ hut are distinctly different kinds of 
physical quantities. 


Solved Problem 

In the problem of Sec. 30, if a conductor of the rotor is 20 cm from the axis of 
rotation, what is its final linear speed and its total acceleration? 

Known: 


0)2 = 188.5 rdn/sec \ . i • c oa 
j / « r from solution in Sec. 30 

a = 37.7 rdn/sec^ J 

r = 20 cm 
Tangential component of ^ 

^2 

Radial component of a = —• 

Solution: 


by Eq. (35) 
by Eq. (36) 

by Eq. (37) 


» = 20 X 188.5 = 3770 cm/sec 
Tangential component of a = 20 X 37.7 = 754 cm/sec^ 

( 3770)2 

Radial component of a = — = 710,645 cm/sec® 

Total acceleration a == V(754)2 + (710,645)2 = 710645.4 cm/sec*. 
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34. Parabolic motion. Another case in which the acceleration 
is not in the same direction as the velocity is the following. 

As we shall see in Sec. 125, a body faUing freely near the surface 
of the earth has nearly imiform acceleration toward the earth. 
Hence, if we consider a particle thrown out horizontally with a 
constant velocity Va, and faUing with a consteuit vertical accelera- 
tion o, we find at any time t after starting that the particle will 
be at some point P whose abscissa OA and ordinate OB are the 

distances traveled in virtue of its 
horizontal velocity »o and vertical 
acceleration a, respectively. (See 
Fig. 36.) 

In the notation of analytic ge- 
ometry, 

X = Vot by Eq. (23) 

y = byEq. (26) 

so that by eliminating t from these 
equations, we have the Cartesian 
equation of the path of the par- 
ticle: 



_ 


(39) 


which represents a parabola. The velocity v of the particle at any 
instant has the horizontal component, = Vo, and the vertical 
component, Vy = at, by Eq. (17), which on being combined give 
» tangent to the parabola at J. 

The acceleration is a and vertical, which is not in the direction 
of the motion for finite values of i. 

In aU the cases thus far considered the acceleration has been 
constant in magnitude, though not always constant in direction. 
An important case in which the acceleration is not constant in 
magnitude is discussed in the next section. 

36. Simple harmonic motioif. Motion in which the accelera- 
tion a is directly proportional to the displacement x, but in the 
opposite direction, is called simple harmordc motion. In nature, 
motions closely approximating this occur frequently. The motion 
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of the vibrating parts of musical instruments is of this kind, whence 
the term simple harmonic motion (shm). 

By the definition, 


a oc —X. 

where the minus sign means that a and x are in opposite direc- 
tions. 

Therefore, the algebraic expression of the definition is: 

a = —cx (40) 

where c is a positive constant. 

The meaning of the constsmt c and other relations in shm are 
most readily seen by the use of an 
auxiliary circle (Fig. 37). 

Let a particle Q describe the aux- 
iliary circle of radius r with con- 
stant speed V. The total accelera- 
tion a' of Q is from Q toward the 
center 0 and has the value (Sec. 33) : 

/ 2 
a = — = ccrr. 

r 

Let P be the projection of Q on Fig. 37. Auxiliary Circle 
any straight line AB. The accel- 
eration a of P will obviously be the same as the component of 
Q’s acceleration parallel, to AB, since P is always perpendicularly 
under Q. 



Therefore, 


■ a' cos 8 


the explanation of the negative sign being that, when the dis- 
placement a; ( = OP) of P is to the right, a is toward the left. 

But 


cos 6 = 


X 


Therefore 


a — —a'- = — coT I - 
r \r 


a — —ocrx- 


(41) 
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Hence the point P will have shm along the line AB, for its 
acceleration a conforms to the definition of shm in Eq. (40). 
Also, the meaning of the constant c has become clear: it is the 
square of the angular speed (oj rdn/sec)^ of the radius OQ of the 
auxihary circle. 

Since the acceleration of P is known, its motion at any time 
t sec after P leaves the end A of its travel will be completely 
known if we find v and x. 

Resolving V parallel and perpendicular to AB, we have: 

« = — F sin since P must keep perpendicularly 
under Q, 

and X = r cos 6, from the definition of cosine; since 

OQ = r, which is called the amplitude. 
But 6 = ut. by Eq. (32) 


Hence the shm of P is completely described by the equations : 


a — ~<j3^x 

V = — F sin e = — F sin coi 
oj = r cos 6 = r cos cot. 


(42) 


It will be observed that P makes one round trip from A to B 
and back to A while Q makes one trip from A around the circle 
and back to A. Hence the period T, i.e., the time of one complete 
vibration of P, is the same as the time it takes Q to make one trip 
around the auxiliary circle. 

The whole angle about the center 0 is 27r rdn, and since OQ 
describes u rdn /sec, the time required for Q to go around is: 



(43) 


where T is also the period of the shm of the point P ; and 

0 ) = by Eq. (34) 


Further, from Eq. (42) 



where the quantity under the radical is positive since a and a; 
have opposite signs. 
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Therefore 


m c, A / ^ A / Displacement .. .. 

r - - - - 2.|/ - (M) 

Although these equations for shm have been derived for the 
case in which the path of the particle is a straight line, they are 
equally true for any path provided both x and a are measured 
along the path. 


Solved Problem 

An engine whose stroke is 20 in. runs at 600 rpm. Assuming that its crosshead 
has shm, what are its velocity and acceleration when 5 in. from one end of its 
stroke? 

Known: 

CO “ 600 r|>m = 10 rev/sec 
= 2x X 10 = 62.83 rdn/sec 
r = X 20 = 10 in. s amplitude 
« == 5 in. 
y = rco 
V = — F sin ^ 
a = — co^x. 

Solution: 

In solving problems of shm it is usually best to 
begin by drawing the auxiliary circle and locating 
Q and P, as in Fig. 38. 

0 = cos""^!^ = 60® 
sin ^ = .866 

y = 10 X 62.83 = 628.3 in./sec 
V = 628.3 X .866 = —544.1 in./sec 
a = -(62.83)2 X 5 = -19,740 in./sec^. 


by Eq. (35) 
by Eq. (42) 



Fig. 38 


36. Angular harmonic motion. Con- 
sider a rigid body vibrating back and 
forth about an axis perpendicular to the paper at A 
(Fig. 39). 

Let its angular acceleration a at every in- 
stant be proportional to the angular displace- 
ment 8 of any line AN from its initial position 
AO, and in the opposite sense. Then 



Fig. 39. Angular 
Harmonic Motion 


a cc 
a = — 


( 45 ) 
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If r is the radius of the arc on which any particle N oscillates, 
the linear acceleration a and linear distance s along this arc are: 

a = ra by Eq. (36) 

byEq. (2) 


Multiplying Eq. (45) by r. 


rci = 

a = 


rQ. 


-crd 

-cs 


where s takes the place of a; in Eq. (40) . 

But this is the defining equation of shm. Hence every particle 
of the body has simple harmonic motion on the circumference of 
a circle with center at A. 

If we think of any of these circular paths as rectified, the 
numerical values of displacement, velocity, and acceleration of the 
particle along its path remain unchanged. An auxiliary circle 
could then be constructed as in Sec. 35, and we should find: 


Therefore 




a = 


and 


jT _ 2y 


^ ./ a y a y a 

y 


(46) 


for every particle, since c, or is the same for all particles. Hence 
the equation: 

o: = — (47) 

is said to define angular harmonic motion, since every particle of a 
body having such motion will have shm as shown above. 


/ PROBLEMS 

A car^overs a distance of 40 mi in 1.5 hr. Find its average speed in ft/sec. 

2. A car leaving Richmond at 10 :25 a.m. arrives in Norfolk at 1:15 p.m. If 
the distaime is 125 mi, what is the average speed in mph and in ft /sec? 

3 . A ^ leaves New York at 3 :45 p.m. and reaches Philadelphia at 6:12 p.m. 
If tjie distance is 98 mi, what is the average speed in mph and in ft /sec? 

^ automobile wheel is 30 in. in diameter and has a speed of 180 rpm. 
Fipd the speed of the car in mph. 
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5. revolution counter of an engine indicated 168,000 revolutions at the 
end of^"^ 8-hr run. What was the average speed in rpm and in rdn/sec? 

6. At 9:45 a.m. the revolution counter of a winding engine read 28,314 and 
at 10.03 A.M. it read 36,432. Find the average speed in rpm and in rdn/sec. 

7. If the earth describes its orbit (radius 93,000,000 mi) in 365 days, what 
is its average orbital speed in mi/sec? 

8. The mileage-meter of a car is essentially a revolution counter. If the 
effective radius of the wheel is 12 in. , how much should the meter reading increase 
when the wheel turns 5000 times? If this occurs in 6 minutes, what is the 
average reading of the speedometer? 

9. If the diameter of the wheels in problem 8 is 2.1 ft, find the distance trav- 
eled and the average speed in mph. 

10. At 8:11:21 the speed of a car is 15 mph and at 8:12:6 it is 45 mph. What 
* is the average acceleration in mi/hr^ and in ft/sec^? 

11. A^9:15:23 the speed of a car was 12 mph and at 9:17:11 its speed was 45 
mph. /What was the average acceleration in ncd/hr* and in ft/sec^? 

A going 50 mph is brought to a stop in 8 sec. What was the average 
deceler^on? — 

\13. lA. train having a speed of 60 mph is brought to rest in 11 sec. What is 
the average deceleration? What is the distance covered in that time? 

■ .14^^ A revolution counter on a bicycle read 26,116 at 8:10 a.m. and 27,244 at 
.. fg , . 8:K A.M. Find the average angular speed in rpm and in rdn/sec. 

16. An automobile engine speeds up from 120 rpm at 7 :24:35 to 1200 rpm at 

' What is the average angular acceleration in rev/min^ and in rdn/sec^? 

'^1*^ ;T6. An electric motor speeds up from 150 rpm at 8:16:45 to 3600 rpm at 
8 :i8:26. What is the average angular acceleration in rev/min^ and in rdn/sec^? 

17. A ’wood shaper has a speed of 400 rpm at 8:45:15 and 10,000 rpm at 
8:45:27. What is its average angular acceleration in rev/min^ and in rdn/sec^? 

18. Thy'shaft of a hoisting engine has on it two drums 18 in. and 24 in. in 
diamet^ respectively. What is the speed of the hoisting ropes on the two drums 
when me shaft makes 120 rpm? 

19. ^ A speedboat changes its speed from 10 mph to 40 mph with a uniform, 
acceleration of 20 mi/hr^. What distance does it travel in that time? 

^0. A body moving with a speed of 15 mph is accelerated uniformly at the 
rate of 10 ft/sec^ for 20 sec. Find the velocity at the end of that time and the 
distance covered in that time. 

21. A motorboat changes its speed from 5 mph to 20 mph with a uniform 
acceleration <^ mi/hr-min. How far does it go in that time? 

22. An aii^lane changes its speed from 90 mph to 150 mph with a uniform 
acceleratjkm of 30 mi/hr-min. How far does it go in that time? 

%e muzzle^ed of a bullet from a rifle barrel 2 ft long is 1200 ft/sec. Find 
th^cceleration<nssuming that it is uniform, and the time to traverse the barrel. 
If the rifling^akes 1.5 turns in the length of the barrel, what is the rotational 
s^^eed ©f the bullet when it emerges? 

\24) An automobile engine will come from rest up to its rated speed of 1200 
rpm in 1/4 min. What is its angular acceleration in rdn/sec^? How many revolu- 
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tions does jt make in that time? ^Tiat is the linear speed of a point on the rim 
of th^fl^heel 8 in. from the center? 

\25. A sled having an initial velocity of 210 ft /sec is given an acceleration of 
—20 ft/se<#I How long will it be before the sled is 540 ft from its initial position? 
Explaip^he two answers. 

26. "a ^lias an initial speed of 120 ft /sec. If it is given a uniform acceler- 
ation o|/“4 ft/sec^, how long will it be before it is 550 ft from its initial position? 
^27.^ brills thrown vertically upward and is caught 4 sec later. How high 
did it ris^? What was its velocity when caught? (Take g = 32 ft/sec^.) 

28. ^nder the action of gravity alone {g = 980 cm/sec^), a body sUdes from 
rest down a frictionless plane inclined 18® to the horizontal. What will be its 
speed at the end of 10 sec and how far does it go in the last 3 sec? 

29. If two automobiles are moving in opposite directions with speeds of 40 
and 50 mph, respectively, what is the speed of one relative to the other? 

30. A sMfi is sailing due east at a speed of 20 knots when a passenger walks 
due nortjhfon its deck with a speed of 2 knots with respect to the ship. What is 
the v^city of the passenger relative to the earth? 

31. From a train moving 60 mph eastward, a package is thrown with a veloc- 
ity of 50 ^/sec N 45® E relative to the train. Find the resultant velocity of the 
packa^in magnitude and direction relative to the ground. 

32. ^ river flows S 40® E at a speed of 4.5 mph. A man swims N 10® E at a 
speed of 2 mpfi relative to the water. What are the speed and the direction of 
the swimm^ relative to the earth? 

33. TW horses are hitched to a post so that the angle between their traces is 
60®. If ^e horse pulls with a force of 300 lb and the other with a force of 500 
lb, wh^ is the force on the post? 

34. fli the traces to a wagon make an angle of 8® with the horizontal, how much 
force draws the wagon along and how much tends to lift it when the horse exerts 
a pull of 200 lb on the traces? 

36. A boy pulls a sled along a level path by a rope which makes an angle of 20® 
with the horizontal. If he exerts a total force of 80 lb, how much force lifts the 
sled and how much pulls it forward? 

36. A stream flows eastward with a velocity of 2.4 mph relative to the bank. 
A boatman rows S 30® W at 3.6 mph relative to the water. What is his resultant 
velocity relative to the bank? 

37. A t^^ain is running north with a velocity of 45 mph and the wind is blowing 
west with a velocity of 15 mph. Find the velocity of the wind relative to the train. 

38. ^ airplane pilot wishes to follow a course N 35® W. If the velocity of the 
wind ia 30 mph N 42® W and the speed of the plane relative to the air is 150 mph, 
what should be the reading of his compass? 

39/ A billiard ball is given simultaneously the following velocities: 4 ft /sec 
southward; 3 ft /sec northeast; 6 ft/s^ eastward; 5 ft/sec northwest. Find 
graphically the total (resultant) velocity by two different polygons. 

40. A man rows a boat N 70® E at a speed of 3.2 mph with respect to the water 
of a river which flows due north at a speed of 2.7 mph relative to the bank. What 
is the velocity of the boat relative to the bank? 


KINEMATICS 


49 


41. A p^li ball is given the following velocities simultaneously: 3 ft/seo 
northwai:d[; 4 ft/sec eastward; 7 ft/sec southeast; 6 ft/sec southwest. Find the 
total j (Resultant) velocity graphically by two different polygons. 

42. ^ Find the sum of three vectors of 3, 4, and 6 units making angles of 30^, 
45°, and 60° respectively with the horizontal. 

43. A so^r ball receives simultaneously the following velocities: 2 ft/sec 
southwar(^3 ft/sec eastward; 4 ft/sec northward; 1 ft /sec westward. Find its 
total (r§sultja:nt) velocity graphically by two different polygons. 

44. If ^ydrogen-driven turbine 6 mm in diameter rotates 21,600 rps, what 
is the Ijpear speed and the acceleration of a particle on its periphery.^ 

46. In the ultracentrifuge of Beams and Weed, a particle 0.4 in. from the 
axis has ah acceleration 1,000,000 times that of gravity. What is the linear speed 
of the particle, and the angular speed of the rotor in rpmP 

46,^ A rock is thrown horizontally with a speed of 50 ft/sec from the top of a 
cliff 256 fjt''high and just reaches the opposite bank of a river that runs at the 
foot ofj^e cMff. What is the width of the river? 

47.ldf aus airplane which has a speed of 150 mph drops a bomb when the plane 
is at a h^ht of 1280 ft and directly over the funnel of a ship at anchor, how far 
from the funnel will the bomb strike? 

48. ^A river 210 ft wide runs at the base of a vertical cliff 144 ft high. With 
what horizontal velocity must a rock be thrown from the cliff in order to reach 
the opposite bank of the river? 

49 . The speed of a certain gas engine is 1200 rpm and its stroke is 8 in. As- 
suming the piston to have shm, what is its velocity and acceleration when 3 in. 
from one end of the stroke? 

60 . The stroke of a certain steam engine is 16 in. and its speed is 540 rpm. 
Assuming the motion of the crosshead to be shm, what is its velocity and ac- 
celeration when 4 in. from one end? 

61. The blade of a reaper executes shm with an amplitude of 2 in, and a period 
of 0.1 sec. Find its speed and acceleration when 0.5 in. from the center of its 
stroke. 

62. The needle of a sewing machine has approximately shm with a path length 
of 3 cm and makes 600 vib/min. What is its displacement and acceleration 
1/30 sec after passing the center of its path? 

63. A body whose mass is 4 lb is vibrating on a spring with a frequency of 
' 1 vibration per second. What is its acceleration when it is 2 m. from the center 

of its travel? 



CHAPTER IV 


DYNAMICS / 

37. Dynamics is that part of mechanics which deals with the 
action of force.* It is divided into statics, which treats of forces in 
equilibrium, and kinetics, which treats of forces not in equilibrium. 

Force is defined as the time rate of change of momentum, or 
as the space rate of change of energy. These definitions mean the 
same thing and will become clear after Secs. 40 and 79 have been 
studied. When we say that a force acts upon a body we mean 
merely that the body is being accelerated. 

For the present we may think of force as a push or a pull. 

38. Methods of measuring force are many, but it will be suffi- 
cient here to mention fom: 

1. By means of the spring balance. If we draw a body B , 
(Fig. 40) along by means of a spring balance S, thus causing it to 



Fig. 40. Measuring Force with Spring Balance 


speed up, we observe that the spring shows more elongation the 
more rapidly it causes the motion of the body to change. The 
spring balance is therefore a means of measuring force, and it is 
the one that will be used most frequently in this text because of 
its simplicity. 

2. By the muscular effort required to do various things. This 
gives us ourmost primitive conception of the meaning of force, but 
is a very inexact method of measuring forces. 

3, By the mass supported against the force of gravity. Thus 
if a rope or a post supports a ihass of 1 Ih, the rope or post ex- 
erts an upward force of 1 Ib upon the body. This is a conven- 
ient method and satisfactory for many purposes. 

* “Dynamics” is often used as a synonym for “mechanics.” 
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4. By the acceleration given to a body. This is the basic 
method of measuring force, in fact of definiiig force, and was de- 
vised by Sir Isaac Newton. Before taking up the study of this 
method, three other physical quantities, linear momentum, linear 
impulse, and pressure, are defined. 

(a) The linear momentum of a body is defined as the product of 
its mass M by its velocity v. This is for motion of translation,* 

Linear momentum = Ml). (48) 

Newton considered momentum to be the measure of quantity 
of motion. If we think of a car moving at the rate of 10 mph as 
having a certain amount of motion, then at 20 mph it might be 
said to have twice as much motion. Or, two cars moving at 
10 mph might be said to have twice as much motion as one such 
car. Here momentum is clearly what we have in mind, so in a 
sense momentmn is the quantity of motion. i 

(b) Linear impulse is defined as the product of the force F by 
the time t that the force acts. For motion of translation, 

Linear impulse = Ff. (49) 

Impulse is the measure of the time effect of a force. 

Momentum and impulse are both vectors, for they are the 
products of the scalars, mass and time, by the vectors, velocity 
and force, respectively. 

(c) Pressure is defiLned as force per tmit area. Care should be 
tciken not to use the term “pressure” when force is meant. 

39. Newton’s three laws of motion for translation. 

1. A body at rest will remain at rest, and a body in motion will 
continue in motion in a straight line with constant velocity, unless 
acted upon by some external force. 

2. Change of momentum is proportional to the impulse that 
produces it, and takes place in the direction of the force. 

3. To every action there is an equal and opposite reaction. 

These laws, published by Newton in his Principia (1687), are 

the foundation upon which the whole structure of physics is built. 
The fihst two were devised by Galileo; only the third is actually 
Newton’s work. 

* For rotation see Sec. 57* 
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40. Discussion of Newton’s laws of motion. 

First law. This law is sometimes called the “law of inertia,” 
because it says in effect that all bodies have inertia. It is a quali- 
tative law and states what happens to a body when no force acts 
upon it. Obviously, it cannot be verified experimentally. 

Second law. This is a quantitative law and states what happens 
when some force acts. To put it in the more convenient algebraic 

form, let M be the mass of a 
body; »i its velocity at the clock 
time, tu Vi its velocity at the 
clock time k; and F the force 
acting during the time interval 
(ti — h) = t. Then, 

Initial momentum = Mvi 
Final momentum = Mvi 
Change of 

momentum ={Mvi—Mvi) 
Impulse = F{ti — k) = Ft. 

Hence, by Newton’s second 
law, 


Ft oc {Mvi - Mvi). 


Fig. 41. Sir Isaac Newton 


Therefore 


Ft = k{Mvi - Mvi) 

and 

But 


Consequently for any units whatever, 

F = kMa 


(50) 

by Eq. (10) 

(51) 


where the constant of proportionality k depends upon the choice 
of units for F, M, and a, as will be seen in Sec. 46; and these 
quantities are so defined as to make k a pure number. Equation 
(50) is in fact a scientific definition of force as it is stated in 
Sec. 37. The constant ^ affects the units only- 
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Third law. The words “action” and “reaction” are simply 
other names for force. Thus, this law states that for every force 
there is an equal and opposite force, or that forces always occur in 
equal opposed pairs. It should be carefully noted that the two 
forces act upon different bodies; i.e., A acts upon B and B reacts 
upon A. This is illustrated by the famihar fact that when a gun 
fires a bullet, the bullet reacts upon the gun, thus causing the 
“kick.” 

Again, when a body B is suspended from a support (Fig. 42), 
the earth acts downward on the body with the force of gravity W, 
which we call its weight, and the body reacts 
upward on the earth with the equal force W. 

The body in turn acts downward on the rope 
with the force F and the rope reacts upward on 
the body with the equal force F'. F is clearly 
equal to W because the body is supported at 
but one point, and F' must equal F because the 
body does not fall. 

Even when the bodies move, there is always 
this same equality of action and reaction, as is 
easily seen if a spring balance 5 is introduced 
into the line as shown below. 

Let a sled M whose mass is 64 lb be attached 
to an automobile (Fig. 43), and let the friction/' 
of the ground on the sled be 36 lb force. As the 
rope is tightened, the action F of the spring bal- 
ance on the sled and the reaction F' of the sled 
on the balance increase until the pull on the 
sled is just equal to the friction which opposes 
the motion; the spring balance then registers 36 lb. The reaction 
F' must equal F as otherwise the spring would not stay stretched. 


tv 

w‘ 


Fig. 42. Newton’s 
Third Law — Body at 
Rest 



Fig. 43. Newton’s Third Law— Body in Motion 


If the tension T in the rope is then increased to, say, 40 lb force, 
the spring will stretch until the pull F on the sled is 40 lb and the 
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sled will speed up because the pull now exceeds the friction by 
4 lb force. This excess of 4 lb force will give the sled an accelera- 
tion of 2 ft /sec®, and the spring balance will continue to register 
40 Ib as long as this acceleration is maintained. 

But the balance would not stay extended to 40 lb unless the 
reaction F' were 40 lb. Hence, even when the bodies are in mo- 
tion, action and reaction are equal and opposite. 

In this case the reaction F' equals the resistance due to friction 
f and the resistance due to the inertia of the body, the latter be- 
ing 4 lb force. If the car ceases to accelerate and maintains a uni- 
form speed, the spring balance contracts until it 
reads 36 lb, just enough to overcome friction. 

41. Weight, the force of gravity. One of the . 
most familiar phenomena in nature is that un- 
supported bodies fall toward the earth and that 
their speed increases as they fall; i.e., they expe- 
rience an acceleration toward the earth. We at- 
tribute this acceleration to the pull, or force of at- 
traction, of the earth for the bodies. 

The pull of the earth on a body is called the 
force of gravity, or weight,* of the body. Being a 
force, it may be measured with a spring balance 
(Fig. 44). 

42. The direction of weight is obviously that 
of a plumb line, or vertical, hence the definitions: 

Vertical. A vertical direction, or a vertical, is 
defined as the direction of a pliunb line, i.e., a flexible thread sus- 
pending a heavy body (the bob). This direction is approximately 
toward the center of the earth, except in the neighborhood of a 
mountain or a large deposit of exceptionally dense material. 

Horizontal. A line or a plane is said to be horizontal when it is 
perpendicular to a vertical. In Sec. 96 it will be shoAvn that the 
surface of a liquid at rest is horizontal. 

43. Inertia is that property exhibited by all bodies by which 
they resist any change in their motion, either in magnitude or in 
direction. 

* The ■wcsrd “weight” as used in everyday husiness means the same as “mass” in 
science. 



Fig. 44. Spring 
Baleince 
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So fundamental in our notion of matter is this property of iner- 
tia that it is used to define matter: Matter is anytWg that has 
inertia. 

Experiment shows that the passive resistance which a piece of 
matter offers to any change in its condition of rest or motion is 
proportional to its mass as obtained by weighing on a beam bal- 
ance (see Fig. 3). Mass is therefore a measure of a body’s inertia. 
Newton considered mass to represent the “quantity of matter” 
in a body. 

The law of conservation of matter (or mass), first enunciated by 
Lavoisier in 1774, states that matter can be neither created nor 
destroyed. It appears well estabhshed, however, that matter may 
be converted into energy, and vice versa. In chemical reactions, 
Manley has found the law correct to 1 part in 100,000,000. 



44. Contrasting mass and weight. Consider a piece of brass B 
(Fig. 45) whose mass is 1 lb as determined by a beam balance. 
We tbink of this pound of mass as the quantity of ^ 

brass in the body. ifoc/m 

If the body is free it will fall toward the earth with 

acceleration. We say, therefore, that it is acted upon ipquhd 

by a force, the force of gravity, or weight, of the 
body; and we may measure the weight with a spring t 

balance. 45 

If we should take the body, the beam balance, the jyjggg 
set of standard masses, and the spring balance from Weight Distin- 
the equator to the pole, and measure the mass and guished 
weight at many places along the way, we should find that the 
mass measurements would all be the same. However, the 
weight as shown by the spring balance would increase as we 
go from the equator toward the pole. The weight of a body 
is 1/289 less at the equator than it is at the pole. Hence, 

The mass of a body refers to the amoimt of matter in it and is 
everywhere the same. The weight means the pull of the earth on 
the body and varies from place to place. 


Fig. 45. 
Mass and 


46. Gravitational units of force. In the British gravitational 
system, the unit of force is the pound of force: A pound of force 
is equal to the weight of a pound of mass. 
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Similarly, in the metric gravitational system, a gram of force 
is equal to the weight of a gram of mass. 

These units are called gravitational units of force because they 
depend upon the force of gravity, or weight. But they do not have 
fixed values, for the weight of a unit of mass varies from place to 
place. There is, however, one advantage in using these gravita- 
tional units of force; the weight of the body is then always numer- 
ically equal to its mass. For example, if we have a body of 5 lb 
mass, obviously its weight will be 5 lb of force, for the pull of the 
esirth on each pound of meiss is defined as a pound of force. 

Here will be seen the necessity of distinguishing carefully be- 
tween a pound of mass (Ibm) and a pound of force (Ibf), since 
the word “pound” is used in two senses. 

46. The constant k of Newton’s second law. We are now able 
to determine the constamt of proportionality in Newton’s sec- 
ond law, 

F = kMa. from Eq. (51) 

Consider the case of a freely falling body at Washington, D.C. 
From the table in Sec. 125 its acceleration is found to be 
32.16 ft/sec*. If the body falling is 1 lb of mass, we have: 

M = 1 lb mass 

F = lib force (= weight of body) 
a = 32.16 ft/sec^. 

Since Newton’s second law is true for any case of a force giving 
acceleration to mass, it is true for this case. Substituting these 
values in Eq. (51), 

1 = /^ X 1 X 32.16 

k = — 1 —. 

32.16 

Hence, for the British gravitational system of units, k is the 
pure number 1/32.16 at Washington, D.C. 

Similarly, when a gram of mass (gmm) falls freely it is acted 
upon by 1 gm of force (gmf), which gives it an acceleration of 980.1 
cin/sec^ (= 32.16 ft /sec*) at Washington, D.C. And applying 
Newton’s second law as above, Ive find that, for the metric grav- 
itational system, at Washington, D.C, 
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From the foregoing it will be clear that the value of ^ depends 
upon the choice of units, and that in both gravitational systems 



9 


where g is the pure number numerically equal to the acceleration 
of gravity at the place where the experiment is made. Thus New- 
ton’s second law becomes, provided we use gravitational units, 

F = -Ma. (52) 

g 

That is, F is in lb force when M is in lb mass and a is in ft/sec^; 
and F is in gm force when M is in gm mass and a is in cm/sec*. 

47. Absolute units of force. The fact that the gravitational 
units of force are different at different places and require different 
values of ^ is a serious inconvenience in scientific work. To avoid 
these disadvantages, we devise a better system of force units 
which are everywhere the same and are, therefore, called absolute 
units. 

Since k depends upon the choice of units, we can so choose our 
units as to make k anything we please. The simplest value it 
could have would be unity (=1). Consequently we so choose 
these units as to make ^ = 1. In the British system the absolute 
unit of force is called the poundal; in the metric system, the dyne. 

The I } is defined as the force which acting alone 

upon one | | of mass will give it an acceleration of one 

{ centoeter } 

We may visuaUze an imaginary experiment in which the condi- 
tions of these definitions are fulfilled. Let the body whose mass is 
1 lb or 1 gm be upon a frictionless horizontal plane to which the 
force is parallel (Fig. 46) and in a perfect vacmun. The plane, 
being frictionless, offers no resistance to the motion; being per- 
pendicular to the weight (which is vertical), there is no com- 
ponent of the weight parallel to the plane either to aid or to hinder 
the motion; and the experiment being in a perfect vacuum, there 
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is no air resistance. In these circumstances, the force being de- 
fined is employed entirely in giving acceleration to the body. 


/ DYNB . 

^-eJGRAM^ 


t^O VACUUM 

I 


t a / sec 

, ^ * sec 

/ DYNB 


FR1CTIONLE.SS, HORIZONTAL PLANE 
Fig. 46. Illustrating a Dyne 

Let tis now determine k for one of our absolute systems. From 
the definition of the dyne, we have the following data: 

M = 1 gram mass 
F = 1 dyne 
a = 1 cm/sec^. 

Substituting in Newton’s second law, which is true for all cases. 


whence 


1 = it X 1 X 1 
it = 1. 


Obviously we shall get ^ = 1 in the absolute British system also. 

Therefore we may write Newton’s second law in the following 
simplified form, provided we use absolute units: 


F = Ma 


(53) 


where F is in dynes when M is in gm mass and a is in cm/sec^; and 
F is in poundals when M is in lb mass and a is in ft/sec®. 

Absolute units will now be seen to have two advantages: they 
are everywhere the same; they make the constant k unity in 
Newton’s second law. 

Dimensional formula for force. From Sec. 19, the dimensional 
formula for acceleration is [LT~^]. Hence the dimensional formula 
for force rs 

m = [MLT-^. (53a) 

48. Relation of absolute to gravitational units of force. Let 
two forces Fi 6md Fa act separately on the same mass M and 
produce the accelerations Ui and Oa, respectively. Then, by 
Eq. (53), 

Fi = Mai (a) 
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and 

1 

II 

r 

(b) 

Dividing (a) by (b). 

F\ ^ «! 

F 2 a^ 

(54) 


Equation (54) states that forces are proportional to the accelera- 
tions that they give to the same mass. 

We can apply this fact at once to determine the relation between 
the gram of force and the dyne. By their definitions we know that 

1 gmof force gives 1 gm of mass an acceleration of 980.1 cm/sec^ 
at Washington, D.C. 

1 dyne gives 1 gm of mass an acceleration of 1 cm/sec® any- 
where. 

Hence, by Eq. 54, 

, . 980 . 1 :^ 

1 gm force gec^ 

1 dyne 

Therefore, 

1 gm of force = 980.1 dynes at Washington, D.C. 
Similarly, 

1 lb of force = 32.16 poundals at Washington, D.C. 

49. Weight in gravitational units. Since, in the gravitational 
systems of units, the unit of force is defined as the weight (at that 
place) of a unit of mass, it follows that for every unit of mass of a 
body there is a unit of weight. Therefore, its weight W is numeri- 
cally equal to its mass M in these systems. For example, if a body 
has a mass of 10 gm, its weight is 10 gm of force: the two eire 
numerically equal. That is, 

in gravitational Units, W = M (numerically only). (55) 

50. Weight in absolute units. When a body falls freely, its 
weight W edone is the force that gives to its meiss M the accelera- 
tion of gravity g. Since Newton’s second law is applicable to all 
cases of a force acting alone upon a mass, we may put these values 
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in that law, Eq. (53). In this case, F = W; M = M; and a = g; 
so that, 

in absolute units, W = Mg. (56) 

Consequently, if the above body whose mass is 10 gm is at a 
place (e.g., Washington, D.C.) where the acceleration of gravity 
is 980.1 cm/sec^, its weight expressed in absolute units is: 

W = 10 X 980.1 = 9801 dynes. 

Similarly, if a body has a mass of 10 lb, its weight in gravita- 
tional units is 10 lb of force according to Eq. (55) ; but in absolute 
units its weight at a place where the acceleration of gravity is 
32.16 ft/sec* is 

W = 10 X 32.16 = 321.6 poundals. 

61. British engineering units. Since, when gravitational units 
are used, k = 1/gr and the weight W in pounds of force is numeri- 
cally equal to the mass M in pounds of mass, engineers are accus- 
tomed to put these values into Eq. (51), which gives: 

F = i Wa = — a. (57) 

9 9 

Here W is force and g is the acceleration of gravity, so that 
Wjg has the dimensions of mass and is called the mass of the 
body in slugs. That is, it defines a new unit of mass, the slug (or 
gee-pound), such that 

1 slug = g pounds of mass. 

Using this gravitational unit of mass, which is variable, we may 
write as Newton’s second law: 

F=M"a (58) 

where F is the force in pounds; 

M" is the mass in slugs; and 
a is the acceleration in ft/sec^. 

It wiU be seen that Eqs. (57) and (58) are exactly equivalent to 
Eq. (52). 
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Solved Problem 


On an Atwood’s machine (Fig. 47) two masses of 1 lb 
each are suspended by a massless cord over a frictionless 
and massless pulley. A mass of 0.1 lb is then added on 
one side. What is the resulting acceleration of the system, 
and what is the tension in the cord? 

First Solution (using absolute units) 

Known: 

Total mass M = 1 + 1 + 0.1 = 2.1 lb mass 
Unbalanced force F = 0.1 lb force = 3.22 poundals 
F = Mcl from Eq. (53) 

Solution: 



Ti 


nb 9 

force T 


tr 

(T\ 


A 

9 >■! lb \ 

T force J 


Fig. 47. Atwood’s 
Machine 


3.22 = 2.1a 


a = ^ = 1.53 ft/sec.^ 

A.i, 


To find the tension T in the cord, imagine it cut and the tension applied on 
each side of the cut (Fig. 47) . Then, considering the right-hand part in the dotted 
boundary, we have the following elements. 


Known: 


Total mass Mi ~ 1.1 lb mass 
Force upward == Tib force 
Force downward = 1.1 lb force 
Unbalanced force Fi = (1.1 — T) lb force downward 
= 32.2 (1.1 “ T) poundals 
a = 1.53 ft/sec^ from above 
Fi = Mia. 


Solution: 

32.2 (1.1 - r) - 1.1 X 1.53 
T - 1.05 lb force. 


This value of the tension can be checked by cutting the cord on the left side, 
when 


Total mass M 2 == 1 lb mass 
Force upward = T lb force 
Force downward = 1 lb force 
Unbalanced force F 2 — (T — 1) lb upward 

= 32.2 (T — 1) poundals 
a = 1.53 ft/sec^ from above solution 
F2 = Maa. 


Solution: 


32.2 (T- 1) = I X 1.53 

T = 1.05 lb force. 
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Second Solution (using British engineering units) 


Known: 


2.1 , (since g = 32.2 at 

Total mass M ~ slug Washington, D.C.) 


Solution: 


Unbalanced force F == 0.1 lb force 
F - M"a. 


32.2 ^ “ 


from Eq. (58) 


o = ?:?? = 1.53 ft/sec.* 

2.1 

To find the tension T in the cord, we proceed as before to consider the 
right-hand part in the dotted boundary (Fig. 47). 

Known: 

1.1 


Total mass Mi 


32.2 


slug 


Force upward = T Ib force 
Force downward = 1.1 lb force 
Unbalanced force F, = (1.1 - T) lb force downward 
a = 1.53 ft /sec from above solution 

Fi = Mi"a. 


Solution: 


(1.1 - T) 


1.1 


X 1.53 


32.2 

T - 1.05 lb force. 

These results are the same as were obtained in the first solution in which ab- 
solute units were used. „ ^ 

As an exercise, the student should check this value of T by car^mg out the 

solution for the left side of Fig. 47, using B. E. (British engmeermg) umts. 

62. Conservation of momentum. Newton s laws of motion 
lead at once to one of the most important generalizations in 
physics : the law of the conservation of momentum. 


t — 


Fig. 48. Impact 

■ r ■ 

Consider two masses M and M' (Fig. 48) moving with velocities 
vi and ®i' just before they coUide, and with velocities ^d v^' 
just after the coUision. Let t be the time they are incdhtact. 
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During the contact period t, M will exert a force F' upon M'; 
and M', a force F upon M. 

Taking directions to the right to be positive, we then have: 

F = —F' by Newton’s third law; 
whence, by Newton’s second law, Eq. (50) : 


kM 


(«2 - Pi) 
t 


-kM‘ 


7 (V 2 - «l0 

t 


M»2 — Mvi = —M'Vi + M'vi 

M«2 + M%' = Mvi + M'vi. 


(59) 


Here the left side of the equation represents the total momen- 
tum of the system (consisting of the two bodies) after impact, and 
the right side represents the total momentum of the system before 
impact. Equation (59) therefore represents in mathematical sym- 
bols the law of the conservation of momentum, which may be 
stated in words as follows: 

The total momentum of a system of bodies remains constant, 
provided that no force external to the system acts upon it. 

Since momentum is a vector quantity, Eq. (59) means that ^f 
the two bodies are not moving along the same straight line, the 
vector sum of their momenta before impact equals the vector 
sum of their momenta after impact. 

63. Line of action, lever arm. The straight line along which a 
force acts is called its line of action. From Fig. 49a it will be clear 




that a force may be considered to act at any point in its line of 
action, and its effect will be unaltered. 

For example, we can tie a wire to the body at B and let the 
force F pull at the other end C of the wire; or we can use a strut 
DF and let the force push at the point D. The wire and the 
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strut, both of which must be considered weightless, transmit the 
force back to the body proper, and the effect is the same as if the 
force acted at A. 

In Fig. 49b, let a body G be acted upon by a force F and so 
pivoted that it may turn about an axis perpendicular to the paper 
at A. Then the lever arm, or moment arm, of the force is defined 

as the perpendicular distance I from the 
axis to the line of action of the force. 

64. Torque. The torque, or moment of 
a force, is its ability to produce rotation. 
In order to produce rotation, something 
more than mere force is required. 

Consider a door AB (Fig. 50). If we 
attach a spring balance at B and pull so 
that the line of action of the force passes 
through the hinge A, no amount of force 
will cause the door to turn. But if, when 
we pull perpendicularly to the door at D, 
we find that it takes a force of 1 lb to 
turn the door uniformly, then when we 
pull similarly at F and at G, which are 
6 in. and 3 in., respectively, from A, we 
shall find that forces of 2 Ib and 4 lb, 
respectively, are necessary to turn the door uniformly. 

Tabulating these observations: 

Force Distance Product 
At D 1 lb X 12 in. = 12 lb-in. 

At F 2 lb X 6 in. = 12 lb-in. 

At G 4 Ib X 3 in. = 12 Ib-in. 

Here it is seen that in each case we get the same effect, namely, 
rotation of the door without acceleration, and the same product 
(12 lb-in.) of force by lever arm. We therefore infer that it is the 
product of a force by its lever arm that determines its rotational 
effect, and this is borne out by the most careful experiments. 

Hence torque 3 is measured by the product of the force F and 
its lever arm Z: 



3 = FI 


( 60 ) 
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56. Specifications of a force. It will be seen from Fig. 50 that 
the effect of a force upon a body depends upon 

1. Its magnitude 

2. Its direction 

3. Tbe location of its line of action. 


In other words, the closer the force is to the less is its effect in 
producing rotation. 


66. A couple is a system consisting of two forces equal in 
magnitude, parallel in direction, and oppo- 
site in sense (Fig. 51). 

The lever arm, or moment arm, of a couple 
is the perpendicular distance I between the 
forces. 

Taking moments about an axis perpen- 
dicular to the paper at any point A, we find 
that the torque 3 of a couple is: 



Fig. 51. A Couple 


3 = Fli -t- Fk 

= F(k + k) 

= FI. (61) 


Hence the torque, or moment, of a couple equals the product of 
either force by the perpendicular distance between the forces. 

The effect of a couple is to produce pure rotation. The effect 
is not altered by translation to any position in its plane or in 
any parallel plane; by rotation in its plane; or by changing 
the magnitude of its forces and the dis- 
tance between them, provided the product 
of either force and the distance between 
them remains unaltered. 

A couple can be equilibrated only by sm- 
other couple, equal in magnitude and oppo- 
site in direction to the given couple. 



Fig. 52. 

Moment of Inertia 67. Newton’s laws extended to rotation. 

Consider a rigid body (Fig. 52) free to turn 
about an axis perpendicular to tlie paper at any point A. Let the 
body be acted upon by a force F with lever arm r. 

Imagine the force F replaced by little components fi, f 2 , • • • /», 
acting upon the particles composing the body, whose masses are 
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mi, 1712, . . . m„, respectively. It is assumed that the /’s are so 
chosen that they will give the body exactly the same motion as 
was given it by F. 

Then by Eq. (60) 

a = Fr ■ 

= flfl + /a/*! + • • • + fn^n (&) 

in accordance with the above assumption. 

By Newton’s second law for translation (Eq. 53), we find that 

/i = miOi I 

/a = m 2 <a 2 (provided absolute 

j I units are used). 

fn = m„a„ _ 

Substituting these values of the/’s in Eq. (a), above, we have: 

CS = miOifi + 77120,272 + . • • + TTlnOnTn- 

Since the body is rigid, all its parts will have the same angular 
acceleration a. 

But 

Oi = rio, 02 = r 2 a , . . . o„ = r„Q: by Eq. (36). 

Therefore, 

3 = TTliV^a + TThria + • • • + TTlrJ'nOt 

= irniTi^ + 771272^ + • • • + m„r„2) a. (62) 

For brevity, we say that 

(miri^ + 77i27i + • • • + rOnTn) = Smr^. (63) 

The symbol S (Greek, sigma) means “the algebraic sum of.” 
Smr^ therefore means the algebraic sum of the products obtained 
by multiplying each elementeiry mass by the square of its distance 
from the assumed axis. This quantity (Smr^) arises so frequently 
in mechanics that, for further brevity, it is given the symbol 1 
and is called the “moment of inertia,” or the “rotational inertia,” 
of the body. 

Moment of inertia is defined as the algebraic sum of the 
products obtained by multipl 3 dng each elementary mass by the 
square of its distance from the axis of rotation. In symbols. 
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Qualitatively, moment of inertia is a property of a body, de- 
pending upon its mass and shape, which determines the angular 
acceleration that will be given to the body when acted upon by a 
torque. In general, the moments of inertia of a body about 
different axes will be different numbers. (See table, Sec. 58.) 

Using these symbols, Eq. (62) becomes 

3 = aSmr^ 
or 

3 = la (65) 

in which eibsolute units must be used because it has been derived 
from F = Ma. 

If we carry out the above analysis using gravitational imits, the 
constant k will come through the argument and we obtain the 
formula: 

3 = kla (66) 

which is analogous to Eq. (51). 

Comparing Eq. (65) ivith Eq. (53), F = Ma, it will be seen that 
torque, angular acceleration, and moment of inertia in rotation 
correspond respectively to force, linear acceleration, and mass in 
translation. This correspondence will be found to continue, so 
that we call Eq. (65) or (66) Newton’s Second Law of Rotation, 
which may be stated in words as follows: The time rate of change 
of the angular velocity of a body is proportional to the torcpie 
that produces it and takes place in the direction of the torque. 

If 3 = 0 in Eq. (65) or (66) , then a must be zero ; hence we have 
Newton’s First Law of Rotation: A body in rotation will continue 
in rotation with constant angular speed about an axis fixed in 
direction, unless acted upon by an external torque. 

Continuing the analogy, we arrive at Newton’s Third Law of 
Rotation: To every torque there is an equal and opposite reactive 
torque. 

58. Moments of inertia about parallel axes (Lagrange’s the- 
orem). While it is true that moment of inertia in rotation cor- 
responds to mass in translation, there is this important difference: 
The mass of a body is always the same, but its moment of in- 
ertia depends upon the location of the axis of rotation. 

Often we know the moment of inertia of a body about a certain 
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axis, but need to know it about some other axis parallel to the 
first axis. In such a case, we can compute its value about the 
desired axis by means of the following relation, first derived by 
— ■ Joseph Louis Lagrange (Fig. 53). 

If Ia is the moment of inertia of the 
body about any axis OX; 

Iff is the moment of inertia of the 
body about a parallel axis O'X' 
through the center of gravity G 
of the body (Sec. 73) ; 

M is the total mass of the body; and 
h is the distance between parallel axes; 



0 ^ X 

Fig. 53. Moments of Inertia 


about Parallel Axes 


Lagrange’s theorem * is: 


h = h+Mh\ (67) 

Since in this equation Mh^ is always positive, it follows that for 
all axes having a given direction the smallest moment of inertia 
is that about the axis through the center of mass. 


Values op Moment op Inertia for Reference 


Body 

Position of Axis 

Moment of 
Inertia 

Uniform thin rod of length 1 

Normal to length at center 

^12 

Uniform thin rod of length 1 

Normal to length at end 

Mg 

Rectangular sheet of sides a and b 

Through center normal to sheet 


Thin circular sheet of radius r 

Through center normal to sheet 

Ml 

Thin circular sheet of radius r 

Along a diameter of circle 


Solid sphere of radius r 

Any diameter 

i Mr^ 


69. Radius of gyration. The radius of gyration if of a body with 
respect to a given axis is defined as the number which, squared and 
multiplied by the total mass M df the body, will yield the moment 
of inertia I of the body about the given axis. Algebraically, 

* For derivation, see N. C. Riggs, Applied Mechanics for Engineers (New York, 
The Macmillan Company, 1930), Sec. 64. 
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K 


from which 


/ 

M 
Km. 


( 68 ) 

Thus, if a flywheel has a mass of 500 lb and a radius of gyration 
of 2 ft about a certain axis of rotation, its moment of inertia about 
that axis is: 

I = (2)’- X 500 = 2000 Ib-ft^. 


Solved Problem 

A string is wound around a circular disk mounted to turn on an axis per- 
pendicular to the disk at its center. The disk weighs 16 lb and is 12 in. in 
diameter. Neglecting friction and the mass of the string, what force pulling on 
the string will give the disk a speed of 120 rpm in 6 sec? (See Fig. 54.) 

Known: 

M = 16 Ib m 
r = 6 in. = 0.5 ft 

022 = 120 rev/min = 2 rev/sec = 12.57 rdn/sec 
wi = 0 , / = 6 sec. 


Required: 


F = ? 


First Solution 

From Sec. 58, 

/ = = 16Ibm (— = 2 lbm-ft= 

« = = 12-57 rdn/sec ^ 3 ^ 

t • 6 sec 


Fr = Z = la. 

Substituting these values in Eq. (65) , 


by Eq. (65) 


E(0.5ft) = ( 21 bin-ft 2 )( 2 . 1 ^) = 4 . 2 ' 


.I bm-ft ^ * 
sec^ 




Fig. 54 


4.2- 


Ibm-ft^ 


F = 


sec^ 


= 8.4 Ibm 


A 

sec^ 


0.5 ft 

= 8.4 poundals 

* 

= 32“^^ 

= 0.26 Ibf. 

♦ The radian disappears from the expression because, angle being a pure number, its 
unit is the pure number (1). 
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Second Solution 

Exactly the same result is obtained if we use British engineering units. The 
given quantities are the same as above except that M must be reduced to slugs, 
M = 16 Ibm = if slug 

Ic= (0.5 slug) - - 'y — = ^ slug-ft®. 

Substituting these values in Eq. (65) : 

„ 4.2 slug-ft“ A o/c I ft 

= 0.26 Ibf. 

60. Centripetal force. According to Newton’s first law of mo- 
tion, a particle P (Fig. 55), having a velocity v, will continue in a 
straight line unless acted upon by some external 
force. 

Hence, if we wish P to describe a circle of 
radius r, we must apply a force F to keep it on 
the circle. In Sec. 33 it was shown that in order 
for a particle to describe a circle with uniform 
speed it must have an acceleration toward the 
center (centripetal) of 



Fig. 55. Centrip- 
etal Force 


a 


r 


If the mass of the peurticle is M, the centripetal force necessary 
to produce this acceleration is, by Newton’s second law ; 


F^M- 

r 


(69) 


provided absolute or B.E. units are used. 

If P is attached to the axis 0 by means of a string, F is the force 
the string must exert upon P. 

The particle P will react against the string with a force F' equal 
and opposite to F in accordance with Newton’s third law. This 
inertia reaction, equal and opposite to centripetal force, is often 
called centrifugal force. 

It should be clearly understood, however, that centrifugal force 
does not cause a body to fly away from the center. When the string 
is broken, the force F no longer acts on the particle; hence the 
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reaction F' also vanishes, and the particle then continues along 
the tangent in accordance with Newton’s first law, because it is 
now acted upon by no force. 

61. Relativity of motion may be well illustrated here. 

Consider a man fastened on a horizontal table so that he is un- 
conscious of the motion of the table, which rotates about a verti- 
cal axis with uniform angular velocity. Let a stone nesu- the cir- 
cmnference of the table be restrained from sliding off by a string 
which the man holds in his hand. The man will feel on his hand a 
constant pull, which is the inertia reaction of the stone, i.e., the 
centrifugal force. If he releases the stone, it appeMs to him to fly 
off along a radius, because he is turning with the table. 

A bystander, however, whose frame of reference is fixed to the 
earth, perceives the motion of the table and the man, and the 
stone is seen to fly off along a tangent. 

The man on the table would report that the stone moved off 
under the action of a radial force outward. The bystander would 
report that the stone moved off under the action of no force, for it 
continued to move in a straight Hne with the constant velocity 
(tangential) which it had at the moment it was released — and 
according to Newton’s first law this is what a body does under the 
action of no force. 

Each observer is correct relative to the frame of reference in 
which he is at rest. 

62. The gyroscope. Analogous to the uniform linear motion of 
a body around a circle, we have in angular motion the uniform 
processional motion of a gyroscope. 

Strictly speaking, every rotating body is a gyroscope. For 
experimental purposes, however, a gyroscope usually consists of 
a heavy wheel G (Fig. 56a) mounted in a gimbal ring so as to spin 
freely about its axis AB. If the wheel is spun at high speed, it 
exhibits angular inertia (i.e., resistance to change of the direction 
of its axis of spin) in a striking way, so that if supported at one 
end only of its axis it seems to defy gravity. But as the following 
emalysis shows, its motion is just what would be expected. 

Let the gyroscope be supported at one end on a pedestal, as 
shown, so that it is free to turn about the three sixes AB, XY, 
andJA. 
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The weight W of the wheel and the reaction of the support 
produce a torque, 3 = Wl, about the axis XY. This torque pro- 
duces an angular acceleration a parallel to 3. 

On account of this acceleration, there will be a change at in the 
angular velocity « of the wheel in the extremely small time t. This 

change at is a vector par- 

® allel to the vector 3 and 

therefore normal to wi, so 
that when it is added vec- 
toriaUy (Fig. 56b) to 

° we get a new angular ve- 

locity 052. 

, n Since t is extremely 
« ( 5 ) small, d is an extremely 

small angle and its chord ai 
. \Y may be considered equal 

B — t ^ 1 ~ corresponding arc, 

j ' and CO = Wl = W 2 , numer- 

ically. Hence, by Eq. (2) 

■ +w ^ 

FRONT vmw ^ 

whence 



Fig. 56. Gyroscope. where Q, which iscaUed the 

angular velocity of pre- 
cession, is the time rate of change of 6\ i.e., the angular velocity 
with which the spin axis AB turns toward the direction of W2 
eibout the axis JK. 

Thus theory predicts that the gyroscope, instead of falling off 
the support as would seem naturally necessary, should process 
with an angular velocity a about the vertical axis JK, the axis 
of precession. Experiment shows that this is just what it does. 

The torque necessary to produce precession is readily found. 
By Newton’s second law for rotation, 3 = la, where I is the 
moment of inertia of the moving mass. Hence a = 3/J, and on 
substituting this in Eq. (70) we obtain 

■ 3 ^ 
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whence 


/coQ. 


(71) 


That this precessional torque of the gyroscope is exactly anal- 
ogous to centripetal force will he seen from the following analysis 
of the uniform motion of a 
body B around a circle (Fig. 

57). 

Here Vi and correspond 
to coi and C 02 , respectively, and 
M of the body B corresponds 
to I of the gyroscope. Tak- 
ing the mathematical steps in 
exactly the same order as be- 
fore, 

e = 



Fig. 57. Uniform Circular Motion 


a 

V 


at 

V 

e . 

t '' 


Q. 


Ma; whence a 


F 

M, 


By Newton’s second law for translation, F 
so that 

_F _ 

Mv~^ 

and 

F = MvQ (72) 

which is exactly analogous to Eq. (71) , F corresponding to 3. 

By Eq. (34), 

Q - - 


which when substituted in Eq. (72) gives: 

F = M^. 

This is the same as the expression found for centripetal force in 
Sec. 60. . 

Hence the uniform precessional motion of the gyroscope is in 
angular motion analogous to the uniform linear motion of a body 
around a circle. 
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Equation (71) shows that if no torque 3 is applied to the gyro- 
scope, there will be no change Q in the direction of its axis of spin. 
Hence a gyroscope mounted in three gimhal rings and kept at 

high speed will maintain the 
direction of its axis quite 
accurately if the friction at 
the pivots is slight. 

If such a gyroscope (Fig. 
58) is set on a table with its 
spin axis horizontal and east 
and west, and its speed is 
maintained electrically, it will 
show the rotation of the earth, 
for after six hours — the earth 
having turned through 90° — 
the axis will appear vertical. 

On account of this property 
of directional inertia, the gy- 
roscope is widely used to steer 
Eiirplanes, ships, and torpedoes. 
Dr. Elmer E. Sperry utilized 

Fig. 58 . SpOTy Gyroscope. (Courtesy property and the phe- 

Sperry Gyroscope Co., Inc.) „ . 

nomenon of precession to con- 
struct the gyroscopic compass (Fig. 59), in which a gyroscope 10 in. 
in diameter and rotating 6000 rpm is caused to process until 
its axis is parallel to the axis of the earth. It then maintains that 
direction and may be used to steer a ship automatically. 

Dr. Sperry has also successfully employed gyroscopes with 
enormous rotors (100 tons each) to stabilize ships. Sueh gyro- 
stabUizers reduce the roll of a ship from 26° to 3°. 


J PROBLEMS 

1, What force acting continuously will give a truck which weighs 2880 lb a 
sp^i of 15 mph on a level track in 33 sec, friction being neglected? 

■^2. If an auto weighs 2560 lb, what force is necessary to give it a speed of 
30 mph in 11 sec on a level road, neglecting friction? 

3. If the piston and crosshead of a steam engine together have a mass of 
200 lb, what force will be required to give them a speed of 30 ft/see in 5 sec, 
considering the guides horizontal and frictionless? 

4. A mass of 32 lb is drawn along a frictionless horizontal plane by a mass 


DYNAMICS 


75 



Fig. 59. Sperry Gyroscopic Compass. 

(Courtesy Sperry Gyroscope Co., Inc.) 

of 8 lb hanging vertically over a massless, frictionless pulley. Find the accelera- 
tiop/bf the system and the tension in the string. 

/ 6. A mass of 80 Ib is drawn along a frictionless horizontal plane by a mass 
of 16 lb hanging vertically over a massless, frictionless pulley- Find the acceler- 
atfbn of the system and the tension in the string. 

6. Two bodies weighing 60 and 40 gm, respectively, are suspended by a 
massless cord over a massless, frictionless pulley. Find the acceleration of the 
system and the tension in the cord. 

7. Two masses of 50 and 30 lb, respectively, are hung by a massless cord 
over a massless, frictionless pulley. Find the acceleration of the system and the 
tert&n in the cord. 

1/ 8. A body whose mass is 16 lb is suspended in an elevator by means of a 
spring balance. What will the balance read when the elevator is ascending 
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with a uniform -v^ocity ; ascending with an acceleration of 8 ft/sec^; descending 
wi ^ m acceleration of 8 ft/sec^P 
^9. The car of an elevator weighs 1600 lb and is partially coun- 
terbalanced by a weight of 1280 lb. What is the tension in the 
supporting rope when the car is moving with a constant speed of 
10 ft/seci^ When its acceleration is 10 ft/sec^ upward? When its 
acceleration is 10 ft/sec^ downward? 

10, Two men, each pushing with a force of 150 lb on a wagon, 
are just able to move it. With what force would each have to push 
if he applied it at the top of the wheels? 

11. A ball 10 cm in diameter, having a mass of 200 gm, is 
mounted with its center at one end of a rod 1 meter long having 

a mass of 100 gm. Find the moment of inertia about an axis through the other 


Pbob. 8 




Find 


xlL A flywheel has a mass of 1000 Ib and a radius of gyration of 2 ft. 
tlfi^ngular acceleration produced by a torque of 40 Ib-ft. 

13. A flywheel weighs 2000 lb and has a radius of gyration of 3 ft. What torque 
will be required to bring the wheel uniformly to a speed of 240 rpm in 40 sec? 
How many revolutions will be made in coming up to this speed? 

14. The rotor of a steam turbine has 120 buckets whose mean distance from 
the axis is 10 in. If the tangential force of the steam on each bucket is 0.6 lb and 
the moment of inertia of the rotor is 25,600 Ib-ft^, what is the angular accelera- 
tion and how long will it take to come up to a speed of 1800 rpm? 

15. The rotor of a motor has 150 conductors on a cylinder 50 cm in diameter. 
If each conductor is acted upon by a force of 40,000 dynes and the moment of 
inertia of the rotor is 1,500,000 gm-cm^ what is its angular acceleration, and 
how long wiU it take to come up to a speed of 8600 rpm? 

16. A motor has in its rotor 100 conductors mounted 30 cm from and parallel 
to the axis. If the force on each conductor is 50,000 dynes, what will be the an- 
gular acceleration of the rotor if its moment of inertia is 30,000,000 gm-cm‘^ 
How long will it take to come up to a speed of 2500 rpm? 

17. A car weighing 1.5 tons takes a level curve of 100-ft radius at 45 mph. 
What force tends to overturn it? 

18. What force tends to overturn a 3-ton truck which turns a corner on a circle 
of 50-ft radius at 20 mph? 

19. If the ends of a speedway have radii of 200 ft, what force tends to over- 
turn a racing car whose mass is 3000 lb when its speed is 120 mph? 

/ 20. A ball weighing 2 lb is whirled in a vertical circle at the end of a string 3 ft 
I4ng so that it makes 400 rpm. What is the tension on the string at the top 
aW at the bottom of its path, respectively? 

/21. A mass of 2 lb is whirled in a vertical circle at the end of a string S ft long 
whose tensile strength is 5 lb of foree. At what speed in rpm will the string 
break? 

A beaker of water is whirled in a vertical circle of 4-ft radius. What is 
the least speed in rpm at which the water will not spill out? 

M(23. A hoy weighing 80 lb sits on a “joy wheel” 3 ft from the axis of rotation. 
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If the resistance due to friction is 20 lb, at what angular speed of the wheel will 
he begin to slide? 

24. A mass M is suspended by a helical spring whose mass may be neglected, 
show that if it is set in vibration vertically the period will be 27r\/M/I, where k 
is fhe force required to elongate the spring unit length. (See Sec. 175.) 

<1^6/ A vertical helical spring whose mass is neglected is stretched 3 in. by a 
weight of 2 lb. What will be the period of oscillation of an 8 lb body suspended 
by the spring? 

'26,? A helical spring whose mass may be neglected is stretched 2 in. when a 
mass of 4 lb is suspended by it. What is the period of vibration? What is the 
maximum restoring force when the spring is elongated an additional 3 in. and 
then released? What is the kinetic energy when the mass passes through the 
point of equilibrium? What is then the speed of the body? 

A mass of 50 gm is supported by a helical spring whose mass may be neg- 
lected. If a mass of 10 gm elongates the spring an additional 5 cm, what is the 
period of the spring when loaded with 50 gm? 

28. A mass of 10 gm is suspended on a spring so that when displaced from the 
equilibrium position it vibrates up and down with an amplitude of 4 cm and a 
frequency of 360 vibrations per minute. Find the tension of the spring at the 
top of the path, at the center of the path, and 1 cm from the bottom of its path. 


CHAPTER V 
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63. Rest and equilibritun. A body is said to be in a state of 
rest when its velocity is zero. 


Rest: r = 0 for translation 1 
05 = 0 for rotation. J 


(73) 


A body is said to be in a state of equilibrium when its accelera- 
tion is zero. 


Equilibrium: a = 0 for translation \ 
a = 0 for rotation. J 


(74) 



Fig. 60. 


A body may be at rest without being in equilibrium; or it may 
be in equilibrium without being at rest. The long vibrating pen- 
dulum of Fig. 60 illustrates this well. 

When the bob passes through the point A, its 
velocity is a maximum and its acceleration is 
zero. At the end positions B and C, however, 
its velocity is zero and its acceleration maxi- 
mmn. 

Hence at A the bob is in equilibrium but 
not at rest; while at B and C it is at rest but 
not in equilibrium. 

These facts may easily be verified by means 
of the relations in Eq. (42) , since the motion of a pendulum closely 
approximates simple harmonic motion, if it is remembered that for 
these relations i = 0 at C and that x is measured from A. 

The equilibrant of a given system of coplanar forces is a single 
force or a couple that will hold in equilibrium a body which is 
acted upon by the given system of forces. For forces not all in 
the same plane, the equilibrant must be a single force emd a cou- 
ple whose axis is paraHel to the single force. 

The resultant of a given system of coplanar forces is a single 
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force or a couple that will produce the same result as is produced 
by the given system. 

Since the equilibrant would equilibrate the original system, it 
must then equilibrate the resultant. But a single force can be 
equilibrated, or balanced out, only by an equal and opposite force 
having the same line of action; and a couple, by an equal and op- 
posite couple. 

Hence, the equilibrant of a system of forces is always equal and 
opposite to the resultant; and if a single force, it has the same line 
of action as the resultant. 

64. Statics is that part of dynamics which deals with forces in 
equilibrium. In many instances the 
bodies upon which the forces 
act are both in equilibrium and at 
rest, but it is not necessary that 
they should be at rest. The results 
are equally true for bodies in uni- 
form motion. 

General conditions of equilib- 
rium. Consider a body B (Fig. 61), 
held in equilibrium by any system Equilibrium— General Con- 

of forces Fi, Fa, . . . F„. Let each 

force be replaced by its horizontal and vertical components 
(Sec. 25) as shown. 

If the body is in equihbrium with regard to translation in a 
vertical direction, the sum of the forces upward must equal the 
sum of the forces downward. For otherwise, one or the other set 
of forces must be the greater, say, those upward. These would 
then give the body an acceleration upward, which is contrary to 
the hypothesis that the body is in equilibrium. 

Writing this fact as an equation, 

Forces upward = Forces downward 
(Fi) , -f (F4) , -h (F5) , = (F2) y + (F3) (a) 
Traiisposing, 

(Fi) , - (F3) , - (F3) , 4 - (F4) , -f (F5) , = 0. (b) 

Examination of Eq. (b) shows the left side to be the algebraic 
sum of the vertical components of the forces, i.e., the sum of the 
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vertical components giving to each its proper algebraic sign. 
Hence the equation may be written in the briefer form: 

SF. = 0. (c) 

Similarly, if the body is in equihbrium with regard to transla- 
tion horizontally, 

Forces to right = Forces to left 

(Fi) . -f (F ,) . = (F3) . + (F,) . + (F5) .. 

Transposing, 

(Fi). + (Fa). - (F3). - (F4). - (Fs). = 0 (d) 

or, SF. = 0. (e) 

In the case of motion in space, we would take a third, or Z-, axis 
perpendicular to the X- and F-axes; it would then be necessary 
also that 

SF. = 0. (f) 

If Eqs. (c), (e), and (f) are satisfied, the body will be in equilib- 
rium as regards translation. It might still have acceleration in 
rotation, i.e., in spinning about an axis. 

For rotation, if there is to be equihbrium, there must obviously 
be no outstanding torque; for if there were it would produce an 
angular acceleration in accordance with Sec. 56, which is contrary 
to the hypothesis that the body is in equilibrium. Hence, 

Clockwise torques must = Counterclockwise torques. 

That is 23=0 /about any axisY 

\one may choose / 

This will be true if 23 = 0 about each of three concurrent axes 
not in the same plane. 

Collecting these conditions, we have the general conditions of 
eqtulibrium : 


2F. = 0 ] 

SFj, = 0 

2F. = 0 J 

for equilibrium 
in translation. 

(75) 

23. = 0 1 
23j, = 0 

23. = 0 J 

for equihbrium 
in rotation. 

^76) 
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66. Equilibrium of nonconcurrent forces. The conditions of 
Sec. 64 must be satisfied whenever a system of forces is in equilib- 
rium. The way in which these conditions may be employed is 
illustrated in the solution of the following problem, in which, for 
simplicity, the forces are taken all in the same plane. 

Solved Problem 

Given a body B (Fig. 62 ) acted upon 
by the forces: 

Fi = 3 gmf F3 = 4 gmf 

F2 = 6 gmf F4 = 5 gmf 

whose points of application and direc- 
tions are shown by the squares, 1 cm on 
a side, which have been laid off on the 
body; it is required to find the equili- 
brant of the given system of forces. 

Analytical Solution 

Let E be the value of the equilibrant 
which is to be determined, and consider 
it to have been found and to be acting on the body. The latter will then be in 
equilibrium, and hence the algebraic sum of the torques T about any axis will 
be zero. This being true for any axis, we will take the axis at a convenient place, 
say, perpendicular to the paper at point A. Each force is then resolved into its 
vertical Fj/ and horizontal Fx components as in Sec. 25 ; and its lever arm I and 
torque T with respect to A are computed. Counterclockwise torques are called 
+ and clockwise — , as is customary. 

The solution is condensed by arranging these values in a table with the angles 
0 which the forces make with the A-axis, and the sines and cosines of 4 hese 
angles, as shown. 


Force 

Angle 6 

Cos $ 

Sin 6 

Lever Armi 

ft 

ft 

Torque 3 = FI 

Fi 

3 

0 

1 

0 

2 

3 

0 

-6.0 

ft 

6 

135 

-0.707 

0,707 

3.54 

-4.24 

4.24 

i 

+21.22 

ft 

4 

-90 

0 

-1 

0 

* 

0 

- 4.0 

0 

Fa' 

'■;5 

30 

0.866 

0.5 

0 

4.33 

2.5 

a. 

E 


,, > ■ ^ " 


? 


Fb 






y 



Fig. 62. Noncurrent Forces — First 
Solution 
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From the last three columns of the table we can write down the conditions of 
equilibrium at once: 

SF* = 3 - 4.24 + 0 + 4.33 + = 0; -= -3.09 gtnf 

= 0 + 4.24 - 4.0 + 2.5 + = 0; = -2.74 gmf 

S3 = -6 + 21.22 + 0 + 0 + 3b = 0; 3b = -15.22 cm-gmf 
E = VEJ+W = V'(-3.09)2 + (-2.74)’“ = 4.13 gmf 

tan 0 b= ^ = 0.887; Ob = 221°34'. 

Ex 

Here we have the magnitude and direction of the equilibrant E. 

To determine the line of action, we note that the torque of is: 

3^ = —15.22 cm-gmf. 

Hence the lever arm of E must be: 

, —15.22 cm-gmf o 

Ie == - — # — = -3.69 cm 

4.13 gmf 

which, being negative, means that it must be so taken that the torque will be 
clockwise. 

Thus the line of action of the equilibrant is tangent to a circle of radius 3.69 cm 
having its center at A. The equilibrant must act downward and to the left, 
but may be considered to act anywhere along this tangent line. 

From the above solution, it will be seen that each condition of equilibrium 
gives an equation; and in general there will be enough of these equations to 
determine the equilibrant in magnitude, direction, and line of action. In this 
case, since the forces lay all in the same plane, it was not necessary to use the 
condition, = 0. Or, more accurately, = 0 was satisfied because all the 
components parallel to the Z-axis were zero by hypothesis. 


Graphical Solution 

Another method of finding the equilibrant of a system of nonconcurrent forces 
is first to find the resultant of the system by successive applications of the law 

of the parallelogram of vectors (Sec. 21). 
The equilibrant is then equal and op- 
posite to that resultant with the same 
line of action. 

The foregoing problem is solved in 
this manner in Fig. 63. The lines of ac- 
tion of any two of the forces, say, Fi and 
^2, are produced until they meet at some 
point H. Their values are laid off from 
this point of intersection as Fi' and F2', 
and their resultant Rn is found by com- 
pleting the parallelogram. Similarly, H34, 
the resultant of F3 and F4, is found. 
Since i?i2 and Ru are partial resultants, 
together they will produce the same result as would the original system. Hence 
we may consider them as replacing the given forces. The lines of action of these 



Fig. 63. 


Noncurrent Forces— Second * 
Solution 
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partial resultants are prolonged until they meet; and Ru are moved along 
their lines of action to the positions Ru and Rn', respectively; and another par- 
allelogram of forces is constructed giving the complete resultant Rim in magni- 
tude, direction, and line of action. The equilibrant required is then the force 
Eim, equal and opposite to this resultant. It will be seen to be the same as the 
result of the first solution. 

This graphical method may obviously be applied to any num- 
ber of forces, slipping them along their lines of action to the point 
of intersection, and combining them and their partial resultants 
two at a time by vector addition, until only a single force or a 
couple remains. This is the resultant of the system in magnitude, 
direction, and line of action. By taking a force or couple equal 
and opposite to this, we have the equilibrant. If the drawing is 
carefully done, the method is sufficiently accurate for most en- 
gineering purposes. 

It may be asked why we do not use the polygon of forces to 
solve the above problem. It will be recalled that the polygon of 
forces does not give the line of action. 

Three special cases of force systems at once suggest themselves. 

66. Case I: When the forces are concurrent, i.e., all meet in a 
point. 

Given the system of forces shown in Fig. 64; required the equil- 
ibrant of the system. 

The analytical solution when the forces are concurrent is pre- 
cisely the same as in the preceding section, where they are non- 
concurrent, except that since the line of action of the equilibrant 
must obviously pass through the common point of the given lines 
of action, it is not necessary to use the condition, S3 = 0. For 
the same reason the graphical solution also is simplified. 

Graphical solution. As before, we first determine the resultant 
of the forces and then reverse it. For the sake of clearness, it is 
usual to draw the vectors representing the given forces in their 
proper places on the body B upon which they act (space dia- 
gram); and then to redraw them in a separate figure (force 
diagram) when constructing the force polygon. 

Accordingly, let Fig. 64a represent any system of forces acting 
upon B such that their fines of action, if produced, will meet in 
a point P. 
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The forces being vectors, we then determine their resultant as 
in Sec. 22. Beginning at some point 0, Fig. 64b, draw F^, Fi, 
Fi, Fz, equal and parallel to the corresponding forces in the 
space diagram, using any convenient scale. The order in which 
the forces are taken is quite immaterial, but it is essential that 




SPACE DIAGRAM FORCE DIAGRAM 

(a) (b) 

Fig. 64, Concurrent Forces 

the beginning of each vector shall be the end (arrow point) of the 
preceding vector. 

The forces then form a polygon whose diagonals are the partial 
resultants, and whose closing side is the complete resultant 
(Rnsd as in Sec. 22, its arrow pointing away from the origin. 

The equilibrant also will be represented by the closing side of 
the polygon, but with its arrow pointing the same way arormd the 
figure as do the arrows of the components, since it is equal and 
opposite to the resultant. This vector is then transferred (with 
dotted line) to the space diagram, where it acts through the com- 
mon point P. 

The force polygon is not restricted to a single plane, but 
may be a figure twisted in space when the problem is in three 
dimensions. 

Corollary. The force polygon gives the resultant of a system of 
nonconcmrent forces also, in magnitude and direction, but does 
not give its line of action. The forces of Fig. 64a were taken the 
same in magnitude and direction as those in Fig. 63 in order to 
illustrate this fact. The resultants in the two cases will be seen to 
be exactly equal in magnitude and parallel in direction— but we 
would not know where to place the line of action of E in Fig. 63 
after finding its magnitude and direction in the force diagram of 
Fig. 64b, for these forces have no common point. There is a 
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method for deteraiining this line of action by constructing in the 
space diagram an “equilibrium, or funicular polygon.”* 

67. Case II ; When a body is in equilibrium under the action of 
three forces. 

Given the body B, Fig. 65a, in equilibrium under the action of 
the forces, Fi, Fa, and F 3 ; required the relations among the forces. 

The general conditions of equilibrimn (Sec. 64), apply to this 
case as to all others, but certain consequences of these conditions 
are easily borne in mind and simplify the determination of the 
third force when the other two are known. As this is one of the 



most common problems met in practice, the facts should be noted 
carefully. 

Let the resultant R 12 of Fi and Fa be found as in the graphical 
solution of Sec. 65. Since a resultant is equivalent to its com- 
ponent forces, we may consider Fi and Fa to be removed, and let 
Ri 2 act in their stead. Then, since Fs held Fi and Fa in equilibrium, 
it will now hold Rn in equilibrimn. To do this it must be equal in 
magnitude, opposite in direction, and must have the same line of 
action as Rn. Therefore, it must lie in the plane of Fi and Fa and 
must pass through their intersection; i.e., the three forces must 
meet in a point. 

If we draw the force polygon (Fig. 65b), it should be a closed 
figure. For F 3 is the equihbrant of Fi and Fa and is therefore, by 
Sec. 66 , the closing side of the force polygon. Or, supposing the 
polygon did not close, then the side necessary to make it close 
would represent the resultant, with its arrow pointing away from 

* Merriman and Jacoby, A Text-book of Roofs and Bridges (New York, John Wiley 
and Sons, 1926), p, 15. 
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the origin 0. But this is contrary to the hypothesis that the system 
is in equilibrium and has zero resultant. Hence the polygon must 
close. 

Finally, from the law of sines, 

FizFiiFs = sin (pi : sin <p 2 : sin <P 3 

= sin (180 — di) ; sin (180 — ^ 2 ) : sin (180 — 63 ) 

= sin 01 : sin 02 ’ sin 03 - (77) 

Eq. 77 is the mathematical statement of Lami’s theorem: When a 
body is held in equilibrium by three forces, each force is propor- 
tional to the sine of the angle between the other two. 

Summarizing these facts: If a body is in equilibrium under the 
action of three forces, 

(a) The forces must lie in a plane. 

(b) The forces must meet in a point. 

(c) The force polygon must be a closed triangle; i.e., the forces 
must satisfy Lami’s theorem. 


Solved Problems 


1, A stiff rod BD (Fig. 66a), 5 ft long, is attached to a wall at B by a pin- 
joint. It is supported in a horizontal position by a rope fastened to the rod at 



the tension in the rope Fq which acts at 
Hence, from the summary above, these 
in a point; (c) form a closed triangle. 


C, 3 ft from B, its other end being fas- 
tened to the wall at A, 4 ft vertically 
above B. Neglecting the weights of 
the rod and the rope, what is the re- 
action of the wall at B and what is 
the tension in the rope when a load of 
60 lb hangs at D. 

Analysis: Since the weights of the 
rod and the rope are neglected, the 
rod BD is held in equilibrium by 
three forces: the load F at £); the 
reaction of the wall at B; and 
C. 

forces must (a) lie in a plane; (b) meet 


f 

Fibst Solution (Graphical) 

The force Fcr must act along AC, since a flexible rope can transmit only tension 
in the direction of its length. and F intersect at H. Hence F^, produced, 
must also pass through FT. 
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Construct the force diagram by drawing the vector ab parallel to F — and 
hence parallel also to AB — to represent (F = 60 lb) to some convenient scale. 
Then draw ah parallel to AH and bh parallel to BH, These meet at h and cut 
off the correct lengths to represent Fq and respectively. 

The values of F^ and F^ in pounds are found by measuring ah and bh in inches 
and multiplying by 64, since each inch represents 64 lb of force. This gives: 

Fa = W in. X 64 Ibf/in. = 125 Ibf 
-^5 = If in. X 64 M/in. = 85 Ibf. 


Second Solution (Geometrical) 

Since the force triangle abh is similar to the space triangle ABH, their sides 
being respectively parallel by construction, we have from geometry that 

bh BH .. 

s = is- 

To find BH we first obtain DH from the similar triangles CDH and CBA . 
Here, 


whence 

Therefore 


CD CB 3 


= -I X 2 = f ft. 


V(5)2+ (f)2 = ^ft. 

Putting this value of BH in Eq. (a) with the values of ab and AB, and writing 
F^ for 6/i, we have: 


= 3: 

60 4 


w^hence 

Similarly, 


Fb = 85 Ibf. 
ah _ AH 
ab AB 

To find AH, we first obtain CH. 


(h) 


so that 


V(2)2+ (|)^ = ¥ft 
AH == 5 + - -2# ft. 

Putting this value of AH in Eq. (b) with the values of ab and AB, and writing 
Fc for oh, we have: , 


whence 


= S 

60 4 

Fc = 125 Ibf. 
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Third Solution (by Moments) 

The lever arm of Fq about B is BJ. From similar triangles BJC and ABC, 

BC AC 5 

from which 

SJ-fX3-^ft. 

Hence, api^ying S3 == 0, taking moments about an axis perpendicular to the 
paper at B, 

Fc = 60 X 5 X - 125 Ibf. 

Similarly; the lever arm of Fb about A is AK* and from similar triangles AKB 

and BDH, 



AK 

AB 


m 

BH 


from which 


AF-^X4 


17 


ft. 


Hence, applying S3 = 0, taking moments about 
an axis perpendicular to the paper at A, 

F5Xf^-FX5 = 0 
- 60 X 5 X i-J = 85 Ibf. 

2. A ladder AC (Fig. 67), 25 ft long and 
weighing 48 lb, rests on the ground at point C, 
7 ft from the foot of vertical wall AB. Neglect- 
ing friction at A, find the reactions at A and C. 

Analysis: Friction at A being neglected, the 
reaction F^ will be normal to the wall, for a 
frictionless surface can exert only a normal 
force. The weight F of the ladder may be 
considered as acting vertically downward through its center G. The lines 
of action of these forces intersect at D. The only other force acting on the 
ladder is the reaction Fq at C. 

Since the ladder is in equilibrium under three forces we know that these 
forces (a) lie in a plane; (b) meet in a point, hence Fq must pass through Z), the 
intersection of F^ and the weight F; and (c) form a closed triangle. 

First Solution (Graphical) 

Draw the vector dh representing 48 Iblto some convenient scale. (In the figure 
1 in. = 32 lb.) Draw he parallel to HC and dc parallel to DC. These lines 
intersect at c and cut off correct lengths to represent F^ and F^, respectively. 
Their values in pounds are found by measuring he and dc accurately in inches 
and multiplying by 32, since each inch represents 32 lb. This gives: 
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= 0.22 in, X 32 = 7,04 Ibf 
Fa = 1.52 in. X 32 = 48.6 M. 

The graphical method is usually the simplest, but its accuracy depends en- 
tirely upon one’s skill in drawing. It is excellent as a rough check upon other 
methods. 


Second Solution (Geometrical) 

Known: F = 48 M 

AB = 24 ft = DH 
7 ft. 

Computed: BH = 3.5 ft 

HC = 3.5 ft 
DC = 24.25 ft. 

Since the force triangle dhc is similar to the space triangle DHCy their sides 
being respectively parallel by construction, we have from geometry; 


from which 
Similarly, 


from which 


hc^m ^^ 3 ^ 

dh DH 48 24 

Pa = 7 Ibf. 

DC Fc ^ 24.25 

dh DH 48 24 

Fc = 48.5 Ibf. 


Third Solution (by Moments) 

Another easy solution is found by applying the principle of moments (S3 = 0), 
choosing axes so as to give directly either the required forces or their rectangular 
components. 

Thus, taking torques about an axis perpendicular to the paper at C, we have: 


48 X 3.5 - X 24 + Fe X 0 0 

F^ - 7 Ibf. 


It is not quite so easy to find Fq because its lever arm about A, for example, 
would have to be computed. But we can easily find the horizontal component 
Fa and the vertical component F^" of F^, which, can then be found by adding 
these components veetoriaUy. 

To do this, take torques about an axis perpendicular to the paper at F; then, 

48 X 3.5 + F^ X 0 - Fe' X 24 + Fc" X 0 - 0 

Fc' = 7lbf. 

And taking torques about an axis pefpendicular to the paper at 
48 X 0 - F^ X 24 + Fc' X 0+ iV' X 3.5 === 0 

Fc" 
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from which Fc = ^(7)“+ (48)^ = 48.5 Ibf. 

This last solution brings out clearly the fact that the ladder may be considered 
in equilibrimn under the action of two equal and opposite couples: one, con- 
sisting of F and Fc", being counterclockwise; the other, consisting of and 
Fc, being clockwise. 

Attention is called to the fact that a solution by means of a force polygon 
alone or by moments alone is possible only when the forces are concurrent; 
in all other cases both must be used. 

68. Case in: When a body is held in equilibrium by a system 
of parallel forces. 

Given the body B (Fig. 68) in equilibrium under the action of 
a system of forces all of which are parallel, as shown; required the 

conditions of equilibrium for 
such a system. 

Since the forces are parallel 
we may take one of ouur axes (say, 
T g ; * t the y-axis) parallel to the forces. 

Then there will be no compo- 
^ nents parallel to the X- and Z- 
axes. Hence, 

Fig. 68. Parallel Forces 

SF* = SF, = 0 

and the conditions of equilibrium for parallel forces become 

SFj, = 0 

and 

S3 = 0. 

Or, since there is only one direction of forces, the subscript y is 
no longer necessary and the conditions of equilibrium of parallel 
forces become : 


Sgm 


Scm 


0cm I 

I 1 


4gm 


7cm 

6gm 


SF = 0 with regard to translation. (78) 

S3 = 0 with regard to rotation. (79) 

Each of these conditions gives us an equation, so that in general 
we can find two unknowns in a system of parallel forces in equi- 
librium. These unknowns may be: 

1. Magnitude of one force and* its line of action (lever arm). 

2. Magnitude of one force and fine of action of another force. 

3. Magnitudes of two forces. 

4. Lines of action of two forces. 
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Solved Problems 

1. Find the equilibrant of the system of forces shown in Fig. 68. Assume 
the equilibrant shown dotted, to act at some distance x from the left end of 
the body. It is required to find the magnitude of E and its line of action as given 
by X. 

Applying the condition, SF = 0, and taking forces upward as + and forces 
downward as — , 

5 - F - 4 + 8 - 6 = 0 

F = 3 gmf, downward. 

Applying the condition, 2)5 = 0, taking counterclockwise torques + and 
clockwise torques — , as is customary, and axis at 0, 

5X0-Ea;-4X5+8X7~6X10 = 0 

— Ex = 24 
3a; = “24 
X — “8 cm 

where the — sign means that x must be laid off to the left of the origin. 

Hence the equilibrant is a force of 3 gm acting downward at a distance of 8 
cm to the left of the origin. Since the body is not shown extending to the left, 
the equilibrant must be considered to act on an imaginary extension (dotted). 

Had the problem asked for the resultant instead of the equilibrant, we should 
still have found the equilibrant first as shown above. The resultant would then 
be reported as a force of 3 gm acting upward at a distance of 8 cm to the left 
of 0. 

The conventions of signs for forces and torques are entirely arbitrary, but 
those used above are generally adopted. When there is a large number of forces, 
it may not be easy to determine whether to assume E upward or downward. In 
this case, if the value of E comes out it indicates that the wrong direction 
was chosen. The magnitude will still be correct. The same is true of the lever 
arm x, as shown above. 

2. A meter-stick weighs 120 gm. A weight of 30 gm hangs at the zero mark, 
and forces of 60 gm and 90 gm act ver- 
tically upward at the 25-cm and 100-cm 
marks, respectively. Find the resultant 
of the system. (See Fig. 69.) 

Assume the equilibrant to act upward 
at a distance x from the 0 on the stick. 

Applying SF “ 0, 

_30+ 60 ■“ 120+ F+ 90 - 0 
F = 0. 

Since the equilibrant is zero, either 
the system is already in equilibrium or its 
equilibrant is a couple. To find which is correct, apply 5)5 = 0, taking torques 
about an axis at 0. 
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30 X 0+ 60 X 25 - 120 X 50+ 90 X 100 = 0 

Ex = —4500 cm-gmf. 

Since S5 is not zero, the system is not in equilibrium and the torque necessary 
to produce equilibrium is 4500 cm-gm clockwise. 

The system would be equilibrated by applying to it any couple having a torque 
of —4500 cm-gm; i.e., there is an infinite number of solutions to the problem. 

But there is one particular couple that may have some claim to being the 
resultant couple. It is found by combining all the upward forces into a single 
force and all the downward forces into a single force, as follows: 

(a) Taking the downward forces as a separate system, find their equiiibrant 
El and resultant Ri. Applying SF = 0, 

- 30 - 120 = 0 

El = 150 gmf, upward. 

Applying S3 = 0, taking moments about an axis at 0, 

30 X 0 + EiXi - 120 X 50 = 0 

Eixi - 6000 cm-gm 
150a:i = 6000 
Xi = 40 cm. 

(b) Taking the upward forces as a separate system, find their equiiibrant & 
and resultant i? 2 . Applying 2F = 0, 

60 -^ 2+90 = 0 

E 2 = 150 gmf, downward. 

Applying S3 = 0, taking moments about 0, 

60 X 25 -^2X2+ 90 X 100 = 0 

— F 2 X 2 = —10,500 cm-gm 
150x2 = 10,500 
X 2 — 70 cm. 

This unique couple consisting of Ei and E 2 , acting at 40 cm and 70 cm, re- 
spectively, has the torque 3 = —150 gm X 30 cm = —4500 cm-gm, and is 
therefore one of the possible equilibrating couples. 

Ri = —El = 150 gmf, downward 
i ?2 = — F 2 = 150 gmf, upward. 

The corresponding resultant couple therefore consists of Ri and R 2 and has 
a torque of +4500 cm-gm. 

69. Center of gravity. In many problems it is necessary to take 
into account the weight of the body itself. We then need to know 
the position of the so-caUed center of gravity of the body. 


The center of gravity of a body, or system of bodies, is defined 
as that point at which, if its entire mass were concentrated, the 
gravitational force on that mass would be the same as before the 
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concentration. In less general terms, it is the point at which the 
weight of a body may be considered concentrated. 

Calculation shows that the center of gravity of a system A with 
reference to a system B is a different point for different relative 
positions, or orientations, of A with respect to J5. Thus, the cen- 
ter of gravity of the system consisting of the earth and the moon 
is not the same with reference to the sun when the moon is new 
and when the moon is in the first quarter phase. A solid or hollow 
sphere is the only body whose center of gravity remains always 
the same point.* 

Most of our problems deal with the attraction of the earth for 
a body, i.e., its weight. For bodies of ordinary size, say, hot 
larger than a battleship, the center of gravity is practically a def- 
inite point conforming to the above definition, and may be found 
by several methods. 

70. Experimental method of determining the center of gravity 
of a body. The weight of a body 
is obviously the resultant of the 
individual weights of all of its 
particles. If a body is suspended 
by a cord at S, it will come to 
equilibrium when the tension E 
in the cord is equal and oppo- 
site to the weight W of the body 
(Fig. 70a). Since the direction 
of weight, or gravity, is that of a 
plumb line (see Sec. 42); if a 
plumb bob is hung from the same 
point S, and the position of the 
plumb line marked on the body, 
this mark JK will be the line of action of the weight W. 

Let the body then be suspended from any other point N 
(Fig. 70b), and the same procedure followed. A second line of ac- 
tion iVP of the weight will be secured, which will intersect JK 
at 0. 

Suspending the body from as many different points (Q, R, etc.) 

* It is said to have taken Newton twenty years to prove this property for the 

s»h«re. 



Fig. 70. Center of Gravity — Experi- 
mental Determination 
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as one will, the line of action of the weight will be found in every 
case to pass through C, which is the center of gravity by the above 
definition. 

The center of gravity is not always a point within or on the 
body. For example, if an ordinary laboratory tripod is sus- 
pended from different points as described above, its center of 
gravity will be found to be a point in the space between the legs. 

Since the weight of a body is always a downward force through 
the center of gravity, it follows that a body supported at its cen- 
ter of gravity by a vertical force will be in equilibrium in any 
position. For in every possible position the weight downward and 
the supporting force upward have the same line of action through 
the center of gravity, and thus completely neutralize each other. 

Another practical method. The above fact suggests that the 
center of gravity may be found also by the process of balancing a 
body on a knife edge (sharp edge of a prism) and finding the inter- 
section of two lines on the body along which it will balance. 

71. Analytical method of determining the center of gravity of a 
body. Since the weights of the individual particles of a body are 
practically parallel forces, we can calculate the position of the 
center of gravity by finding the line of action of the resultant of 
these little forces by the method of Sec. 68. 

In Fig. 71a, call the masses of the particles mi, m 2 , . . . m.„; 
their weights, Wi, w^, . . . Wn, respectively; and their equilibrant, 
E. Imposing the conditions for equilibrium of parallel forces, we 
have: 



Fig. 71. Center of Gravity 
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(1) SF = 0: 

E — Wi — W2 - — Wn = 0 

E = Wi + W 2 ■ ■ ■ + Wn = Su). (a) 


Referring the particles to a convenient set of rectangular axes, and 
taking the axis of torques at the origin, apply the second con- 
dition of equilibriinn. 

(2) 25 = 0 : axis at origin. 

Ex — WiXi — W 2 X 2 • • • — WnXn = 0 

Ex = WiXi -f W 2 X 2 • ■ • + WnXn = Stc® (b) 


from which, by Eq. (a), 

2toa; 2w)x , ^ 

® “ E “ 2u) ■ 

If we turn Fig. 71a, axes and aU, through 90° clockwise, we get 
Fig. 71b, in which the weights of the particles, being always ver- 
tically downward, are now parallel to the J^-axis. 

Again applying the conditions of equilibrium, 

(1) 2F = 0, whence 

E ■= hw (d) exactly as before. 

(2) 25 = 0: axis again at the origin, 


Ey — wiji - W 2 y 2 — ■ ■ • - M;„y„ = 0 
Ey = wJiyi -t- W 2 y 2 -4- • • • -f Wnyn = Swy 

_ 2u)y 2it)y 

y - ~E~ ~ 2io ■ 

Similarly, for a three-dimensional body: 

_ 2ioz 2 m)Z 
^ ~~E~ ~ 2w' 


(e) 

(f) 


Since these coordinates (x, y, z) define the position of the center 
of gravity for any body, they are taken as the analytical, or quan- 
titative, definition of the center of gravity. 

Defining equations for center of gravity: 

2icx 

X = — 

2tt) 

- — 

y^hw 

_ 2ioz 
2 wj 


( 80 ) 
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72. Center of mass. If we carry through the same mathemati- 
cal steps as in the preceding paragraph, but use the masses, 
mi, m 2 , • • • THn, of the particles instead of their weights, we ob- 
tain the following equations, which are said to define the center 
of mass. 

Defining equations for center of mass : 


Smas 
® “ Sm 

Sm 

- r= 

^ ~ 'Zm 


(81) 


It will be noted that in the determination of these coordinates 
of the center of mass, the products rriiXi, miyz, m^Zn, etc., do not 
represent torques about an axis as did the products WiXi, Wzjz, 
WnZn, etc., of the preceding section. They are just the products of 
the elementary masses by their distances from a plane. Accord- 
ingly, X, y, z, as given in Eq. (81), do not represent a point through 
which the line of action of the resultsmt force acts, but they locate 
a point whose distance from the plane in question is the average 
distance from that plane of the matter which makes up the body. 
This is analogous to the “center of population” of a country. 

Center of mass is a point which has the important property 
that, as far as translation is concerned, the entire mass of the body 
may be considered to be concentrated at the center of mass. 
Hence, when a number of forces act upon an extended rigid body, 
the motion of its center of mass is exactly the same as if its entire 
mass were concentrated at its center of mass and aU the forces, 
unchanged in magnitude and direction, acted at that point. The 
rotation of the body, however, would not in general be the same 
as before the change. (See Sec. 148). 

Thus when a cat, say, is thrown into the air— or when a diver 
jmnps from a springboard — his center of mass serenely pursues 
its parabolic path (Sec. 34), regardless of how he may twist and 
turn; and his linear acceleration and velocity at any instant are 
exactly the same as if his entire mass were concentrated at his 
center of mass. 

When an unconstrained body is struck a random blow, the 
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resulting motion will consist of translation of the center of mass- 
in the direction of the force and rotation about the center of mass. 

73. When center of gravity and center of mass are the same 
point. Looking back at Eq. (c) of Sec. 71, the a;-coordinate of the 
center of gravity is 

Strac WiXi -f WiXi + • • • + WnXn 


X = 


Sw) 


Wi IVi -j- 


-i- w„ 


(a) 


The weights (ta’s) being forces, we may express them in absolute 
units by Eq. (56) : 

Wi = miSTi; u )2 = TThgi; ■••«)„ = m„g„. (b) 

Substituting these values in Eq. (a), 

- _ + rn2g2X2 + • • • 4- rUng^Xn 

+ TThgi -{-••• + mv.gn 


(c) 


If the body is large, such as a mountain or a continent, the 
values of the acceleration of gravity g at its different particles will 
not all be the same (e.g., g is less at the top of a mountain than at 
its base), and hence the ^’s caimot be factored out. 

On the other hand, if the body or system of bodies whose center 
of gravity is being found is so small (e.g., the Great Pyranoid) 
that the values of gr at all of its particles are sensibly the same, we 
may call them all g and factor Eq. (c) so that it becomes: 


X 


j gjrriiXi + rriiXi -f • » • + ninXn) _ '2mx 


jgimi + m2 + • •- * + m„) 


Sm 


Cd) 


Smx . 


But - is the x-coordinate of the center of mass, by Eq. (81). 

The same would be true for the y- and z-coordinates, therefore: 
The center of gravity is the same point as the center of mass 
when the body or system of bodies is so small that the accelera- 
tion due to gravity is the same at all of its particles. 

As this condition is true for the great majority of the bodies 
with which we deal, the center of gravity and the center of mass 
may usually be considered the same point. 

74. Location of various centers of mass. Since the masses of 
bodies made from material of uniform thickness and density , such 
as sheets of thin metal, are proportional to their areas, we often 
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speak of the center of mass or the center of gravity of an area in a 
metaphorical way. 

It is shown by means of calculus that the centers of mass of the 
following bodies are as stated: 

1. The center of mass of a figure which is synametrical with 
respect to a point is at that point. 

2. The center of mass of a parallelogram is at the intersection 
of the diagonals. 

3. The center of mass of a triangle is at the intersection of the 
medians, which lies one-third of the distance from the middle of 
any side to the opposite vertex. 

4. The center of mass of a pyramid is one-fourth of the dis- 
tance from the center of mass of the base to the vertex of the 
pyramid. 


r2 ^ 


75. Computation of center of mass. Center of mass plays an 
important role in engineering, in which it is usually called the 
^ “center of gravity.” Its position may 

easily be calculated if the body can be 
readily divided up into parts having 
known centers of mass. The following 
solved problem illustrates this and 
shows a convenient method for general 
use. 


W) 


f 


KH 


F 
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Solved Problem 
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Fig. 72. Deck Beam 


It is required to calculate the location of the 
“center of gravity” of the cross section of a T- 
bar, shown in Fig. 72. 

If we think of this figure as made of thin 
metal of uniform thickness and density, the 
mass of any portion (and its weight) will be 
proportional to its area. Hence we may use 
areas in our computation instead of masses or 
weights. 

First divide up the total area into small areas of such form that the position 
of the center of gravity of each piece is known. It is immaterial just how this 
is done; but for the given section, divicion into three rectangles as shown is the 
most convenient method. 

of these pieces, Wu W 2 , wz, may be considered to act at their re- 
spective centers of gravity. Their coordinates and other data for the computa- 
tion are most conveniently collected into the following table. 
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Part 

No. 

w 

(Area) 

X 

y 

wx 

wy 

1 

4 

3 

10 

12 

40 

2 

8 

3 

5 

24 

40 

3 

6 

3 

0.5 

18 

3 

S 

18 

— 

— 

54 

83 


Then, taking the proper values from the table, we have: 


- _ Xwx 


54 . . 

_.3m. 


2w 18 ^ 


which are the required coordinates of the center of gravity. 

Precisely the same results will be obtained by considering the weights as a 
system of parallel forces, and solving for the line of action of their resultant. 
The tabulation, however, has the advantage of orderliness and consequently 
seems simpler. 


PROBLEMS 

1. Forces of 5, 3, 8, and 6 lb act simultaneously north, east, south, and west, 
respectively, at the same point on a body. Find their equilibrant and resultant, 
graphically and analytically. 

2. Forces of 3, 2, 6, and 4 lb act south, east, north, and west, respectively, 
at the same point and simultaneously. Find their equilibrant and resultant, 
both graphically and analytically. 

3. Forces of 2, 4, 6, and 8 gm act north, south, east, and west, respectively, 
at the same point on a body. Find their resultant and equilibrant, graphically 
and analytically. 

4. A square ABCD has sides 3 in. long. Forces of 3, 2, 4, and 3 gm act along 
the sides AB, BC, CD, and AD, respectively. Find their equilibrant and re- 
sultant graphically. 

6. An equilateral triangle ABC has its sides 2.5 in. long. Forces of 4, 2, and 
3 lb act along the sides AB, CB, and AC, respectively. Find their resultant 
graphically. 

6. The cable of an aerial conveyor is 180 ft long and is caused to sag 30 ft 
at its mid-point by a bucket weighing 40P lb. What is the tension m the cable? 
What would the tension be if the sag were 15 ft? 

7. A loaded bucket weighing 500 lb is at the center of a cable 200 ft long 
which sags 25 ft at its center. Find the tension in the cable. What would be 
the tension if it sagged only 10 ft? 
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8. The ends of a wire 105 ft long are fastened at two points A and B 75 ft 
apart on a horizontal truss. A weight of 100 lb is attached to the wire at a point 
60 ft from B, Find the tension in each section of the wire. 

9. A rope 14 ft long is attached to a horizontal beam at two points 10 ft 
apart. If a weight of 120 lb is attached to the rope at a point 6 ft from one end, 
what win be the tension in each segment of the rope? 

10. A balloon capable of lifting a weight of 640 lb is held against the wind by 
means of a rope which makes an angle of 60° with the horizontal Find the 
tension in the rope and the force of the wind on the balloon. 

11. A man weighing 150 lb sits in a hammock supported by two posts. If 
the ropes make angles of 30° and 45°, respectively, with the horizontal, what 
is the tension in each rope? 

12. A painter weighing 160 lb sits 4 ft from one end of a 16-ft board which is 
suspended by ropes at its ends. If the board weighs 80 Ib, what is the tension in 
each rope? 

13. A 16-^ board is used to make a seesaw. Where must the fulcrum be 
placed in order that a 90-lb boy may balance one weighing 70 lb? 

14. A highway bridge of uniform construction weighs 90 tons. When a 10-ton 
truck is two-thirds of the way across it, what is the force on each pier? 

16. A meter-stick is acted upon by a force of 85 gm upward at 50 cm, 40 gm 
and 25 gm downward at 10 cm and 90 cm, respectively. Find the equilibrant 
and the resultant if the weight of the meter-stick is 150 gm. 

16. A bar 12 ft long, whose weight may be neglected, is held in equilibrium 
by four forces at points A, C, and D. At its ends (A and D), forces of 30 lb 
and 80 lb, respectively, act downward. Find the forces at B, 2 ft from A; and 
at C, 4 ft from jB. 

17 . A beam weighing 180 lb is to be carried by three men. Two lift by means 
of a crossbar and the third lifts at the rear end. Where must the crossbar be 
placed so that each may bear one-third of the weight of the beam? 

18 . A board 16 ft long and weighing 90 lb is suspended by ropes at its ends. 
Two painters weighing 150 ib and 125 lb stand at 4 ft and at 2 ft, respectively, 
from the ends. What is the tension in each rope? 

19 . Find the center of mass (centroid) of this cross section: 

20. Find the centroid of this figure: 


r~ 




STATICS 


101 




(«* — Jf, H 

Prob. 21 


21. Find the center of mass (centroid) of this cross section: 

22. A horizontal rod BC. 8 ft long, is attached to a wall at B by a pin-joint 
and supported at C by a rope, the other end of which is 

fastened to the wall at A, vertically above B. If the rope 
makes an angle of 30® with the horizontal, find the tension in 
AC and the compression in BC when a weight of 50 lb is hung 
atC. 

23. A horizontal shelf BC, 9 ft long, is hinged to a wall at B 
and is supported by a rope attached to the wall at A, 8 ft ver- 
tically above B, and to the shelf at B, 6 ft from B. A load of 
60 lb is suspended at C. Find the stress in the rope and the 
reaction at 

24. A crane, as shown, supports a load of 1000 lb. The 
distances AB, BC, and AC are 12, 20, and 
16 ft, respectively. Find the tension in 
AB and the compression in CB. 

26. A horizontal platform 4 ft wide is 
hinged at one end to a waU and held at the other end by a 
rope fastened to the waU 6 ft vertically above the hinge. 
The platform weighs 200 lb. What is the tension in the 
rope and the reaction at the hingeP 
26. A steel crane consists of a horizontal beam AB 12 ft 
long, attached to a wall at A and supported at C, 8 ft from A, by a 10-ft strut 
CD, which is attached to the wall at D vertically below A. A load of 500 lb is 
suspended from B. If all the joints are pin-joints, find the force in CD and the 
reaction at A. 

27. A 30-ft ladder weighing 150 lb stands on the ground at B and leans against 
a vertical wall at A. The distance of B from the foot of the wall is 9 ft. Neglect- 
ing friction at A, what are the reactions at A and at B? 

28. A ladder AB, 20 ft long and weighing 110 lb, rests on the ground at a 
point B 6 ft from a vertical wall AC. Neglecting the friction at A, find the re- 
actions at A and B (1) graphically, (2) geometrically, and (3) analytically. 

29. A ladder 24 ft long rests on the ground at B and against a vertical wall at 
A. If the weight of the ladder is 120 Ib and the horizontal distance of B from 
the wall is 8 ft, find the reactions on the ladder at A and at B, neglecting friction 
at A. 

30. A bar 16 in. long is acted upon by four forces, as follows: 6 lb upward at 
0 in. ; 3 lb downward at 6 in. ; 5 lb downward at 14 in. ; and 2 lb upward at 16 in. 
Find the resultant. 


CHAPTER VI 


WORK AND ENERGY' 

76. Work W is defined as the product of a force F by the dis- 
tance s through which its point of application moves and the cosine 
of the angle <i> between the directions of F and s. In symbols, 

ly = Fs cos <j>. (82) 

Thus, in Fig. 73, if the force F acts on the body B and moves it 
the distance s, the angle between them being 4>, then, in the scien- 



tific meaning of the term, the work done by F upon B is given by 
Eq. (82). 

This definition of work is somewhat different from the usual 
idea of it as held by the non-technical worker. A person ordinarily 
feels that he is working if he holds up a bucket of water, because 
he experiences some muscular fatigue. But in the scientific sense, 
he does no work unless he raises (or lowers) the bucket against (or 
with) the force of gravity. Similarly, a column exerts force to sup- 
port a ceiling, but it does no work since it acts through no distance. 

When cos is -f, the work is said to be done hy the force; when 
cos ^ is the work is said to be done against the force. 

The work done by F (Fig. 73) may all be utilized in overcoming 
the resistance which the horizontal surface offers to B s motion 
over it. If F is larger than is necessary to overcome that resist- 
ance, B will gain speed in accord with Newton’s second Taw. 
If the body is moved up an incline (Fig. 74a), or is opposed by a 
spring (Fig. 74b) , some of the excess force will do work in pushing 
the body up the incline, or in compressing the spr ing 
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In general, work is utilized in three ways : 

1. In overcoming resistance, like friction. 

2. In giving a body speed. 

3. In changing the position or condition of a body. 



( 6 ) 


Fig. 74. Work Stored Up as Energy 

The work required to overcome resistance (friction) is usually 
wasted as heat; but the work done in giving a body speed or in 
changing its position or condition is stored up in the system as 
energy and may be recovered, at least in part. 


77. Work in rotation. 

Special case. To extend the above definition of work to rotation, 
let the body B of Fig. 75 be rotated through an angle 0 by a con- 
stant force F unwinding a cord, say, from the 
cylinder, and therefore acting with the con- 
stant lever arm r. 

Then the work done by F is, by Eq. (82), 

W = Fs cos 0° 

where s is the length of cord unwound and 
therefore the distance through which F acts, 
and being in the same direction as F,4> = 0°. 

Therefore since cos 0° = 1. 

W = Fs 

But by Eq. (2) 

. s = rd 

so that 

also by Eq. (60) 

Therefore 



W = Frd 


Fr = 3. 


■ W = sd . . (83)-. 

where 0 must be in radians. 

Stating this special case in words, when the axes of torque and 
rotation are the same, the work equals the torque multiplied by 
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the angle through which the body turns. This special case is the 
one generally encountered in practice, but it does not show the 
exact analogy with work of translation as well as does the follow- 
ing case. 

General case. In the above special case, F was perpendicular to 
the axis of rotation; hence F and s were in the same straight line 
tangent to the cylinder, and 0 = 0°. 

In the general case, the axis of torque LN (Fig. 76), which is 
perpendicular to the plane of F and r, does not coincide with the 
axis of rotation JK, hut makes with it an 
angle That is, 4> is the angle between the 
directions of the torque vector and the angu- 
lar displacement vector. 

Under these circumstances, 

W = Fs cos <f> 

= Frd cos<t> 

= 30 cos <^.. 

This equation, which is the exact analogue 
for rotation of Eq. (82), states that in general 
the work done in rotation equeJs the product 
of the torque 3, the angular displacement 0 in 
radians, and the cosine of the angle ^ between the directions of 
the axes of torque and rotation. 

Just as in the case of translation, the work done in rotation is 
employed in overcoming resistance, in giving the body rotational 
speed, and in changing its position or condition. 

78. Energy. As was mentioned in Sec. 76, the work necessary 
to overcome frictional resistance is transformed into heat and is 
usually wasted. But the work which is required to elevate a body 
or to compress a spring may be at least partially recovered; be- 
cause the body on sliding down the incline, or the spring on re- 
turning to its original length, would be capable of doing some 
work. Also, a body having speed is capable of doing work when it 
collides with another body. Hence we make the definition: 
Energy is the abiUly to do woik. 

It is convenient to say further that: 

Potentud energy is the energy that a body has hy virtue of its 
position or condition. 



Fig. 76. Work in 
Rotation (General 
Case) 
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Kinetic energy is the energy that a body has by virtue of its 
motion. 

We often speak of the energy of a “body,” but this is inaccurate 
in spite of long established usage. As a matter of fact, energy is 
always stored in a system of bodies. By system of bodies we mean 
a group of bodies arranged for some purpose; for brevity it is fre- 
quently referred to merely as “a system.” 

For example, when water is pumped into an elevated tank we 
say that “energy is stored in the water” ; but the water is able to 
do work only because it has been moved farther away from the 
center of gravity of the earth. Hence the energy is really stored 
in the system consisting of the water and the earth. In the case 
of the chemical energy “stored in coal,” the energy is due to the 
work done in the separation of the carbon, hydrogen, sulphur, 
etc., from the oxygen; so that the system really consists of the fuel 
and the oxygen. 

However energy be manifested — in heat, in light, in a radio 
signal, or in a tornado — ^it is believed to he one and the same thing, 
and to he indestructible. 


79. Mathematical expressions for energy. Since energy is the 
abiUty to do work, the logical way to measure energy is by the 
amount of work the system can do when giving up its energy. In 
order to avoid obscuring the main facts at first hy too many de- 
tails, it is customary to neglect work wasted in overcoming fric- 
tional resistance, which in many cases may be a small fraction of 
the total work. We accordingly begin with the ideal case in which 
the energy stored in a system, when in a given condition, equals 
the work necessary to get it into that condition. 

Potential energy. In the ideal case, potential energy (P.E.) is 
given by the expression: 


or 


P.E. = W = Fs cos 


P.E. = W = ‘5Q cos <l> 


(85) 


where W is the work done upon tte body to get it into the posi- 
tion or condition in which it has potential energy. 

Kinetic energy of translation. Similarly, in the ideal case, the 
kinetic energy (K.E.) of a body equals the work that must be 
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done upon it to bring the body up to the speed it has at the time 
we are considering it. Therefore, 

K.E. ^W=Fs cos <i>. (a) 


When we see an automobile speeding along, it is obviously 
impossible to determine at that time how much force acted upon 
it and through what distance it acted in getting the body up to 
that speed. Moreover, since kinetic energy is the energy a body 
has by virtue of its speed, it is most natural to express kinetic 
energy in terms of speed. This is easily accomplished. 


From Eq. (53), 

11 

(provided absolute or 

and from Eq. (26), 

s = ^at^. 

B.E. units are used) 


If we have the push F parallel to the displacement s, which is the 
simplest way, then <(> = 0; cos <j> = 1. 

Substituting these values in Eq. (a), above, we have: 


K.E. = {Ma){haf) = WaH^ = m{at)K (b) 

But by Eq. (25), v = at. 

Substituting this for at in Eq. (b) , 

Kinetic energy of translation of a body = (86) 

provided that absolute or B.E. units are used. 

Kinetic energy of rotation. An algebraic expression for the kinetic 
energy of a rigid body due to its rotational motion is readily 

derived from the foregoing expres- 
sions for kinetic energy of transla- 
tion. Consider a rigid body B (Fig. 
77), having an angular speed of 
w rdn/sec about an axis perpendicu- 
lar to the paper at A. 

Let the body be divided up into 
elementary masses mi, m 2 , . . .m„,* 

Fig. 77. Energy of Rotation distances from the axis are ri, 

?’j, ■ . .r„, respectively. Each of 
these elementary masses will describe a circle about A. Call their 
linear^speeds around these circles »i, V 2 , . . . Vn, respectively. 

* Just how small these masses must be depends upon circumstances. If necessary, 
they may be given the Hmiting value as in calculus. 
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Then, from Eq. (86), 

(K.E.)i of mi = JmiV 

(K.E .)2 of iTh — §m 2 » 2 ^ 

(K.E.)«ofm„ = ^THnVj. 

Since kinetic energy is a scalar quantity, the total kinetic energy 
of the body due to its rotation is obtained by adding these ele- 
mentary quantities. Therefore, 

K.E. of body = |mi«i® 4- q- . . . q. 

The body being rigid, all of its particles wiU have the same an- 
gular speed a about the axis; hence by Eq. (35), 

Vi = Tiw; 1)2 = r 2 a); • • • On = r„w. 

Substituting these values above, 

K.E. of body = |miriV -f + • ■ ■ + 

= 4- 4- • • • 4- 7n„r„2). 

But by Eqs. (63) and (64), 

(miri* 4- m2r2^ + • ■ ■ + m„r„^) = Smr^ = I. 

Therefore, 

Kinetic energy of rotation of a body === f ^ (87) 

provided that absolute or British engineering units are used. 

The total kinetic energy of a body having both translation and 
rotation at the same time is obviously: 

K.E. = 4- 

since energy is a scalar quantity. 

80. Conservation of energy. In the expressions for potential 
energy of Eq. (85), the displacements s and d are measured from, 
or relative to, some point or hne considered arbitrarily as fixed; 
and the linear speed v of Eq. (86) and the angular speed w of 
Eq. (87) are likewise relative to some convenient frame of refer- 
ence considered as at rest. Hencd all these expressions give the 
energy of one body as measured relative to another body, or of a 
system in one configuration as measured relative to another con- 
figuration of that system. 
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Thus, the water in a tank on a roof has a certain amount of 
potential energy relative to the top floor of the building, and 
still more potential energy relative to each of the lower floors. 
Similarly, a person walking through a moving train has a certain 
amount of kinetic energy relative to the train and yet more, or 
less, relative to the earth, depending upon whether he is walking 
in the same or the opposite direction to the motion of the train, 
and upon their relative speeds. 

From these facts it is evident that the measurement of energy 
is always relative. 

However, when one system loses energy some other system 
always gains an exactly equal amount, as is verified by experi- 
ment. Hence we are led to believe that energy is an entity of nature 
which is conserved; and we state the law of conservation of 
energy: The total amoimt of energy in the universe remains 
constant. In other words, energy can neither be created nor 
destroyed. 

This law, first enunciated by Robert Mayer in 1842, has formed 
with the law of conservation of matter (Sec. 43) the foundation 
on which the whole structure of physical science has been built. 
Since 1932, however, research seems to have established definitely 
the fact that in small quantities energy can be converted into 
matter and matter into energy (see Sec. 657). The two conserva- 
tion laws therefore become one. 

The amounts of energy as we measure them are relative, be- 
cause our system of measming is Hmited to such measurement. 
Energy itself appears to be an entity having an absolute existence 
quite independent of our abihty to determine its amount. 

An important law of energy which we shall frequently find 
exemplified is: The potential energy of a system tends to become 
a mi n im u m . Thus, stones tend to roll down hiU, springs to un- 
wind, batteries to discharge. 

81. Units of work and energy. The units of work and energy 
are derived by writing into Eq. (85) the units of force and distance 
which we aheady have. * 

W dyne-cm = (F dynes) (s cm) (cos <^). 

Cos <l> being a pure number, no unit is shown for it. 
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By carrying out this process for the severed systems, we obtain 
the following units. 

Absolute systems: 

defined as the work done when a 

force of I J po^jjal } through a distance of | J | in the 
direction of the force (i.e., cos <^ == 1). 

Gravitational systems: 

The I defined as the work done when a 

force of I I acts through a distance of | J | in the 

direction of the force. 

The dyne-centimeter is called an ergr (Greek, work). Hence, 
an erg is the amount of work done when a force of 1 dyne acts 
through a distance of 1 centimeter in the direction of the force. 

The erg is a very small amount of work. A postage stamp weighs 
about 50 dynes, so the work required to lift it 1 cm is about 50 ergs. 
For practical purposes a much larger rmit is desirable. Conse- 
quently, we have the joule, which is defined as 10 million ergs. 

1 joule = 10^ ergs. (88) 

The reason for choosing this particular power of 10 in the 
definition is that it makes the expression for electrical work the 
same in the practical system of units 6^ in the electrostatic and 
electromagnetic systems. It has the accidental advantage that it 
makes the joule a unit of the same order of magnitude as the 
foot-pound (1 joule = 550/746 ft-lb). Had 10® or 10® been used, 
the ^screpancy between these two practical units would have 
been very much greater. 

Solved Problem 

1. Given a body of mass M at a height h above the earth. Required its 
potential energy with respect to the earth; and its speed on reaching the earth, 
if allowed to fall freely. • 

To lift a body against the force of gravity will require a force F equal and 
opposite to the weight of the body, plus a small excess at first to give initial 
acceleration. But it is customary to neglect this slight excess and to say that the 
necessary force equals the weight of the body. 


110 


MECHANICS 


(B9) 


In gravitational units, the weight of a body is numerically equal to its mass 
{Sec. 49). Hence we have the values: 

F = M gm of force (say) 

$ = h cm 

cos = 1 since F and h are parallel. 

Substituting in Eq. (85), 

P.E. = Mh gm-cm 

= Mgh dyne-cm, or ergs. 

A similar argument will apply to the British units, hence we may say in general 
for an elevated body: 

P.E. = Mh gravitational units ) 

= Mp/i absolute units. / 

Let the body fall freely back to the earth from rest at the height h, and let 
V be the speed with which it reaches the earth. 

Then its kinetic energy when it strikes the earth will be: 

K.E. = iMv^ absolute imits 

and its potential energy will be zero with respect to the earth, since it is no 
longer elevated. 

By the conservation law, energy can be neither created nor destroyed; conse- 
quently, the body must reach the ground with as much energy as it had when it 
started. (We neglect for the present the energy wasted in overcoming the fric- 
tion of the air.) Therefore, 

or 

t) = (90) 

which is the speed with which the body would strike the ground. This same 
result has already been found by another method, in Eq. (28). 

2. A plane is 20 meters long and inclined 15° to the horizontal. How long 
will it take a circular disk of mass M gm and 
radius r cm to roll down the plane without slid- 
ing from rest at the top, under the action of its 
ownweight.l^ (Fig. 78.) 

Analysis: When the body is at rest at the top 
of the plane, its energy is entirely potential; 
when it reaches the bottom, its energy is entirely 
kinetic. By the principle of conservation of energy these two amounts of 
energy must be equal, since no work is done by the body during its descent. 



Known: 


s = 20 m = 2000 cm r = r cm 

15°; sin 15° = 0.259 vi = 0 
M = M gm. 
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Solution: 

At top, Potential energy = Mgh ergs 

At bottom, 

Translational kinetic energy = ergs 

Rotational kinetic energy = ergs 

By the law of conservation of energy, as above, 


by Eq. (89). 

by Eq. (86) 
by Eq. (87). 


Mgh = rf 


But by Sec. 58, j = M — 

2 

and byEq. (34), co = 

r 

Hence, Mg/! = + J-(m0(^j) 

gh = f 


whence, 

From the figure, 

Substituting in Eq. (a), 



h = ssin<l> 

= 2000 X 0.259 = 518 cm. 




(a) 


This V is the final speed at the bottom. Since the motion is uniform, the 
average velocity is: 



411.5 cm/sec 


and the time t required to roll down is 


2000 

411.5 


4.86 sec. 


By comparing this with Problem 2, Sec. 28, it will be noted that the time for 
a body to slide down the same plane is only 3.97 sec. 

82. Power. It will have been observed that no mention of time 
is made in the definition of work. ^However, if one winding engine 
hauls up in 2 minutes a car of coal which another engine requires 
5 minutes to raise, the former is in that respect the better enginfe. 
To cover cases of this kind we define power. 



1 




I ! 


Power, P, is the time rate of doing work. Algebraically, 

Average power, P = (91) 

Instantaneous power, P s (92) 

The term activity is sometimes used as a synonym for power. 

83. Units of power are obtained by dividing the units of work 
by the desired unit of time. Thus the foot-poimd per second and 
the erg per second are the two basic units of power. Both, how- 
ever, are rather small for general business, so multiples of them 
are taken as practical units of power: 

ft-lb 


1 horsepower (hp) = 550 


sec 


1 watt - 1 fe* = 10 . 

sec sec 

1 kilowatt (kw) = 1000 watts. 

From these definitions it may easily be shown that 

1 hp = 746 watts. 

For an 8-hr working day, a manpower is about 1/10 hp. 

84. Dimensional formulas for work, energy, and power. By 
putting the proper fundamental units in their respective defining 
equations, the dimensional formulas for work, energy, and power 
may readily be obtained. 

Work: From Eq. (82), W = Fs cos <k. 

From Eq. (53a) [F] = [MLT-^] 
and by Sec. 10, 

[cos<A] = [1]. 

Hence, 

[W] = [MLT-^][L][1] 

= [ML^r-^]. (93) 

Kinetic Energy: From Eq. (86), K.E. = iMv^. 

The dimensional formula for [»] is [L 7"“^] by Sec. 10. 

Hence, [E.E.] = [1] [M] ILT~^ 


( 94 ) 
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It will be noted that the dimensional formulas for work and 
kinetic energy are the same. This is as it should be, since work 
and energy are different aspects of the same thing. 

Power: By its definition, 



[ML^T-^] 

~ [T] 

= [ML^T-% (95) 

It should be carefully noted that while quantities of the same 
physical nature invariably have the same dimensional formulas, 
the converse is not true. For example, work and torque (Sec. 54), 
both have the dimensional formula [ML^T~^]; hut physically 
they are quite different, work being a scalar and torque a vector. 

86. Friction is defined as the resisting force, or resistance, which 
one body offers to the sliding or rolling of another body over it. 

Sliding friction is due to the interlocking of the asperities of 

two surfaces, as in Fig. 79. Even highly ^ 

polished surfaces show these irregulari- 

ties when greatly magnified. Ifthefric- fig . 79 . SUding Friction 
tion is sufficient to prevent relative mo- 
tion of the bodies, it is said to be static friction; but if the bodies 
move with respect to each other, it is called kinetic friction. 

Laws of sliffing friction between solids. These approximate 
laws are from the work of the French General A. T. Morin (1831) 
and may be smnmarized as follows: 

1. Friction between solids depends upon: 

(a) Nature of the substances; e.g., iron, leather, wood, etc. 

(b) Condition of the surfaces; e.g., how smooth, whether 
lubricated, etc. 

(c) The normal force pressing the surfaces together, and is 
proportional to that force. 

2. Friction between solids is independent of: 

(a) The area of the surfaces in contact. 

(b) The speed, except at starting. 

3. Static friction is greater than kinetic friction. 
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4. Kinetic friction is greater than rolling friction, other things 
being equal. 

Friction is greatest when motion is impending; i.e., when 
one body is on the point of starting to move with respect to the 
other. Then, writing law 1(c) above in algebraic symbols. 


Fig. 80 


F cc AT 

F = fiN 

F 

N' 


(96) 


The coefficient of static friction n is defined as the ratio of the 
maximum force of friction F to the total normal force N which 
presses the surfaces together. 

As is shown in Fig. 80, the friction F is equal and opposed to the 
force F', which is just sufficient to start the body B in motion. 
The force F" necessary to keep B in uniform motion with respect 
to A is slightly less than F'. The ratio of F" to N is called the 
coefficient of kinetic friction. 


86. Angle of repose. A simple and convenient method of find- 
ing the coefficients of sliding friction is the following: 

Let the surface OX (Fig. 81) be 
tilted up gradually until the body 
B just begins to slide down the 
incline. If the weight W of the 
body is resolved into its compo- 
nents F' parallel and N normal to 
the incline, it is evident that F' 
alone overcomes the friction F, while N merely presses the bodies 
together. 

Just before sliding begins, there is no acceleration. Hence B is 
in equilibrium, and by Eq. (75), 



Fig. 81 . Angle of Repose 


That is, 


2F^ = 0. 
.# 

F - F' = 0 


or 


F = F'. 
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Hence, by definition (Eq. 96), 

_ F _ ^ 

^~N~N' 

But from Fig. 81, 

F' 

= tan 6. 

Therefore, 

fjL = tan 6 (97) 

' where n is the coefficient of static friction. 

The angle of repose d is the maximum angle of inclination that 
a plane may have before a body on the plane begins to shde under 
the action of its weight alone. 

After shding begins, the angle may be decreased slightly to a 
value 0", so that the body will slide without acceleration. The 
angle 9” is called the limiting angle of kinetic friction, and the 
the coefficient of kinetic friction, is 

m" = tan 9". (98) 

87. Rolling friction. Rolling friction is the resistance arising 
from the fact that the body roUed upon is slightly indented and 
the rolling body slightly flat- 
tened where they are in contact. 

A short time is required for the 
bodies to recover from these de- 
formations, which are usually 
temporary. The result is that 
the rolling body B is constantly 
climbing a slight grade, as is 
shown — greatly exaggerated — 
by the line JK in Fig. 82. 

At any instant, the reaction of the surface MiV passes through 
some point J; and if the motion is uniform, the body B is in 
equilibrium, so that this reaction must pass through the center O 
also. Since the body is in equilibrium, we have, by Sec. 64 : 



S3 = 0. 
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Taking the axis of torques at J, and calling HJ = k, we have: 
Wk — Fr cos 0 = 0 


F = k 


W 

r cos d 


(99) 


where F is the force necessary to overcome the roUing friction and 
W is the normal force pressing the bodies together. 

The constant k is called the coefficient of rolling friction and is 
seen to have the dimensional formula [L]. It is practically inde- 
pendent of the speed of rolling and of the temperature, but de- 
pends upon the materials of which the bodies are made. Some 


approximate values of k are as follows:* 

Steel on steel 0.01 in. 

Hardwood on hardwood 0.02 in. 

Pneumatic tires on good road .... 0.022 in. 


The laws of roUing friction are not yet weU known. However, 
the force F required to overcome rolling friction is seen by Eq. (99) 
to vary inversely as the radius of the roller. The smaller the de- 
pression, the greater is cos 8; hence, the more rigid the surfaces, 
the less the rolling friction. 


88. Efficiency. Because the work done in overcoming friction 
(and similar resistances) is usually wasted as heat, the useful 
work that we can get out of a system is always less than the total 
work (energy) that we put into, or do upon, the system. 

Total work = Useful work -+• Work wasted in overcoming 
friction. 

Efficiency is the ratio of the useful work got out of a system to 
the total work put into, or done upon, the system. 

This definition has been conveniently abbreviated by Profes- 
sor C. R. Mann into the form: 

Efficiency =. (lOO' 

Efficiency is always a fracti&n less than unity. It is usually 
expressed in percentage. 

* F. B. Seely and N. E. Ensign, Andytical Mechanics for Engineers, 2d ed. (New 
York, John Wiley & Sons, 1933), p. 12b. 
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Example. A 1-hp motor will do 33,000 ft-lb of work per minute on a pumping 
system. But it will not elevate 330 lb of water per minute into a tank 100 ft 
high. Its performance would be somewhat as follows. 

An ordinarily good pump might raise 198 lb of water into the tank per minute. 
In that case we should have, per minute: 


Total work put in by motor 33,000 ft-Ib 

Useful work got out = 198 X 100 X 1 = 19,800 ft-lb 
Work wasted in friction = 13,200 ft-lb. 


The efficiency of the pumping system, including the pump and the pipe lines, 
would then be: 


. Work out 19,800 ft-lb 

Efficiency = Gorkin = 


60%. 


Obviously, when a system is in continuous operation, the time 
factor for the work out is the same as the time factor for the work 
in, so that 


Efficiency = 


Power out 
Power in ‘ 


( 101 ) 


Solved Problem 


A bullet having a mass of 25 gm, and a speed of 400 meters per sec, passes 
through a plank 5 cm thick which offers an average resistance of 350 kg of force. 
With what speed will the bullet come out? 

Analysis: The bullet has a certain amount of kinetic energy when it strikes 
the boeird. Part of this energy is utilized in doing the work of overcoming the 
resistance offered by the board. The remaining energy corresponds to the speed 
with which the bullet comes out of the board, and from it that speed can be 
computed. 

Known: 


Mass of bullet, M = 25 gm 

Initial speed of bullet, Vi = 400 m/sec = 40,000 cm/sec 

Thickness of plank, 5 = 5 cm 

Average resistance of plank, F = 350 kg = 350,000 gm force. 


Required: 

Solution: 


Final speed, ~ ? 


Initial kinetic energy 


— ^Mvi? 

= i X 25 X (40,000)2 
= 2 X 10^** ergs 
= 2000 joules. 


from Eq. (86) 
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Work to penetrate board = Fs cos <l> 

= 350,000 X 5 X 1 


from Eq. (82) 


Final kinetic energy 


= 175 X 10^ gm-cm 
== 980 X 175 X 10^ ergs 
= 1715 X 10® ergs = 171.5 joules, 
= 2000 ~ 171.5 = 1828.5 joules. 


That is. 


iMv 2 ^ = 1828.5 joules = 18285 X 10® ergs 
i X 25 X = 18285 X 10® ergs 
V 2 == 38250 cm/sec 
== 382.5 m/sec. 


PROBLEMS 

1. A man weighing 150 lb sits in a wagon weighing 300 lb and is drawn by 
a horse along a level road at 3 mph. The tension in each trace is 50 Ibf and they 
make an ^ngle of 4® with the horizontal. How much power is expended by the 
horse^;«^gon, and man, respectively.^ 

2. '^A box whose mass is 50 lb rests on a horizontal platform. If the coefficient 
of friction is 0.3, how much work is required to slide it 60 ft? What speed will 
it be, given in 20 sec by a horizontal force of 25 lb? 

I Find jthe work done by a man carrying 100 lb of brick up a ladder 20 ft 
long making an angle of 30® with the wall. 

I 4.^^ the coefficient of friction of wood on wood is 0.35, how much work is 
nedi^issary to drag an oak beam weighing 500 lb up a wooden ramp 40 ft long 
inclined 20® to the horizontal? 

5. A mass of 10 lb falls from rest at a height of 144 ft. Make a table show- 
ing its potential, kinetic, and total energies at the beginning of its fall and at 
the en(Tpfeach second thereafter. 

6. ‘^n ice boat weighs 250 lb. If the coefficient of friction of steel on ice is 
0.02 and the net wind force is 70 lb, what speed will it acquire in 5 sec? 

7. A steam engine makes 250 rpm and has a stroke of 18 in. If the average 
normal force ofjke crosshead against the guides is 100 lb and the coefficient of 
frigtkm isJ).M4, how much power is wasted in moving the crosshead? 

f 8.„m1body is projected along a horizontal plane with a speed of 100 ft/sec. 
If the coefficient of friction is 0.1, find how far the body will move. 

9. A boy weighing 90 lb is 3 ft from the axis of a joy wheel. If the coef- 
ficient of friction of cibth on wood is 0.2, at what speed will the boy begin to 
sHp? 

10. The rotmv^f a motor weighs 300 lb. If the coefficient of bearing friction 
is 0.06, and^e shaft 2 in. in diameter, what power (kilowatts) is required to 
speed of 3600 rpm at no load? 

j’ ll.Tind the horsepower of an engine which pumps 5 ft® of water per minute 
fgm a mine 1/4 mi deep. The engine has an efficiency of 20%. 

"vE?* What must be the power of a winding engine to haul a ton of coal in a 
mine car which weighs 400 lb up a 30° incline 1/2 mi long in 3 min? 
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13. If a loaded mine car weighs 2500 lb and the mine slope is 0.5 mi long and 
slopes 10° fi^oih the horizontal, what must be the power of a winding engine to 
hs^ul up/the car in 4 min? 

14. ■1' he muzzle velocity of a 300-lb shell from a gun weighing 50 tons is 2000 
ft^ec. Fin^/tlie kinetic energy of the shell as it leaves the gun, and the velocity 
and the^hetic energy of the gun. (Momentum is conserved.) 

1 , 9 . ^he hammer of a pile driver weighs 500 lb. If it falls from a height of 
l2 ft and drives a pile 1 in., what is the average resistance offered to the pile 
by the earth? 

16. An autp mass is 3000 lb is moving at 60 mph when it collides with 
a of t^ same kind parked with its brakes on. The cars slide 25 ft. What 
was th,e^4verage force of the impact? 

17. A bullet having a mass of 1/2 oz strikes a board 1 in. thick with a speed 
of 10,000 ft/sec and emerges with a speed of 5000 ft /sec. What is the average 
resistance offered by the board? 

18. A bullet of 20 gm mass and moving at a speed of 40,000 cm/sec strikes 
a tree. To what depth will it penetrate if the average resistance is 4 X 10® 
dynes? , 

19. ^ ' A bullet whose mass is 12 gm strikes a board 6 cm thick at a speed of 
30,000 cm/sec. If the average resistance is 5 X 10^ dynes, with what speed will 
it emerge? 

20. If the coeffi^nt of friction between a slide-valve of an engine and its 
seat is 0.05, ho^much power is required to operate a valve weighing 50 lb if 
the travel is L0^n. and the engine speed 250 rpm? 

21. WhatTmust be the power of a motor to pump 1000 gal of water per hour 
into a tam (average height 90 ft), assuming an efficiency of 60% ? 

22. "What is the efficiency of a pumping system driven by a 10-hp motor which 
elevates 50 ft5 of water per minute to an average height of 100 ft? 

23. Whayis the efficiency of a pumping system if a 10-hp engine, elevates 
120 |t^ of^ater into a tank (average height 80 ft) in 3 min? 

24 . A horse draws a wagon up a hill 440 ft long measured on the slope, and 
ifeng vertically 20 ft. If the wagon weighs 1500 lb and the horse exerts a force 
of 180 lb parallel to the incline, find the total work done by the horse, the work 
done against gravity, and the efficiency of the system. 

25. If the coefficient of friction is 0.05, and the average normal force between 
a crosshead and its guides is 110 lb, how much power is wasted in moving the 
crosshead when the engine makes 300 rpm, the stroke being 24 in.? 

26. What power is transmitted by a belt running 3600 ft/min if the tension 
on the slack side is 40 lb and that on the tight side is 90 lb? 

27. A belt transmitting 10 hp is running at a speed of 3000 ft/min. If the 
tension on the slack side is 30 lb force, what is it on the tight side? 

28. A centrifuge is to make 1200 rpm? when the handle makes 90. If the 
gear on the shaft of the centrifjige has 12 teeth, how many teeth must there 
be on the gear on the handle? 

29. What torque is required to bring up to a speed of 200 rpm in 40 sec a 
flywheel whose mass is 1200 lb and radius of gyration 2.5 ft? How many revolu- 


120 


MECHANICS 


tions does it make in coming up to this speed and how much work is done 
upon it? 

30. The rotor of a turbine weighs 1600 lb and has a radius of gyration of 2 ft. 
Neglecting friction, what torque will be required to bring it up to a speed of 
150 rpm in 30 sec? How many revolutions does it make in coming up to this 
speed and how much work must be done upon it? 


CHAPTER VII 


MECHANICS OF FLUIDS '' 

89. Mechanics of fluids, or hydrod 3 raainics, is divided into hy- 
drostatics, which treats of fluids at rest, and hydraulics, which 
treats of fluids in motion. 

Fluids were defined in Sec. 5 as substances that flow, and in- 
clude liquids and gases. In addition to the distinctions there given, 
it should now be noted that liquids can be compressed only with 
great difficulty, but gases may be compressed with great ease. Thus, 
water is reduced only 0.00005 in volume by an increase in pressure 
of 1 atmosphere, whereas air is reduced one-half. Consequently, 
for most purposes liquids may be considered to be incompressible. 

An ideal, or perfect, fluid is defined as one that would offer no 
resistance to steady flowing. Such a fluid, if set whirling in a 
bucket, would continue to rotate forever. No ideal fluid exists: 
all actual fluids offer resistance to steady flowing — some very 
little, such as air and gasoline; others very much, such as molasses 
and pitch. 

Actual fluids, if given time, eventually yield and flow under the 
action of any shearing forces, however small. That is, the modu- 
lus of rigidity (Sec. 178) of a fluid is zero. 

The resistance which a fluid offers to steady flowing depends 
upon a property called its viscosity, as will be seen from the 
following article. 

90. Laws of fluid, or viscous, friction. When a fluid flows along 
a surface, as pitch down a board 
(Fig. 83), the particles in each layer 
of the fluid are retarded by those 
in the next lower layer, which Ts 
moving more slowly, on account of Fig. 83. A Viscous Substance 
the friction between the two layers. 

In order to obtain quantitative relations, consider a plane sm- 
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face MN (Fig. 84), parallel to a very large plane surface OX, 
from which it is separated by a layer of some fluid. In general, a 
film of the fluid will adhere to the lower side of MN and to the 

upper side of OX, and these 
films will move with those sur- 
faces respectively. Hence, when 
MN is moved uniformly and 
parallel with respect to OX as 




N 


0 X 

Fig. 84. Fluid Friction 


shown, the force required is that necessary to overcome the fric- 
tion of these attached films against the intervening layer of fluid. 

Experiment shows that the force Fi necessary to give MN a 
uniform velocity » with respect to OX — ^i.e., the force required 
to overcome the fluid friction F — ^will be in accord with the follow- 
ing approximate laws: 

The friction F between two layers of a fluid varies: 

1. Directly as the area A of the surface of contact. 

2. Directly as the velocity « of one layer with respect to the 
other, up to a certain critical velocity; and as the square of their 
relative velocity above the critical value. 

3. Inversely as the thickness h of the whole layer of fluid be- 
tween the restraining surfaces. 

4. Independently of the normal force pressing the surfaces 
together as long as the layer of fluid is not broken through. 

Stating these facts algebraically. 



F = ( 102 ) 

The constant of proportionahty rj in the above equation is 
called the coefficient of viscosity. 

Observation shows, as would be expected, that i? is different 
for different substances. Hence it is customary to add, as another 
law of fluid friction: 

5. Fluid friction varies directly as the viscosity of the fluid. 

91. Viscosity. Examination' of Eq. (102) reveals that A? is the 
only factor which depends upon the nature of the fluid. Hence it 
represents a property of the fluid, and we form the qualitative 
definition: 
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Viscosity is that property of a fluid that determines its resist- 
ance to steady flowing. Quantitatively, viscosity is measured by 
the coefficient rj. 

On solving Eq. ( 102 ) for 17 , we obtain the defining equation; 

Fh 

Coefficient of viscosity, v = ^‘ (103) 

In general, when we speak of the viscosity of a fluid, we mean 
its coefficient of viscosity. 

The viscosity of hquids decreases as the temperature increases. 
This is a matter of conunon experience, for aU are acquainted with 
the fact that it is more difficult to crank an automobile when it is 
cold (viscosity of oil great) than when it is hot (viscosity of oil 
small). 

For gases, on the other hand, the viscosity increases as the 
temperature increases. 

Viscosity is one of the most important properties of lubricating 
oils. An oil must be selected with sufficient viscosity to maintain 
a continuous layer between the moving pieces (such as a shaft 
and its bearing) so that they shall at no time come in contact; but 
the viscosity must not be so great as to cause unnecessary waste 
of energy to overcome it. 

The work done in overcoming viscosity, hke that in overcoming 
friction between solids, is transformed* into heat and wasted. 


IcctF 


tOYNE 


icm_ 
--i 


Fig. 85. Poise Defined 


92. Unit of viscosity: the poise. Imagine that in Fig. 85 the 
upper plane has an area of 1 cm^, is parallel to the lower plane, 
which is very large, and is sepa- 
rated therefrom by a layer 1 cm 
thick of some fluid. Suppose 
also that a force of 1 dyne act- 
ing on and parallel to the upper 
surface is jxist sufficient to maintain a velocity of 1 cm/sec of that 
surface with respect to the lower surface. We could then find the 
viscosity of this fluid by substituting these values in Eq. 103, thus : 

Fh 

1 dyne x 1 cm 
”1 cm^ X 1 cm/sec 
■ = 1 . 


124 


MECHANICS 


That is, the fluid in which these data would be obtained would 
hare unit viscosity. 

This cgs absolute unit of viscosity is called the poise." 


^ . 1 dyne x 1 cm 

poise — ^ cm/sec 


(104) 


In words the definition would be as follows: 

The poise is the viscosity of a fluid such that if two parallel 
planes, the area of one being 1 cm^ and the other of very large 
area, are separated by a layer of the fluid 1 cm thick, a force of 
1 dyne acting on and parallel to the small surface will maintain 
for it a uniform velocity of 1 cm/sec relative to the large surface. 

The centipoise {= 1/100 poise) is the unit of viscosity most 
generally used. 

Specific viscosity is the ratio of the viscosity of the substance 
to that of water when both are at 0^. 
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93. Pressure P has been defined in Sec. 38 as force F per unit 
of area A. This gives the average pressure over the area. In alge- 
braic form, 

F 

Average pressure, P = (105) 

But when the pressure veiries from point to point of the surface, 
the defining equation becomes: 


Pressure at a point, P = 


dF 

dA 


(106) 


Units of pressure are obviously obtained from the units of force 
and area which are used in any given case. Thus, in the systems 
already mentioned we have: 


Gravitational 

Absolute 


metric system — gram force/cm^ 
British system — pound force/ft^ 
cgs system — ^dyne/cm^ 
fps system— poundal/ft^ 


By iritemational agreement, special names have been given to 
two units of pressure: 
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The barye is defined as 1 dyne per cm^ 

The bar is defined as 1,000,000 dynes per cml 
But in the United States it is quite generally the custom to ignore 
these definitions and to take the unit: 


1 bar = 1 dyne/cm\ 

Great care must be exercised when reading scientific articles to 
be sure what is meant when the term “bar” is used. 


94. Density. The density D of a substance is defined as the 
mass per unit of volume of that substance. If M is the total 
mass and V the total volume of the piece of the substance under 
consideration, then in symbols, 

M 

(107) 


and on clearing fractions, 


M= DV. 


(108) 


Units of density will obviously be derived from the units in 
which M and V are expressed. Consequently, 

When cgs units are used, density will be in 
When fps units are used, density will be in • 


The density of water is used more frequently than that of any 
other substance. Its value comes directly from the definition of a 
gram of mass (Sec. 8) ; for 1 gm of mass equals the mass of 
1 cm® of water at 4°C, with sufficient accuracy for practical 
purposes. If we put these values of the mass and volume of this 
piece of water in Eq. (107), we have: 

In cgs units the density of water is 


1 gm mass ^ 
~ 1 cm® ~ 


1 gm/cm®. 


From this, by an easy computation or by experiment, we find 
that in fps units the density of water is £)» = 


= 62.4 Ib/ft®. (For most purposes it is sufficiently accurate to 
take jDto = 62.5 Ib/ft®.) 
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The densest element is osmium, having a density of 22.5 gm/cm®. 
The densest body is the “dark companion” of the star, SiriuSo 
Its density is 1700 pounds per cubic inch. 

95. Hydrostatic pressure is always normal to the restraining 
surface. When a fluid is at rest, its pressure against the containing 

vessel, or against any body in the fluid, is 
normal to the restraining surface at every 
point. 

This is easily proved. Let C be any point 
on the submerged surface of a body B in a 
fluid at rest (Fig. 86). Suppose that upon a ^ 
very small, thin layer of the liquid surround- 
ing C the resultant force P is not normal to 
the surface. . Then we could resolve P into 
a normal component N and a tangential component T. The 
component N is balanced by the reaction of the body, but T is 
unbalanced; and since a fluid will yield to any 
unbalanced force, T wUl cause a flow parallel 
to the surface. But this is contrary to the hy- 
pothesis that the fluid is at rest. 

Hence the pressure of a fluid at rest is always 
normal to the restraining surface. Such pressure 
is called hydrostatic, or fluid, pressure. 

This theorem is verified by observation of 
water issuing from small holes drilled in a pressure line. The 
streams all leave the pipe normal to its surface, as shown in 
Fig. 87. 

96. The free surface of a liquid at rest is horizontal. Consider 
a small volume of the liquid about a point C at the surface of a 

liquid at rest (Fig. 88). If the surface is not 
horizontal, the weight W of this little vol- 
ume of liquid could be resolved into com- 
ponents N and T, normal and parallel re- 
spectively to the surface. Since the little 
Fig. 88 volume is at the free surface, the pressure 

of the external air is normal to that surface 
(by Sec. 95) and merely increases N, which is counterbalanced by 
the reaction of the neighboring liquid. But T remains unbalanced, 





Fig. 86. Hydrostatic 
Pressure 
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and so will cause the little volume to flow downhill, which is con- 
trary to the hypothesis that the liquid is at rest. 

Hence the free surface must be horizontal. 

In the foregoing, we have assumed gravity to be the only force 
acting. But it may be shown by similar reasoning that, in any 
case, a hquid surface which is free to do so will adjust itself so as 
to be normal to the resultant pressure at every point. This ac- 
counts for the curvature upward where water comes in contact 
with glass. 

97. Pressure at any point within a fluid at rest is equal in all 
directions. Consider a tiny sphere of the fluid about any point 
C (Fig. 89), to be soHdified without change 
of density. Suppose the force in some direc- 
tion, say Pi, is greater than that in any other 
direction. Then, since a fluid yields to any un- 
balanced force, the little sphere would move 
in the direction of Pi, which is contrary to the 
hypothesis that the fluid is at rest. This 
proves either that the force, and hence the pressure, on the little 
sphere is equal in all directions; or else that the forces are bal- 
anced in pairs, thus: Pi = P2, Ps = Pi, etc. Experiment confirms 
the former alternative, and hence the theorem is justified. 

98. Pressure due to the weight of a liquid is proportional to the 
density of the liquid times the depth of the point below the sur- 
face of the liquid. Consider any point C at a depth h below the 
surface of the liquid whose density is D, the liquid being at rest. 

Let us think of an area 1 cm®, placed horizontal with its center 
at C. We may then think of the prism of water of height h cm, 
which stands on this 1-cm® base, as being divided by horizontal 
planes into h cubes, 1 cm on edge. 

The mass of each cm® is by definition the density D of the hquid. 
Hence the mass of the prism {h cubes) is: 

m = hD gm mass. • 

Since, in gravitational systems, the weight of a unit of mass is a 
unit of force, the weight ?x) of the prism of cubes sustained by the 
1-cm® base at C is: 



Fig. 89. Pressure 
within a Liquid 


w — hD gm force. 



128 


MECHANICS 


^ Since 1 gm of force = g dynes, we have also; 

w = hDg dynes. 

■ ii But this force is acting upon unit area (1 cm)^, 

and consequently is the pressure P, by Sec. 93. 

:: cm Therefore, 

:: P — hD grams force /cm^ (109) 

= hDg dynes/cm^, or baryes. (110) 

If the above argument is carried out with British , 
Fig. 90. Pres- units, Eq. (109) obviously gives the pressure in 
sure within a pounds force/ft^; and Eq. (110) gives it in pound- 
als/ft^ 


Solved Problem 

Find the pressure due to a column of water 1 ft high. 

Since the density of water is 62.5 lb/ft^ Eq. (109) becomes: 

P = /jZ) = 1 ft X 62.5 Ib/ft' * 62.5 Ib/ft^ 

= 0-434 Ib/in.^ 


This fact, that the pressure due to water 1 ft deep is 0.434 lb /in. \ 
will be found most useful in the solution of problems. 

99. The foregoing law accounts for the well-known fact that 
a liquid at rest stands at the same height (i.e., level) in all con- 
nected vessels, regardless of 

the size and shape of the ves- _ A J _]f j/ 

sels and of the connecting f \~~/ T ' T 

p'p®®- I \ ' j i 

For example, let /ii, ^ 2 , hs be j \ / i . ff ! 
the heights of a Uquid in any 

vessels 1, 2, 3, respectively, -j- ^ * 

above any given horizontal' Fig. 91. Li^d in Connecting Vessels 

line MAT (Fig. 91). 

Let frictionless disks J and K divide the apparatus into three 
compartments as shown. 


i 
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Then, by Eq. (109), in gravitational units Pi = hiD\ Pi = hJD-, 
Pz — hzD. If A is the area of disk J, the force to the right on J 
is = hiDA, and the force to the left on Jis = h^DA ; and these two 
forces are equal since the liquid, and therefore the disk, is at rest. 


Hence, 

and 

Similarly, 


hiDA = hiDA 

hi = hi. 
hi = hi. 


That is, the heights in aU the vessels are the same, which was to 
be proved. 

In slightly different form, this phenomenon is known as “the 
hydrostatic paradox.” 

100. Pascal’s principle. This fundamental law of hydrostatics, 
given by Blaise Pascal in 1653, is as follows: 

Pressure applied to an enclosed fluid is transmitted equally 
and undiininished in all directions to every part of the fluid and 
of its restraining surfaces. 

Although true for aU fluids, the law is easily proved in the case of 
an ideal, weightless, incompressible 
liquid. 

Consider in Fig. 92 an ideal ma- 
chine consisting of two pistons 
fitted to move without friction in 
two connected cylinders of areas Ai 
and Ai, respectively, which are 
filled with the ideal, weightless, 
incompressible liquid. 

If a force Fi depresses Ai a distance Si, a volume AiSi of the 
liquid is forced over into the large cylinder, whose piston must 
therefore rise a distance Si, such that 






iiii! 1 

! I!il| 


l!lii If 

1 

Pi 

^2 

/r "5 “ 

Si 
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Fig. 92. Pascal’s Principle 


AiSi = AiSi (a) 

since the liquid is incompressible. 

Again, the work done on the machine by Fi must equal the 
work done by the machine against the load Fi, since it is assumed 
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that no energy is stored in the machine. Hence, by Eq. (82), 

F2S2 X 1 = FiSi X 1. (B) 

Dividing Eq. (b) by Eq. (a), 

Eit. 


^ 2^2 

A2^2 


But 


Therefore, 


F <2. ry 1 El ^ 

A,~^' and ^-P.. 


P. - P,. 

But A 2 is representative of any surface in or bounding the 
liquid ; hence the pressure Pi, produced by piston Ai, is transmitted 
undiminished as stated in the theorem. 

Many applications of Pascal’s principle will at once suggest 
themselves: the tire pump, the hydraulic jack, transmission of 
steam pressure from boiler to engine, etc. 

101. Total force on a submerged surface. The total force on a 
submerged surface consists of two parts: 

1. Force Fi due to liquid alone. It is easily shownf that when 
a surface of area A, having any shape, is sub- 
merged in a liquid of density D, the force on the 
surface due to the liquid is: 

Fi = AhD gravitational units 
= AhDg absolute units 

where h is the depth of the center of gravity 
(centroid) of the submerged surface below the 
surface of the Uquid. 

2. Force Fi due to atmospheric pressure. The 
pressure b due to the atmosphere upon the sur- 
face of the fluid is transmitted to the submerged surface in ac- 
cordance with Pascal’s principle. Hence the force on the sub- 
merged surface due to atmosphere is: 

Fi = Ab. (112) 

tMsnsfleld Merriman, IVeaiise on Hydraulics (New York, John Wiley & Sons, 
1916), Sec. 10. 



. 

M l 

1 ' 1 

h - 

1 


(Ill) 


Fig. 93. Force 
on Submerged 
Surface 
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The total force F on the submerged surface is, therefore, 

F = AhD + Ab gravitational units. (113) 


Example, What is the total force on 
the upstream face of the dam shown in 
cross section in Fig. 94, if the dam is 40 ft 
long ( = width of river) ? 

Since the atmospheric pressure on the 
water, and transmitted to the upstream 
side of the dam, is counterbalanced hori- 
zontally by the atmospheric pressure on 
the downstream side of the dam, we are 
here concerned with the force due to the water only. 

The total force due to the water is by Eq. (Ill), 



where 


Hence 


F = AhD, 

A = 18 X 40 = 720 ft2 

/i = i X 15 = 7.5 ft (since the center of gravity of the submerged 
face of the dam is halfway down the face) 

D = 62.5 lb/ft'\ 

F = 720 X 7,5 X 62.5 = 337,500 lb force. 


This resultant force F acts perpendicularly to the face of the dam, by Sec. 95, 
but not at the center of gravity C of the upstream face, as might be expected. 
Its point of application is one-third of the way up the wetted face if that is 
rectangular.* 


102. Archimedes’ principle : A body is buoyed up by a force 
equal to the weight of the fluid which it displaces. The buoyant 
force acts vertically upward through the center of gravity of the 
displaced fluid. 

For simplicity, consider a cube (Fig. 95) submerged in a liquid of 
density D, with two faces of the cube horizontal. Then the forces 
on the vertical faces are balanced in pairs, since opposite faces are 
at the same depth below the surface. 

Then, by Eq. (Ill), we have: 

Downward force on top face of cube = PhiDg in absolute units. 
Upward force on bottom face of cube = Ph 2 Dg in absolute units. 

* See Mansfield Merriman, Treatise on Hydraulics (New York, John Wiley & Sons, 
1916), Secs. 12 and 13. 
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The buoyant force is the excess of the force upward over the 
force downward, therefore 

Buoyeuit force = PfeDjr — l%iDg 
= PDQh - h)g 
- PDlg = PDg. 

But P = V, the volume of the cube; and VD = M, the mass, by 
Eq. (108). Hence, 

Buoyant force = VDg — M? in absolute units. 

But Mg is the weight of the cube of liquid displaced by the body, 
by Eq. (56). So the body is buoyed up by a 
force equal to the weight of the liquid displaced. 

While this proof is given for a liquid, the law is 
equally true of any fluid, though the proof would 
be somewhat longer. 

It is easily seen that the resultant buoyant 
force of the fluid acts vertically upward through 
the center of gravity of the displaced fluid. For, 
suppose the cube in Fig. 95 to consist of the fluid 
itself. Then the weight of the fluid displaced is 
the same as the weight of the cube of fluid; and 
the two just balance each other, since by hypothesis the cube of 
fluid is at rest. 

But the weight of the cube is vertically downward through its 
center of gravity. Hence, the buoyant force must be vertically 
upward through the same center of gravity. Otherwise there would 
be a couple acting on the cube, which would produce turning, and 
this is contrary to the hypothesis that the fluid is at rest. 

The center of gravity of the displaced fluid is called the center 
of buoyancy. , 

103. Determination of volume. It is often difficult if not im- 
possible to determine the volume of a body of irregular shape, 
such as an apple, with the usual measuring instruments. In such 
cases the following methods may be used. They depend upon the 
fact that when a body is submerged in a fluid, the volume of the 
fluid displaced is the same as the volume of the body. 

(a) Volume by displacement. Pour into a graduated cylinder an 
amount of liquid sufficient to submerge the body, and note the 



Fig. 95, Arcliime- 
des’ Law 
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volume. Submerge the body in the liquid and note the new vol- 
ume. The difference is obviously the volume of the body. 

If a sufficiently large graduate is not available, fill any vessel 
level full of a liquid, and then submerge the body in it. The 
amount that overflows is the volume of the body. 

(6) Volume by weighing. In consequence of Archimedes’ prin- 
ciple we have the following very accurate method. Let 

Wa = weight of body in air, and 
Wj = weight of body in a liquid 
Di = density of the Hquid. 

Then Wa — Wi = apparent loss of weight in the liquid 

= weight of liquid displaced (by Archimedes’ 
principle) 

= mass of liquid displaced if gravitational units 
are used. 

By definition. 

Density D = ^" 


Therefore, 


M Wa-W,. 
~ D ~ Di 


(114) 


Hence, the volume of a body is its apparent loss of weight in a 
hquid divided by the density of the hquid. Since the density of 
water is approximately 1 gm/cm®, the volume of a body in cubic 
centimeters is practically equal to its apparent loss of weight in 
water, in grams. 

104. Specific gravity. The density of a substance has been de- 
fined as its mass per unit of volume. 



Two cubic feet of cast iron weigh about 900 lb. Hence, in the 
fps system, 

Density of cast iron = == 450 lb /ft®. 
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In the cgs system, 
Density of cast iron 


900 X 453.6 gm 
2 X (30.48)** cm® 


7.2 gm/cm®. 


From this it will he seen that density is always a compound 
number and is not the same in the fps and cgs systems of units. 

In order to have a quantity which is the same in both systems 
and which conveys essentially the same information as does den- 
sity, we define specific gravity: 

The specific gravity of a substance is the ratio of the density of 
the substance Ds to the density of water D® at 3.98°C. 

Specific gravity (sp. gr.) s (115) 

J-Jip 

From Sec. 94 we know that 

Density of water. Da = 62.4 Ib/ft® = 1 gm/cm®. 


Hence, considering cast iron again, we find that. 

In the fps system. 

Specific gravity of cast iron = = ^-2 (a pure number). 

In the cgs system, 

Specific gravity of cast iron = ^ (a pure number). 


Thus it is seen that the specific gravity of a substance is always 
a pure number and has the same value in both systems of units. 

In the cgs system, whenever we divide the density of a substance 
by the density of water, the denominator will always be 1 gm/cm®. 
Therefore, in the cgs system, specific gravity is numerically equal 
to density. 

It should be carefully noted, however, that this is a numerical 
equality only, not a physical equality, for density is always a 
compound number while specific gravity is always a pure number; 
i.e., their dimensional formulas are not the same. 

Density from specific gravity. It is frequently necessary to de- 
termine the density of a substance whose specific gravity is 
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known. For this purpose, we clear fractions in Eq. (115) and 
obtain the relation : 


Ds = Sp. gr. X Du,. 


(115a) 


Table of Specific Gravities 


Air 

0.001293 (0“C) 

Balsa Wood 

0.12 

Alcohol, ethyl 

0.79 (0°C) 

Cork 

0.25 

Benzene 

0.90 (0°C) 

Ebony 

1.22 

Mercury 

13.596 (0°C) 

Oak 

0.75 

Water, sea 

1.025 (15°C) 

Pine 

0.50 

Brick 

1.8 

Aluminum 

2.7 

Cement 

2.8 

Copper 

8.9 

Glass 

2.6 

Lead 

11.3 

Ice 

0.92 

Osmium 

22.5 

Marble 

2.7 

Steel 

7.6 

Wax, sealing 

1.8 

Silver 

10.5 


105. Methods of determining specific gravity, 
(a) By weighing in air and in a liquid. 

Let Wa — weight of body in air 

Wi — weight of body in liquid 
V = volxnne of body 
Si = specific gravity of liquid 
Du, = density of water. 


Then Wa — Wi = apparent loss of weight in the liquid 

= mass of liquid displaced (if gravitational 
rmits are used) 

= mass of fiquid having volume V. 

Hence 


and 


so that 


Density of body = ^ 


Density of liquid = y 


Wa - Wl 
V 

“ Du, 


from which V = 


Wa - W i 
D^Si ■ 
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w., 

Sp. gr. of body s ^6 = = 



Wa 

Wa - Wl 


( 116 ) 



Fig. 96. 

Specific 
Gravity 
Bo ttle 


Thus, the specific gravity of a body may be found by 
dividing its weight in air by its loss of weight in any 
liquid and multiplying the quotient by the specific 
gravity of the liquid used. Since the specific gravity of 
water is approximately unity, the specific gravity of a 
body is approximately equal to its weight in air divided 
by its apparent loss of weight in water. 

If the body does not sink in the liquid by its own 
weight, a sinker sufficient to submerge it must be at- 
tached. If Ws is the weight of the sinker alone in the 
liquid then 


Wa Wg = weight of body in air and sinker in liquid; 

and if 

Wig = weight of both body and sinker in fiquid, 
(Wa + Ws) — Wb, = loss of weight of body in liquid. 

(b) By a specific gravity bottle, or pycnometer (Fig. 96). 


Let volume of bottle at 20°C = F ml 
Mass of bottle empty = 12.362 gm 
Mass of bottle filled with water at 20°C = 37.318 gm 
Mass of bottle filled with H2SO4 at 20°C = 57.362 gm. 

Then 

Mass of water to fill bottle = 37.318 - 12.362 = 24.956 gm. 
Similarly, 

Mass of H2SO4 to fill bottle = 57.362 - 12.362 = 45.000 gm. 
Therefore, 

Density of H2SO4 Db = ^ = — gm/ml 

24.956 , ' 

gm/ml 


Density of water = D» 


F 
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and 

45.000 

Sp. g,. of H,SO. - g; - ^ 

V 

To correct for the variation of the density of water with tem- 
perature, it will be noted from tables that at 20°C water is a liquid 
whose specific gravity is 0.99823. Hence, by Eq. 116, the cor- 
rected value is 

Sp. gr. of H2SO4 at 20°C = 1.8032 x 0.99832 = 1.800, referred to 

water at 3.98°C. 

(c) By a density bulb, or sinker. This is a ready method of de- 
termining specific gravity with apparatus that is always available. 
All that is required is a heavy bulb, of sinker, and a means of sus- 
pending it in the liquid. Sinker and suspension must not be acted 
upon chemically by the liquid. The Mohr, or Westphal, balance 
is designed especially for rapid determinations by this method, 
which approaches the accuracy of the specific gravity bottle 
method. 


1.8032 at 20°C in terms of 
water at 20°C. 


Let V = volume of sinker 

Wa — weight of sinker in air 
Ww = weight of sinker in water 
Wi = weight of sinker in other liquid. 

Then 

Wa — W-a — apparent loss of weight in water 

= mass of water displaced, if gravitational 
units are used, 
and 

Wa ^ Wi = apparent loss of weight in other liquid 

= mass of other liquid displaced, if gravita- 
tional units are used. 

Hence, 


Density of other liquid = Dj •= y ^ ' 


and 


T. .. .. Wa - W„ 

Density 01 water = Dw = — —y 
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SO that 

„ rr -1 Wa — Wi (■\-\'7\ 

Sp.gr. of liquid = 5 ; ^ WT^'W;' 

That is, if a sinker is weighed in air, in water, and in a second 
liquid, the specific gravity of the second liquid is equal to the 
ratio of the loss of weight in the second liquid to the 
loss of weight in water. 

{d) By the constant mass hydrometer. Rapid and 
fairly accurate determinations of specific gravity may 
be made by means of the hydrometer (Fig. 97). This 
consists of a glass bulb having a scale tube at the top 
and weighted at the bottom so that it floats with its 
axis vertical. Since its mass is constant, the specific 
gravity of any liquid is the ratio of the volume dis- 
placed by the hlydrometer when floating in water to 
the volume displaced when floating in the liquid to be 
tested. It is calibrated so that the specific gravity of 
the liquid in which it is floating may be read directly 
from the scale at the surface of that liquid. 

106. Atmospheric pressure. The ocean of air at the 
bottom of which we live forms a gaseous envelope 
about the earth and is called the atmosphere. The molecules of 
the gases which compose the atmosphere are attracted by the 
earth, like all other particles, and hence air has weight. This may 
be verified by weigliing an automo- 
bile tire before and after it has 
been pumped up. 

Since air has weight, it must 
exert hydrostatic pressure upon all 
bodies in it, just as water or any 
other fluid does. This is clearly 
demonstrated by pouring a small 
amount of water into a gallon can and boiling it vigorously for 
a few minutes until the steam has replaced most of the air that 
the can originally contained. If the opening is then closed tightly 
with a rubber stopper and the can is allowed to cool, the steam 
condenses, causing a reduction of pressure inside until the greater 
pressure outside is sufficient to crush the can, as in Fig. 98. 



Fig. 98. Can Crushed by Atmos- 
pheric Pressure 



Fig. 97, 
Hydrometer 
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Atmospheric pressure is utilized for many familiar purposes. 
When one sucks a hquid through a straw, or an animal drinks “up 
hill,” he really reduces the pressure in his mouth ra 
by expanding the lungs. The liquid is then forced 
up by atmospheric pressure. Fountain pens and 
hydrometers are filled simileurly, and pumps employ 
the same principle. The automatic chicken foun- 
tain and the oil supply of oil stoves are prevented 
from overflowing by atmospheric pressure on the 
outer surface of the liquid. 





Fig. 99. 
Torricelirs 
Experiment. 


107. Torricelli’s experiment. Aristotle taught 
that nature “abhorred a vacuum” and filled imme- 
diately with the most available material any space 
in which a partial vacuum had been formed. This 
belief prevailed until Gafileo was called as consult- 
ing engineer to determine why a suction pump 
would not raise the water from a deep well belong- 
ing to his friend, the Duke of Tuscany. Observing 
that the water was raised only about 28 feet, Gali- 
leo remarked that apparently there was a limit to 

nature’s abhorrence of a vac- 
uum. 

After Galileo died in 1642, 
Torricelli, one of his pupils, 
continued the investigation. 
He filled with mercury a 
glass tube closed at one end. 
With a finger over the open 
end, he inverted the tube and 
placed its open end beneath 
the surface of mercury in a 
bowl, without allowing air to 
enter the tube. WTien his fin- 
ger was removed, the mer- 
* cury descended in the tube 
until the colrnnn sustained 
was about 30 in. high (Fig. 99). Torricelli felt satisfied that the 
column was supported by atmospheric pressure; but the con- 
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elusive evidence was obtained by Pascal, who had one of the 
tubes taken to the top of Puy de Dome, a mountain in southern 



France. There, at a height of 1000 meters, the column 
was nearly 7 cm shorter than at Paris. 

Today, any doubt that the column of mercury is 
supported by the pressure of atmosphere may be dis- 
pelled by placing the tube and basin of mercury in a 
tail bell jar (Fig. 100) which is connected to an air 
pump. As the air is exhausted, the mercury descends. 
When air is re-admitted to the large tube, the mercury 
returns to its original height in the small tube. 

108. The Torricellian vacuum. Above the mercury 
in the tube of Fig. 99, the space V is largely devoid 
of matter. This is called a “TorriceUian vacuum.” 
Though a very good vacuum, it is far from perfect, 
because molecules of mercury evaporate into this 
space imtil they produce the vapor pressure of mer- 
cury corresponding to the temperature of the appara- 
tus. Much better vacuums may be produced b^ 
modem vacuum pumps. 

109. The mercurial barometer (Fortin’s). In im- 
proved form, Torricelli’s apparatus is today our most 
reliable method of measuring atmospheric pressure. 
The glass tube T (Fig. 101) and cistern of mercury C 
are encased in a metal tube M on which is engraved 
the scale S. The zero point of this scale is at the tip 
of a small glass finger, or index, F, which projects 
downward above the mercury in C. 

Before taking a reading, the surface of the mercury 
must be adjusted by means of the screw N until it 
is just tangent to the index, F. The height of the col- 
umn is then read on the scale with the aid of the 
movable vernier V. 

f) 

110. The aneroid barometer. This instrument, 
while less accurate than the mercurial barometer, has 

Fig. 101. Mercurial Barometer. (Courtesy Welch Scientihe Go.) 
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the great advantage of ruggedness and portability, and its accur- 
acy is amply sufficient for much practical work. 

As is shown in Fig. 102, the mechanism consists of a cylindrical 
box B having a corrugated cover and partially exhausted of air. 
To this is fastened the spring S, which, by means of the train of 
levers and the chain C, actuates the pointer P. 

When atmospheric pressure increases, the top of B is depressed 
and the pointer moves clockwise, and vice versa. The instru- 



(a) (6) 

Fig. 102. Aneroid Barometer (Courtesy Central Scientific Co.) 


ment is subject to errors due to temperature, changes of elasticity 
of the spring, and friction of the mechanism. It must be cor- 
rected by comparing simultaneous readings taken on it and on a 
mercmial barometer. 

111. Pressure of one standard atmosphere. A pressure of one 
standard atmosphere is defined as the pressure exerted by a col- 
umn of mercury 76 cm high at 0°C, 45° latitude, and mean sea 
level. 

This is not, of course, the actual pressure of the atmosphere at 
any particular place and time. The pressure of the atmosphere at 
different places depends upon the latitude and the altitude of the 
place, and also varies from hour to hour with the weather condi- 
tions. As a storm approaches the pressure as indicated by the 
barometer falls, whereas a rising barometer indicates the ap- 
proach of fair weather.* 


See Government Weather Map. 
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But averaged over a long period of time, the pressure at sea 
level and at 45° latitude is about equal to that produced by a 
_ _ f;. column of mercury 76 cm high at 0°C. This value is 
T accordingly adopted as a standard. 

! ;; To express the pressure of a standard atmosphere in 

i; other units, let us think, of this column of mercury 
i; as being 1 square centimeter in cross section and as 
:: standing on a plate D of that area (Fig. 

Then, for each cm of height, there is 1 cm® of mev- 
cury, or 76 cm® in the whole column standing on the 
plate. The density of mercury at 0°C is 13.6 gm/cm , 
j ;; hence the column of mercury weighs 


76Tem! X 13.6 


gm force 


1033.6 gm force. 


I This weight of mercury stands on an area of 1 cm®, 

consequently, , , , 

(a) The pressure of 1 standard atmosphere 

= 1033.6 gm/cm.® 

Fig. 103 1 gm is (very nearly) the weight of 

1 cm® of water, to produce a pressure of 1033.6 gm/cm® would 
require a column of 1033.6 cm® of water to stand on our 
1-cm® plate. This column of water would be 1033.6 cm high, 

hence 

(b) The pressure of 1 standard atmosphere = 1034 cm of water 
^ = 33.9 ft of water. 

From (Sec. 98), a column of water 1 ft high produces a pressure 
of 0.434 Ib/in.® Therefore, 

(c) The pressure of 1 standard atmosphere = 33.9 X 0.434 
^ =14.7lb/in.® 

In the preceding, we have deduced, from the definition of a 
standard atmosphere, its equivalent in the various units in which 
it is most frequently expressed. The definition and the last value 
should be memorized. 

The pressure of the atmosph'ere at any point is due to the weight 
of the column of air, say, 1 cm® in cross section, extending from 
that point up to the top of the atmosphere (approximately 
100 miles). Consequently, its pressure at the top of a table will be 
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less than that at the floor; and a good aneroid barometer will in- 
dicate this difference. 


112. Standard conditions. When the results of different experi- 
menters are to be compared, it is obviously necessary that they be 
reduced to what they would have been had all the experimenters 
worked under the same conditions of temperature, pressure, etc. 

Standard conditions are defined as 0°C, 76 cm of mercury pres- 
sure, and gn = 980.665 cm/sec^. 



HYDRAULICS 

113. Hydraulics treats of fluids in motion. A fluid which flows 
so that its velocity at each point is constant in magnitude and 
direction is said to have sim- 
ple, or steady flow. Thus if, 
as the flow continues, a par- 
ticle which at any instant has 
reached point A always has 
the velocity Vi and a particle 

which has reached point B always has the velocity Ho, etc., the 
liquid is said to have simple flow. The path ABC followed by a 
particle of the fluid in steady flow is called a stream line. Stream 
lines (light lines in Fig. 104) obviously never cross one another, 
for the particles at the intersections would then have to move 
in the direction of both stream lines at once, which is impossible. 


Fig. 104. Steady Flow 


114. Tube of flow. We may select a sequence of continuous 
stream li nes which form the elements of a tubular surface within 



the fluid. That part of the fluid bounded laterally by such a sur- 
face is called a fofee of yZou; (Fig. 105). 

Since stream hnes do not cross and a particle continues along a 
single stream line, every particle within a given tube of flow will 
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continue within that tube. That is, there is no passing of particles 
through the lateral surface of a tube of flow. 


116. With steady flow the volume F of a fluid that passes any 
plane cross section of a tube per sec is equal to the area A of 

the cross section times the aver- 

— V — -H age velocity v of particles at the 

S . ( ) cross section (Fig. 106). 

For, imagine the fluid to con- 
geal, without change of density, 
as it passes the cross section A. Then in 1 second there would 
emerge a right cylinder or prism of altitude v and area A. The 
volume of this cylinder would be, by geometry, 

V = Av. (118) 


Fig. 106. Volume Discharged 


Since the flow is steady, this volume would pass any other cross 
section of the tube in 1 second. 

Simple flow is an ideal state that can be realized only approxi- 
mately. In actual cases, there are always eddies, or turbulence. 


116. Law of continuity of flow of a liquid. When a liquid has 
steady flow, the velocity varies inversely as the cross section of 
the tube of flow. 

In Fig. 107, let Vi, Vz, etc., be the mean velocities of the liquid 
where the cross-sectional areas are Ai, Az, As, etc., respectively. 



Fig. 107. Continuity of Flow 


Since the liquid is assumed to be incompressible, the volume 
which passes any cross section Ai per unit time must be the same 
as that which passes any other cross section As in the same time ; 
i.e., 

volume per sec = Ai®i = AsCs 


from which, by algebra, 


^ ^ As 
Ai 


(119) 


which was to be proved. 


MECHANICS OF FLUIDS 


145 


The theorem is true only for liquids which are practically incom- 
pressible. 

In the case of compressible fluids, the density D is not constant 
but varies with the pressure. With steady flow, however, the mass 
M of the fluid that passes any cross section Ai must equal that 
Mo which passes any other cross section Az in the same time. 
Hence, for all fluids we may write : 

Ml = M 2 = Ms = . . . 

But M = DV. byEq. (108) 

, Hence, ViDi = V 2 D 2 = FsA = . . . . 

V = Av. by Eq. (118) 

Therefore, AiOiDi = A 2 V 2 D 2 = AzV^Dz = ... . (120) 

for any fluid whatever. 

117. Energy transmitted by a liquid due to pressure. Consider 
the mechanism of Fig. 108, horizontal and filled with a friction- 
less, incompressible fluid, and operating with infinite slowness. 



Let the hand exert upon the piston C a gradually increasing 
force F. No Mquid will flow into tank K until F becomes great 
enough to produce a pressure p dynes /cm^ in pump J equal to that 
in K\ i.e., until 

F = pA dynes, 

where A cm^ is the area of the pistorf C. The valve will then open; 
and if C advances a distance s cm, the volume of hquid forced into 
K will be: 


F = As cm® 
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and the total work W required to get this volume into the tank 
will be: 

W = Fs cos <j> by Eq. (85) 

and since = 0, W = pAsl 

= pV ergs. 

Thus, the work done per unit volume of the liquid pumped into 
iiT will be: 

w = Y = p ergs/cm». (121) 

Or, if the pressure in K were p' gm force /cm^, the work per unit 
volume would be: 

w = p' gm-cm/cm®. (122) 

Consider now the volume V of liquid that has been forced into 
the tank where the pressure p was maintained: 

It has acquired no gravitational potential energy, because it 
has not been elevated. 

It has acquired no kinetic energy, because the change took 
place with infinite sloWness. 

It has acquired no potential energy due to pressure, because it 
was incompressible. 

No energy has been lost, because the apparatus and liquid are 
frictionless. 

Hence it cannot properly be said that any energy has been 
stored in or lost by the liquid. The liquid has served only to trans- 
fer an amount of energy p V from the pumping system to the lift- 
ing system, just as a solid rod might have done. The result may 
therefore be stated as follows : 

Energy transmitted by a liquid per unit volume due to pressure* 

= p ergs /cm® if pressure is p (123) 

cm 

= p' gm-cm/cm® if pressure is p' • (124) 

118. Energy of a fluid in motion. Let a mass of fluid M have a 
density H and a velocity ». 

* This energy is often erroneously called “pressure potential energy of the liquid 
per unit volume.’’ 
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Its kinetic energy = ergs. by Eq. (86) 


M 

Its volume, ^ ~ from the definition of density. 

Therefore, 




Kinetic energy per unit volume = ■■ 


(125) 

D „ gm-cm 

= i— » ^ T-- 

^ g cm^ 

(126) 

119. Energy of a fluid due to its eleva- 
tion. Consider a mass M (Fig. 109) of a 
fluid of density D at a mean height h 
above some arbitrary datum plane. Then, 
because of its position. 



"~T 

J 

DATUM 

\ ? 

1 1 PLAN£ 

Fig. 109. Energy of Elevated 
Liquid 


Its potential energy = Mh gm-cm by Eq. (89) 

= Mgh ergs. 


Its volume, 
Therefore, 


T/ 3 

V = cm^ 


from the definition of density. 


Potential ener^ per unit volume = 
(due to its elevation) 


Mh 

M 

D 


= Dh 


gm-cm 


cm’’ 


- Dgh 


(127) 


n- 


Pi 


120. Bernoulli’s principle. Let MN (Fig. 110) be a tube of 

fiow in a frictionless, in- 
compressible fluid having 
steady flow, and consider 
the definite section be- 
tween end planes at any 
two points J and if on 
Fig. no. Bernoulli’s Principle the same Stream line. 

When 1 cm® of fluid passes J it brings into the J-if, section of 
the tube: 

. K.E. = fDci® ergs/cm® by Eq. (125) 

Gravitational P.E. = Dghi ergs/cm®. by Eq. (127) 


h, 

I 

DATUM ; 
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It also transmits from the fluid behind it to the fluid in front of it, 
on account of the pressure, 

An amount of energy = pi ergs/cm^ by Eq. (123) 

Hence, for each cm® of fluid entering at J, the total energy passing 
into the section J-K is; 

El = + Dghi + pi ergs/cm®. (a) 

According to Sec. 114, no fluid passes into or out from a tube of 
flow through its lateral surface. Hence, since the fluid is incom- 
pressible, when 1 cm® is pushed in at J another cm® must be pushed 
out at K. 

The cm® leaving the J~K section at K will carry out of the sec- 
tion: 

R.E. = ergs/cm® 

Gravitational P.E. = Dgfh ergs/cm® 

and it will transmit by pressure from the fluid behind it to the 
fluid in front of it 

An amount of energy = pi ergs/cm®. 

Therefore, the total energy passing out of the section per unit 
volume leaving at A" is: 

Ei — + Dgfh + p 2 ergs/cm®. (b) 

Since, by hypothesis, the flow is steady and the fluid is friction- 
less, the total energy of the section J-K must be constant. Hence, 
by the principle of conservation of energy, the energy received 
per unit volume entering at J must equal the energy passing out 
per unit volume leaving at K. That is 

El — E 2 

or, from Eqs. (a) and (b), above, 

+ Dghi +pi = iD» 2 ^ + Dght -f- p 2 . 

But J and K were any two points on the same stream line. 
Hence the energy transmitted along a stream line per unit volume 
passing a given point on the line is: 

+ Dgh + p = C, a constant (absolute units) (128) 

+ Dh + p' — O', a constant (gravitational units) (129) 
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where p is in dynes/cm^ and p' is in grams force/cm^; or both are in 
the corresponding British units. 

This equation is the relation known as Bernoulli’s principle. 
It was first given by Daniel Bernoulli (1700-1782) and is the most 
important theorem in hydromechanics. 

Bernoulli’s principle is often stated by engineers in a different 
form: 

Dividing Eq. (129) through by D, we have; 

d ' C 

^ + 5 + 

Since h is a height, or head, each of the other terms must also 
represent a height, by dimensional reasoning.* The engineer calls 


h the elevation head 


D 


the pressure, or static, head 


— 


the velocity, or kinetic, head 


H the total head. 


He therefore says; The total head along a stream line is constant. 
While rigorously correct only for incompressible, non-viscous 
liquids, Bernoulli’s theorem may be applied to ordinary hquids 
with sufficient accuracy for most engineering purposes. 


121, Applications of Bernoulli’s theorem. 
Torricelli’s theorem follows at once as a special 
case of Bernoulli’s. 

Consider a unit volume at the surface and at 
the orifice (Fig. 111a), and let the datum plane 
be taken through the center of the orifice. 

Then at the surface, 

h^h 

% 

p' = b = atmospheric pressure 
e = 0 



Fig. Ilia. Tom- 

celK's Theorem 


See Appendix I. 
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and at the orifice, 

h = 0 

p' = b = atmospheric pressure 


V — V. 


Putting these values into Eq. (130), . 

At the surface At the orifice • 




whence 


and 


_0 

29 


D ^2g 


_ 

29 


= h 



V = V2gh (131) 

which is Torricelli’s theorem in algebraic form, and states that 
under the action of gravity alone the velocity of flow of a liquid 
from an orifice is the same as that of a particle falling freely from 
the surface of the liquid to the orifice. On account of contraction 

of the stream as it leaves the ori- 
fice, the actual volume discharged 
is only about 61% of the theoreti- 
cal amount. 

The Venturi meter for deter- 
mining the rate of flow of a liquid 
in a pipe line affords a very prac- 
tical application of Bernoulli’s 
principle. The meter consists of a pipe having a constricted sec- 
tion and provided with two pressure gauges as shown in Fig. 111b. 
The cross-sectional areas Ai and A 2 are known, and the corre- 
sponding pressures pi and p 2 are read from the gauges while the 
liquid is flowing with velocities »i and V 2 , respectively, through 
these cross-sections. 

It is required to find the volmne V of the liquid that flows per 
second past any cross-section. 

ByEq. 119 ,Ai0^i = A 2 V 2 (a) 

and by Bernoulli’s principle, 

rt L I n I Pi I ^2^ /u\ 


Fig, 111b. Venturi Meter 
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Since in any given case, the density D and g will be known, 
Eqs, (a) and (b) may be solved for Vi and 
The volume flowing through the pipe per second is then gotten 
from the relation, 


V = 


PROBLEMS 

(1/ In order the diameter of a capillary tube, it is weighed empty and 

when filledjggam mercury. If the mercury required to fill a tube 5 cm long at 20® 
weighsjk^m, what is the diameter of the tube.^ 

, 15®C the mercury required to fiU a tube 8 cm long weighs 1.2 gm. What 
is the diameter of the tube.^ 

3. What is the volume of a glass bulb that holds exactly 342 gm of mercury 
at 18®C? 

4. In order to find the volume of the bulb of a McLeod gauge, it is found to 
weigh 52.36 gm empty and 1140.73 gm when filled with mercury at 20°C. What 
is the volume of the bulb at 20® C.^ 

6. If the>pecific gravity of sea water is 1.025, what volume of water is dis- 
placedp^ya ship of 35,000 tons displacement? 

(j^ A bai^is 30 X 120 ft. How much deeper does it sink in salt water when 
loaded)»=4l^^ freight cars of 100,000 lb each? 

baxg^l6 ft wide and 40 ft long sinks 18 in. when a loaded car is run om 
it. weight of the car and its contents? 

^ What mu^t be the volume of the bag of a balloon filled with hydrogen 
(density ^M009 gm/cm^) to lift a load of 500 kg, including the weight of the 
ba^ if^tne density of the air is 0.001293 gm/cm^? 

0. If the densities of air, hydrogen, and helium are 0.001293, 0.000090, and 
0.000177 gm/cm^ respectively, how much would the lifting force of the Hinden- 
burg have been reduced if it had been filled with helium instead of hydrogen, 
its^lume being 7,063,000 m*\^ 

In the hydrostatic bellows, a horizontal bellows 15 in. square is connected 
to a vertical pipe. AVhat must be the height of the water in the pipe above that* 
in the bellows to balance a 150-lb man standing on the bellows? 

11. An elliptical manhole in a standpipe has an area of 240 in.^ and its center 
is 80 ft below the surface of the water. With what force is it held on? 

12. The upstream face of a dam is inclined 15° to the vertical. If the river 
is 140 ft wide and 12 ft deep, what is the total force on the face of the dam when 
filled? 

13. If the upstream face of a dam is 300 ft long and 40 ft high, measured on 

the incline which is 20° to the vertical, what is the total force on the face of the 
dam when full of water? ^ 

14. A dam is built across a river 90 ft wide and 20 ft deep. If the upstream 
face of the dam is inclined 12° to the vertical, what is the total force upon it 
when filled with water? 

16. A dam has a rectangular upstream face 200 ft long and 30 ft high meas- 
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ured on the .Mcline, which is 10® to the vertical. What is the total force on the 
face^f thd dam when full? 

sinker weighs 16 gm in air and 10 gm in water. It weighs 8 gm in an- 
otn^ liquid What is the specific gravity of the liquid? Of the sinker? 

17 . Th<a alloy used for silver coin is 90 parts silver and 10 parts copper by 
weighyM¥hat is the density of coin silver? Ans. 10.3 gm/cm^. 

18. A piece of cork weighs 2 gm in air. A sinker alone in water weighs 50 gm. 
When the sinker is attached to the cork and both are submerged in water, their 
combined ^eight is 44 gm. What are the volume and density of the cork? 

19 . W^n a piece of balsa wood is submerged in water by a sinker, together 
they w^h 24.57 gm. The wood alone in air weighs 0.57 gm, and the sinker alone 
ini^r weighs 30 gm. Find the specific gravity and volume of the wood. 

A block of wood having a cross section 5 by 4 cm and a height of 3 cm 
floats in w^r immersed to a depth of 2.5 cm. What mass laid on top would be 
just suffi^ent^to cause complete immersion of the block? 

.i^pi^ of pine floats with 1 /4 its volume out of water. What is its density? 

pOlf the specific gravity of ice is 0.92 and that of sea water is 1.025, how 
mMy cpfeic yards of an iceberg are below water when 1000 yd^ are above water? 

23. ‘ Aji iceberg in salt water floats with 0.9 of its mass submerged. What is 
the density of the ice if the specific gravity of the sea water is 1.025? 

24 . A specific gravity bottle weighs 26.4 gm empty. Filled with water at 20°G 
“it weigh^6.2 gm, and filled with gasoline it weighs 63.9 gm. What is the density 
of the Asoline? 

25. ^ piece of potassium weighs 0.21 gm in oil whose specific gravity is 0.8, 
and 0.51 gm in oil whose specific gravity is 0.7. Find the mass, specific gravity, 
and ^y olume of the specimen. 

(2(Oa piece of sodium weighs 0.34 gm in oil whose specific gravity is 0.8, and 
O.Mgm in oil whose specific gravity is 0.7. Find the mass, specific gravity, and 
volume of the specimen. 

27 . A piece of lithium weighs 0.068 gm in oil of specific gravity 0.5, and 0.268 
gm in oil of specific gravity 0.4. Find the mass, volume, and density of the 
lithium. 

28 . A certain quantity of sugar weighs 80.5 gm in air and 45.5 gm in oil whose 
specific gravity is 0.7, What is the density of the sugar in pounds per cubic 
foot? 


29. A certain quantity of salt weighs 43.6 gm in air and 28.4 gm in an oil 
whose specific gravity is 0.76. What is the density of the salt in pounds per 
cubic foot? 

30 . Batches of shortening are weighed in vats which stand on platform scales. 
Steampipes fastened to the ceiling are submerged in the shortening to keep it 
liquid, y the submerged volume of the pipes is 2 ft^ and the specific gravity of 
the liquM is 0.85, what is the true weight of the batch when the apparent weight 
is lOOOilb? 

31 . A piece of soap weighs 18 gm in air and 2 gm in an oil whose specific 
gravity is 0.8. What is the density of the soap? 

geologist, to determine the height of a mountain, notes that at the foot 
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his aneroid reads 29.6 in. of mercury and at the top 25.6 in. If the mean density 
of the air is 0.078 Ib/ft^ what is the height of the mountain.^ 

33. In a horizontal Venturi meter the pressure is 40 Ib/in.*'* where the diameter 
is 2 in., and 30 Ib/in.^ where the diameter is 1 in. What is the rate of flow of the 
water in gallons per minute? 

34. In a Venturi meter the pressure is 50 Ib/in.^ where the diameter is 1 in., 
and 40 Ib/in^. where the diameter is 1/2 in. If the meter is horizontal, what is 
the rate of flow of water in gallons per minute? 

36. The diameter of a horizontal jet pump is 3/4 in. where it coimects to the 
water system, and 1 /8 in. where the suction tube attaches. When the pressure 
in the mains is 40 Ib/in.^ and the flow is 0.006 ft^sec, what is the pressure at the 
top of the suction tube? 

36. One ft® of water per second are to be pumped in at the top of an open 
tank 100 ft high through a delivery pipe having an inside diameter of 2 in. If 
the mains have an inside diameter of 4 in., what must be the pressure in the 
mains, neglecting friction? 

37. In the preceding problem, what must be the pressure in the mains if the 
water is pumped at the same height into a closed tank in which the pressure 
is 40 lb/in.2? 

38 . At what rate in gal/min will water flow from a circular hole 4 in. in diam- 
eter and whose center is 60 ft below the water surface in a large tank, if the 
coefficient of discharge is 0.75? 

39. If a circular hole 4 ft in diameter is blown in the side of a ship 15 ft below 
the water hne, at what rate in gal/min will water enter the ship? 

40. If the gauge pressure in a water line is 25 Ib/in.^ when a spigot is open, at 

what rate in gal/min will water flow from a spigot near the gauge? 

Assume the coefficient of discharge to be 0.75. 
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122. Universal gravitation. The story is told of Sir Isaac New- 
ton (1642-1727) that, while lying under an apple tree, he was 
struck by a falling apple. Reflecting upon this familiar phenom- 
enon, he recognized the really remarkable fact that apples always 
fall toward rather than away from the earth, and began to wonder 
if the earth hkewise did not fall toward the apple. Whether or 
not his thoughts were focused on gravitation by so commonplace 
an experience, Newton succeeded in unifying the work of Coperni- 
cus, Galileo, and Kepler into one of the most briUiant generaliza- 
tions in the history of science. 

The law of universal gravitation states that: Every particle of 
matter in the universe attracts every other particle with a force 
F which varies directly as the product of their masses mi and m 2 
and inversely as the square of the distance r between them. 
Stating this law in mathematical symbols, 

J.2 

from which, by the definitions in algebra. 


F == G 


(132) 


The constant of proportionality G is called the gravitational 
constant, or the Newtonian constant. It is not a pure number and 
its value depends upon the choice of units for the other quantities. 
A value of G was first determined in 1778 by the Rev. Nevil Mas- 
kelyne, who observed the deviation from the vertical of a plumb 
line suspended near Mt. Schiehallion in Scotland.* 

Spheres, solid or hollow, attract each other as if the entire mass 
of each were concentrated at its center of mass, f This is not true 

♦For this and other methods, see Po:ynting, “Gravitation,” in Encyclopedia 
Britannica, llth ed. 

t It is said to have taken Newton twenty years to prove this fact. 


GRAVITATION 


ISS 


for bodies having any form other than spherical (see Sec. 71). 
However, if the bodies are small compared to the distance be- 
tween them, it is usually a satisfactory approximation. 

Though not equipped with apparatus sufficiently sensitive to 
verify the law of gravitation in the laboratory, as we are now 
able to do, Newton satisfied himself 
of the universahty of the law by show- 
ing that the gravitational force of the 
earth upon the moon was equal to the 
centripetal force necessary to hold 
the moon in its nearly circular orbit 
aroimd the earth. Astronomers foimd 
that it accounted satisfactorily for 
the motions of the planets about the 
sun (except in the case of Mercury) ; 
and by its means Leverrier and Adams 
predicted and located the planet Nep- 
tune where it was subsequently dis- 
covered. 



(top vmw) 



Fig. 112. Cavendish’s Experi- 
ment 


123. Cavendish’s experiment. Henry 
Cavendish, first director of the physics 
laboratory at the University of Cam- 
bridge, England, in 1798 made the first 
successful laboratory determination of 
G. His method, with later improve- 
ments, is substantially as follows. 

Two equal spheres of platinum, mi 
and Ui (masses of about 1 gm each), are mounted at the ends of 
a light rod (about 2.5 cm long) which carries at its center a small 
mirror M (Fig. 112). This rod is suspended by a fine quartz fiber 
/ from a bracket so as to hang symmetrically between two equal 
lead spheres m 2 and m (masses of about 3 kg each) . 

When the lead balls are shifted from positions m 2 , to dotted 
positions m%, n/, the gravitational attractions of the lead balls 
for the platinum balls change sides, so that the torque is changed 
from clockwise to counterclockwise and the suspended system 
is turned through a small angle into the dotted position. The angle 
may be measured with great precision by observing the displace- 
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ment along a scale of a spot of light reflected from the 
mirror M. 

From the value of this angle, the torsional constant of the fiber, 
the masses and the dimensions of the apparatus, the gravitational 
attraction of a lead ball for a platinum ball can be computed, 
and the constant G foimd. 

The latest determination of G was made in 1930 at the U.S. 
Bureau of Standards by Dr. Paul R. Heyl, who finds 

G = 6.670 X lO”® cm® gm“^ sec~^ 
when cgs units are used. 

124. Einstein’s law of universal gravitation. Time and distance 
are such familiar concepts that Galileo and Newton based their 
mechanics implicitly upon the popular idea that these and mass are 
quantities absolute and independent in nature. But in 1905, at the 
University of Berlin, Albert Einstein, in endeavoring to explain the 
negative result of the Michelson-Morley experiment (Sec. 626), 
was led to question and discard that time-honored assumption. 

Showing that length, mass, and time are related and, that their 
values depend upon the circumstances under which they are meas- 
ured, Einstein succeeded in giving a rational explanation of the 
Michelson-Morley experiment and evolved his General Theory of 
Relativity, the publication of which, in 1915, marked the beginning 
of a new epoch in scientific thinking. 

Einstein's law of gravitation, one of the consequences of his the- 
ory of relativity, is more general than Newton’s and accounts for 
the previously anomalous motion of the planet Mercury. But 
for its elucidation it requires mathematics quite beyond the scope 
of the usual college course; and its final expression, in six differen- 
tial equations, is much less simple than that of Newton’s. Conse- 
quently, Newton’s law, which is a special case of Einstein’s and is 
sufficiently accurate except in the case of a body moving with high 
velocity in a strong gravitational field, will continue to be gen- 
erally used. 

126. Variation of g. Consider a body of mass mi on or above 
the surface of the earth (mass m 2 ), and let r be its distance from 
the center of the earth. Then neglecting the effect of the earth’s 
rotation, the weight of the body .is approximately the gravita- 
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tional attraction of the earth for it. That is 
weight = F = G 

But the weight of a body gives to it the acceleration g. Conse- 
quently by Newton’s second law of motion 

F = rriig. 

Hence rn^g 

WTience g = G^^- 

This value of g is what it would be at the distance r from the 
center of a perfectly homogeneous spherical earth which was not 
rotating. In that case it is seen that outside the earth the accd- 
eration of gravitation of the earth varies inversely as the square 
of the distance from the center of mass of the earth to the center 
of mass of the other body, if that body also is a homogeneous 
sphere; otherwise this distance would be approximately correct. 

For this reason, g at the equator is less than it is at the poles, 
since the earth’s equatorial radius is greater than its polar radius; 
and the value of g at any place depends upon its elevation above 
mean sea level. 

On account of the earth’s rotation, bodies at all places except 
the poles tend to fly off along a tangent. This gives the effect of a 
small acceleration (3.36 cm/sec^ at the equator) opposed to gravi- 
tation, which obviously depends upon the latitude of the place in 
question. 

Helmert has given the following formula for g, which gives 
values that check closely with experiment: 

g = 980.616 — 2.5928 cos 2X 0.0069 cos® 2X 

- 0.0003086 H (133) 

where X is the latitude and H is the altitude in meters. 

However, the density of the earth is not uniform, and where its 
denser constituents such as iron are near the surface, the value of 
g is greater than is given by Eq. (133). Where the greatest preci- 
sion is required, g is determined by pendulum experiments. 
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Values op Acceleration of Gravity at Various Places 

Value of g in cm/sec^ 

Jrlace 

980.66c> 

Standard, or Normal, 978.039 

At Equator (sea level), 980.616 

At 45® (“ “ )’ .^45 983.217 

At Pole (sea level), .goo ‘ ’ ’ ; " , a ; 980.080 

At Washington, D.C. (Bureau of Standards)^ 980.092 

At Washington, D.C. (C. and G. S.) 

At Potsdam, Germany (old basic value) ^ 

^ Heyl and Cook, Bureau of Standards. Research Paper, o. 

126. Gravity and gravitation. We have defined the force of 
gravity, or weight, of a body as the force with which the body is 
pulled toward the earth as measured by a spring balance. _ T 
Luld clearly include the effect of centrifugal force due to the 
earth’s rotation. Gravitation, on the other hand, is the attraction 
alone of the earth for the body, in accord with Newton s general 
law, and does not include the effect of centrifugal force. 

127. Gravitation inside a homogeneous sphere. It may readily 
be shown from the law of universal gravitation that inside a 
homogeneous hollow sphere the gravitational orce ue o e 

^^From this fact, the rather surprising result may he deduced 
that within a homogeneous solid sphere the force of gravitation 
varies directly as the distance from the center. 

EQUILIBRIUM UNDER GRAVITY 

128. Stability. Most structures (houses, automobiles, step- 
ladders, boats, etc.) depend upon the force of gravity to keep them 

f upright. A body is said 
to be stable when it is 
not easily overturned. 
Stability is measured by 
the worl^^^^e^mred to 

^ overturn i|he body,.. ■' 

Fig. 113 . States of Equilibrium It is customafy to dis- 

tinguish three states of equilibrium (usually also rest) under the 
action of gravity (Fig. 113) ; - S'Vx 

1. A body is said to be in stable equiUbrium when„^^Any 
small overturning motion, it tends to return to its fonner posi- 
tion; e.g., a cone standing on its base. Its potential energy is a 
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mlnimtim, for any overturning motion raises its center of gravity. 

2. A body is said to be in neutral, or indifferent, equilibrium 
when it remains in any position in which it is placed; e.g., a cone 
lying on an element of its conical surface. Its potential energy is 
the same in all positions, for the height of its center of gravity 
remains unchanged. 

3. A body is said to be in imstable equilibrium when, after any 
small overturning motion, it tends 
to move away from its position of 
equilibrium; e.g., a cone standing on 
its apex. Its potential energy is a 
maximum, for any motion lowers its 
center of gravity. 

129. Criterion of stability. A 
body will be in a condition of stable 

equilibrium provided the line of action of the resultant of the 

forces upon it falls within its base, 
and any motion tends to raise its 
center of gravity. 

A dam, for example, will not over- 
turn so long as the resultant of its 
weight and the force of the water 
does not fall beyond the base of the 
dam. For safety, however, engineers 
specify that the resultant R must 
fall within the middle third of the 
base. (See Fig. 114.) 

130. Banked curves (supereleva- 
tion). Railroad and highway curves 
afford other illustrations of this prin- 
ciple of stability. 

In order for a car (Fig. 115) to 
negotiate a curve at legal speed, a 
centripetal force must be provided 
sufficient to overcome the tendency of the car, due to its inertia, 
to continue in a straight line and fly off the curve on a tangent. 

If the legal speed for which the road is designed is v and its 
radius is r, we know that the centripetal acceleration Oo necessary 
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to keep the car from flying off the curve is (from Sec. 60), 


do 


and the centripetal force F required is, by Newton’s second law, 

V — T\/t^ _ (provided absolute or B.E. 

F - Mao- M- 


and must be suppUed by the friction of the roadbed against the 
tires. 

The inertial reaction, or centrifugal force F', which acts at the 
center of gravity of the car, is equal and opposite to F, and these r 
form a couple which on a level road tends to overturn the car. In 
addition, if the friction is not sufficient to keep the car on the 
curve, there will be skidding. 

If the resultant R of F' and the weight W of the car falls outside 
the base, as is shown in Fig. 115a, the car will overturn; and even 
for smaller values of F' there is a tendency to smash the wheels. 

All these difficulties are avoided if the roadbed is banked, or 
superelevated, at such an angle d that R is perpendicular to the 
roadbed at the midpoint between the wheels, as in Fig. 115b, 

In that case, R has no component parallel to the roadbed, and 
hence there is no tendency to skid or overturn. 

To express this condition mathematically, we observe that, 
since R is perpendicular to the roadbed and W is perpendiculsir to 
the horizontal, the angle between R and W equals the angle 6 
at which the road is banked. Hence, from the figure. 


tan 9 



M- 

r 


Mg rg 


(134) 


where it was necessary to express W in absolute units since F' was 
already so expressed. 

At any speed other than that for which the road was designed, 
there will be some tendency to skid and overturn, but overturning 
wiU not take place unless J? falls outside the wheel base. 


131. Criterion of floating stability. Whether a floating body 
wi^ right itself or overturn after being tipped from an upright 
position depends upon the relative positions of its center of grav- 
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ity G and its metacenter M (Fig. 116 ). The metacenter is the 
point where a vertical Hne through the center of buoyancy B cuts 
the center line of the ves- 
sel. The center of buoy- 
ancy B is the center of 
gravity of the displaced 
fluid. 

If M is above G, as in 
Fig. 116 a, the weight W 
and the force pf buoyancy Stability 

F constitute a couple tending to right the vessel. 

On the other hand, if M is below G, as in Fig. 116 b, this couple 
tends to make the vessel capsize. 

Since ballast or a heavy keel lowers G, it increases the stability 
of the boat. 

PROBLEMS 

1. At what angle must a railroad curve of 500-ft radius be banked so that 
the reactions on the rails will be equal for a train speed of 60 mph? 

2. If the radius of a curve is 300 ft, at what angle should it be banked in 
order that a car traveling 54 mph will have no tendency to skid? 

3. An automobile having a mass of 2000 lb goes around a curve of 200-ft 
radius at a speed of 30 mph. Find the centrifugal force. At what angle must 
the curve be banked so that the car will not tend to skid? 

4. What is the greatest speed a car can make without skidding on a level 
curve of 100-ft radius, if the coefficient of friction of rubber on road is 0.6? 

5. A highway curve of 200-ft radius is banked 34° 10'. What is the maximum 
. in miles per horn* that a car may make without tendency to skid? 

[6^ At what height above the surface of the earth would a body weigh 1/3 
$ch as at the surface? (Radius of earth — 4000 mi.) 

/^hat is the acceleration of Martian gravity if the mass of Mars is 1/9 
'feat of ihe earth and its diameter is 4000 mi, the diameter of the earth being 
taken as ^000 mi? 

8. At what distance above the earth would a body weigh half as much as at 
the earth’s Surface, taking the earth’s diameter as 8000 mi? „ 

9. If th^ earth’s equatorial radius is 4000 mi, what must its period of rota- 
ti^Jje in^brder that gravity at the equator may be zero? 

U^K ihe moon’s mass is 1/80 the mass of the earth and its diameter 1/4 
the earth, how much would a man ^weigh on the moon who weighs 150 
lb on the earth? 


CHAPTER IX 


MACHINES 

132. A machine is any device for transmitting or transforming 
energy. 

However complicated a purely mechanical machine may he, 
such as a printing press or a harvester, it may be resolved into 
not more than six simple, or elementary, machines (sometimes 
incorrectly called mechanical powers). These are: 

1. Lever 

(a) Wheel and axle. 

2. Inchned plane 

(a) Screw 

(b) Wedge. 

3. Pulleys. 

The lever, the inclined plane, and the pulleys are the fundamen- 
ial machines, the others being special cases of these. 

133. Actual mechamcal advantage. When we use a machine — 
say, a claw hammer to draw a nail, or a jack to lift a car — we do 
so because there is some advantage in that way of doing the job. 
In order that we may compare different machines as to their use- 
fulness for a given purpose, the term actual mechanical advantage 
is defined as the ratio of the useful force got out of the machine 
to the force Fi applied to (or put into) the machine. Algebraically, 

Actual mechanical advantage = ^rce i^^^ ^ W' 

It is important to note carefully the distinction between me- 
chanical advantage and efficiency. By Eq. (100) . 

T 7 £c • ^ Work out 

Efficiency = ■ 


Mechanical advantage may be greater than, equal to, or less 
than 1; but efficiency is always a fraction less than 1. 
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134. Ideal mechanical advantage. Since in any actueil machine, 
part of the effort Fi is always required to overcome friction, actual 
mechanical advantage is always less than it would be if the ma- 
chine were ideal, i.e., without friction. 

Consider such an ideal, or frictionless, machine. Its efficiency 
would be 100%, or 1. Let Fi act through the distance Si in the 
direction of Fi ; and let F 2 act through the distance Sa in the 
direction of F 2 . 

Then by Eq. (82), Work in = Fi X Si 
and Work out = Fa X Sa 

<% 

and by Eq. (100), Efficiency s 

work m FiSi 

whence w- (eff-)— • (135a) 

S2 

But by hypothesis the efficiency is 1. 

Therefore for an ideal machine, 

Fa _ Si 
Fi Sa‘ 


Consequently the ideal mechanical advantage of a machine is 
defined as the ratio of the distance Si through which the effort 
acts to the distance Sa through which the resistance acts. 
Algebraically, 


Ideal mechanical advantage = 


Sa* 


But by Eq. (135), 



actual mechanical advantage. 


(136) 


Therefore from Eq. (135a) it will be seen that 

Actual mech. adv. = efficiency X ideal mech. adv. (136a) 

135. The lever. A lever consists usually of a bar, or rod, hav- 
ing a bearing at some point B, called the fulcnun (Fig. 117). 

A force called the effort Fi does work on the lever, which in 
turn does work against the force F? called the resistance, or 
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H* ' — -—H 


a 


/sr 


K-/a- 


l, jf, 


2nd class 



Fig. 117. Three Classes 
of Levers 


load, F 2 ; and the equilibrant E which acts 
at B is called the reaction of the fulcrum. 

Three possible arrangements of effort, ful- 
crum, and resistance at once suggest them- 
selves, and give rise to the three classes of 
levers, as shown in Fig. 117. 

1. In levers of the first class, the fulcrum 
lies between Fi and F 2 ; e.g., the seesaw. 

2. In levers of the second class, hes be- 
tween the fulcrum and Fu e.g., the, wheel- 
barrow. 

3. In levers of the third class, Fi lies be- ' 
tween the fulcrum and F^, e.g., the forearm. 

136. Mechanical advantage of the lever. 
Consider any lever such as the bent lever, or 
bell crank, of Fig. 118. Let Fi and Fi be kept 
perpendicular to h and U, respectively. Then 
when Fi turns the lever through the angle d, 


the distance through which Fi acts is Si = hd 


and the distance through which Fi is overcome is S 2 = 4^- 


Hence 

ideal mechanical advantage 

_ £1 _ li 

Si lid li 

and 

actual mechanical advantage 

^^=(efr.)|. (137) 

Hence, the law of the lever is that the 
effort and the resistance are inversely 
proportional to their lever arms, if fric- 
tion is neglected. 

The same result may be obtained by 
employing the principle of work. . 



Fig. 118 . Bent Lever, or 
Bell Crank 


137. The wheel and axle consists of two cylinders rigidly fas- 
tened together so as to turn about the same axis, or bearing, B. 
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The effort Fi unwinds a cord from the circum- 
ference of the larger, causing the load F 2 to be 
moved by the other cord winding on to the 
small cylinder at A. (See Fig. 119.) 

If we think of a slice through the device as 
shown by the dotted lines, the remainder of 
both cylinders being removed, Fi would still 
balance Fa, and we should have a lever ABC 
of the first class. 

As the cylinders turn, other strips of the 
cylinders take up the position ABC, so that 
' the wheel and axle is just a continuously acting Fig. ii 9. Wheel and 
lever of the first class. Its mechanical advan- 
tage, determined as in the preceding section, is therefore; 

I* 

Actual mechanical advantage = ~ = (eff.)-^ • (138) 

jTi rs 



138 . The inclined plane presents two cases. 

Case I: When the effort Fi is parallel to the incline (Fig. 120a). 



Using the principle of work, when the body is moved from A 
to B: 

Work put in by Fi = Fi X i X 1 
Work out against F^ — F^ x I X cos 6 
= Fi xh. 


From Eq. (100) 

Work out = efficiency X work in 
Fih = (eff.)Fil 

F‘ I 

whence Actual mechanical advantage = ^ = (eff-)^- 


( 139 ) 
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Case II: When the effort (Fi) is parallel to the base of the right 
triangle of which the incline is the hypotenuse (Fig. 120fc). In this 
case, 

Work in = Fi X I X cos 4> = Pih 
Work out = Fi X I X cos d = Fsh 


and by Eq. (100), 

, Ffi = (eff.) F^b 

whence 

Fo h 

Actual mechanical advantage = = (eff.) (140) 

139. The screw. A screw thread, or helix, is equivalent to an 
inclined plane wrapped around a cylinder. The pitch p of a screw 

is defined as the distance between corre- 
sponding points on consecutive threads. 
The lead I is the axial distance the screw 
advances through the nut for one complete 
tum of the screw with respect to the nut. 
Hence I will equal p, 2p, 3p, etc., accord- 
ing as the screw has a single, double, 
triple, etc., thread. 

To find the mechanical advantage of a 
screw, consider the jack-screw of Fig. 121. 
The effort Fi acts in a horizontal plane 
and at right angles to a lever arm r. In 
one complete turn, Fi acts around the 
circumference (= 2'jrr); and at the same time Fi is lifted a dis- 
tance which is the lead I that the screw advances out of the nut. 
Hence, 

Work in = Fi X 2Tr x 1 
Work out — Fi X I X 1. 

ByEq. (100), 

Workout = (eff.) X work in 
Fit ^ (eff.) Fii2irr) 

whence 

Actual mechanical advantage = ^ = (eff.) • (141) 

1 1 t 

The ideal mechanical advantage of screws may be very great, 
say 1200 or more. However, their eflficiency is usually small, since, 
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to be of service, the friction must be so great that the screw is 
self-locking; i.e., it will not run down under the load when the 
effort is removed. 


140. Efficiency of self-locking machines. Consider the case of 
a body which is just on the point of sliding down an inclined plane 


(Fig. 122). The force tending to 
make it slide down is the component 
of its weight parallel to the plane; 




that is. 



r7 

F 2 sin 6. 

Since it does not slide, the friction 

1 

V 


/ must be at least as great as that 
component; hence. 

Fig. 122 



,,,, , f — Fi sin 6. 

Consequently, when the body is pushed up the plane by Fi, 

Work put in by Fi = Fi x i X 1 

Work done against x I X cos (j> = Fih. 

If the friction is the same for upward as for downward motion, 

Work done against / = f xl x 1 = FaZ sin 0 = F-ih. 


Assuming conservation of energy, 

FJ = F.h + F 2 h = 2Fnh 

and hence 

F-i I 

Actual mechanical advantage = ^ = 

But by Eq. (139), 

Ideal mechanical advantage = ^ 
and by Eq. (136), 

. _ Actual mechanical advantage 

ciency — mechanical advantage 

" L 

-y = 1 = 50%. 

. ■■ h ' 
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Hence, if friction is the same for upward as for downward mo- 
tion, the self-locking inclined plane cannot have an efSciency 
greater than 50%. The same argument may be applied to any 

type of machine. Wedges, jackscrews, and 

differential pulleys sire self-locking. 

Fig. 123. Printer’s 141. Wedges. The wedge is another special 
Quoins inclined plane, and hence its theo- 

retical mechanical advantages would be the same as for the in- 
clined plane. Friction is usually so great in the case of wedges 
and the direction of the load is 
so uncertain that a computed 
mechanical advantage is of little 
value. 

Nevertheless, wedges are of 
great usefulness in the arts. Often 
two wedges are used with the 
two inclined faces together, as in 
the case of the “quoins” in Fig. 

123 with which a printer clamps 
up his type before placing it in 
the press. 

142. Pulleys. A pulley consists 
of a grooved wheel, or sheave, 
free to turn on a pin which is 
fastened in a yoke that carries 
two hooks, as shown in Fig. 124. 

The whole device is often called 
a “block” and may carry any 
number of wheels. 

A single fixed pulley block— 
the wheel, of course, being free to 
tmm — ^merely changes the direc- 
tion of the applied force. 

When two blocks are used, each 
containing several sheaves, the 
mechanical advantage of the “block and tackle” will depend 
upon whether the fast end of the rope is tied to the one Block 
or to the other. The type of block shown in Fig. 124 is not used 



Fig. 124. Pulley Systems 
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practically, but it is drawn here so that all the rope segments may 
be seen. 


143. Two-block systems of pulleys are best illustrated by two 

cases. 

Case I: When the rope is tied to the hook of the upper block (Fig. 
124a). Here it is seen that in order to raise the load a distance s^, 
the lower block must be raised a distance S 2 ; hence all six ropes 
that support the lower block must be shortened by the amount 
Si. The entire amount of this shortening must be taken up by Fi, 
which must therefore act through a distance 6 s 2 . That is. 

Si = 6 s2. 


Hence, by Eq. (136), 


Ideal mechanical advantage 


S‘l 


6si 

Si 


= 6 


which is the number of rope segments that support the load. 

Case II: When the rope is tied to the hook of the lower block (Fig. 
124b). 

By the same reasoning as above, we have in this case: 

Si = 7 s 2 and hence, by Eq. (136) 


Ideal mechanical advantage 


£1 

Si 


Tsi 

Si 


= 7 


which again is the number of rope segments that sup- 
port the load. 

Hence we may state the general law : The ideal 
mechanical advantage of a two-block system of pulleys 
is equal to the number of rope segments that support 
the load. 





144. The differential pulley system (Fig. 125) is a 
combination of a wheel and axle with a movable pulley. 
The radius ri of the wheel Mi is only slightly greater 
than the radius ri of the axle M 2 . Mi and M 2 are 



A 


Fig. 125. 

Differen- 


rigidly fastened together and turn* on the same shaft. 

The movable pulley N is cenried by a continuous chain 

whose links fit into depressions in Mi and Mi so that there is no 

slipping. 
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When the wheel and axle make one complete turn clockwise, 
a length of chain 27 rri winds onto Mi at the left side, while a 
length winds off M 2 at the right side. 

The length of the loop carrying N therefore decreases hy the 
amount 25 rri — 27rr2; but as N always divides this into two equal 
parts, the load F 2 is raised only (27rri — 2 -Kr^l 2 . At the same time, 
Fi acts through the distance 27rri. 

By Eq. (100), 

Work out = efficiency X work in 
F.Xrn - Trrs) = (eff.) FXI'kTi) 

■whence 

F^y 2r 

Actual mechanical advantage s -^ = (eff.) — (142) 

Jti ri — r2 

145. Toothed gearing. This method of transmitting energy 
from one part of a machine system to another affords a mechani- 



(a) (6) 

Fig. 126 . Internal and External Gears 


cal advantage, while at the same time the teeth assure a positive 
drive, i.e., no slipping. 

Consider a pair of toothed gears A and B. They will rotate in 
the same or in opposite directions according as they engage in- 
ternally (Fig. 126a) or externally (Fig. 126b). 

Let 5a be the torque applied by A, and 5b the torque delivered 
by B. Also let Na and iVs he the rotational speeds of A and B, 
respectively in rpm. 

Then, in 1 minute: 

The angle turned through by A is 6 a = 27rWx rdn 
The angle turned through by B is 63 - 2vWb rdn 


MACHINES 


171 


and by Sec. 77, 

Work done by A, i.e., work in = SaSa — 3A(27riV4) 

and 


Work done by B, i.e., work out = ‘Sb^b = 3s(2fl-Ws). 


Since 

whence 


Work out = efficiency X work in 
U2^Nb) = (eff.) 3A(2:rWA) 


Actual mechanical advantage = — = (eff.) 

3a 


Mb' 


(a) 


Let T A and Tb be the number of teeth on A and B, respectively; 
and let va and rs be the radii of their pitch circles. By pitch circles 
are meant imaginary circles (on the gears) which roll on each other 
without slipping as the gears turn. 

In order that gears may operate smoothly, the width of a tooth 
of one at the pitch circle must equal the width of the space on the 
other, and vice versa. Hence, the width of a tooth and a space on 
A must equal the width of a space and a tooth on B at the pitch 
circles. 

CaU the width of a tooth and a space at the pitch circle s p. 


Then 


the circumference of pitch circle of A is 2irrA = pT a (b) 

and 

the circumference of pitch circle of B is 2irrB = pTs- (c) 
Also, the linear speed of any point on pitch circle of A is 
Va = 27rrANA = NapTa 


and the linear speed of any point on pitch circle of B is 
Vb — 2'n'rBNs ~ N BpT B‘ 


Since there is no slipping. 


Therefore 


Va = Vb. 

1 % 


2irrANA — 2TrrBNB 

(d) 

NapTa = NbpTb. 

(e) 


and 
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From Eqs. (a), (d), and (e), 

Ideal mechanical advantage 


Na 

Nb 


h 

Ta 


h 

Ta 


(143) 


FOLLOWER 



Fig, 127. Belted Wheels 


146. Power transmitted by belts. By analysis precisely similar 
to the preceding, it is found that the mechanical advantage and 

relative speeds for belted wheels 
also are given by Eq. (143). 

To find an expression for the 
power transmitted by a belt, let 
A be the driven pulley in Fig. 
127. Also let Ta and Ti be the 
tensions on the tight and loose sides, respectively, of the belt, 
and let r be the radius of A. 

Then, from Eq. (60), the torque on pulley A is; 

:i=T,r- T^r = (Ta - Ti)r. 

By Eq. (83), the energy transmitted in 1 sec is: 

1^ = 3co = (Ta - Ti)m. 

But by Eq. (35), = V, the hnear speed of a point on the rim 

of wheel A, which is also the linear speed of the belt if there is no 
shpping. And since power P is work, or energy, per unit time. 


P = {T^- Ti)V 


(144) 


where P is in ergs /sec when cgs units are used. 

If Ta and Ti are in lb force, r in ft, and N in rpm, then V = lirrN, 
and Eq. (144) becomes: 


P = 


2irrN{T^ - Ti) 

33,000 


PROBLEMS 


hp. 


(145) 


1. How may a 16-ft scantling be used as a lever so that a force of 50 lb may 
lift a body that weighs 800 lb? 

2. If the doubletree on a wagon is 42 in. long, where must it be attached to 
the wagon in order that a colt may pull half as much as a horse? 

3. A hiker carries a bag weighing 8 Ib by means of a stick 30 in. long over 
his shoulder. If it rests on his shoulder at a point 10 in. from the bag, what is 
the force on his shoulder? 
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4. A boy capable of exerting a force of 40 lb wishes to get a 200-lb block of 
ice into a wagon 2.5 ft high by using an inclined plane. What is the shortest 
board that will serve his purpose if friction is neglected? 

6. The great stones of the Pyramids are supposed to have been drawn up on 
inclined planes. How many men, each capable of exerting 100 lb force, would 
be required to haul a 9-ton block up an incline 300 ft long and 40 ft high, if by 
rollers the efficiency were 30%? 

6. A weight of 300 lb is to be lifted by a windlass (wheel and axle). If the 
diameter of the axle is 6 in. and the crank is 15 in. long, what force must be ap- 
plied at the end of the crank if the efficiency is 60%.^ 

7. A safe waghing 800 lb is to be lifted by a force of 120 lb. What is the 
smallest number of pulleys by which this may be done (same number in each 
block)? Sketch the arrangement. 

8. Using two blocks having the same number of pulleys, what is the smallest 
number in each that will enable a piano weighing 650 lb to be lifted by a force of 
150 lb? Sketch the system. 

9. If the efficiency of a jackscrew is 30%, what is the greatest load that can 
be lifted by a force of 60 lb if the pitch of the screw is 1 /7 in, and the turning bar 
is 2 ft long? What is the ideal mechanical advantage? What is the actual me- 
chanical advantage? 

10. A jackscrew has a pitch of 0.1 in. If the efficiency is 20%, what length of 
turning rod must be used to enable a force of 50 lb to lift a body weighing 
15,000 lb? 

11. Two shafts are connected by gears having 20 and 90 teeth respectively. 
If the speed of the first shaft is 120 rpm, what is the speed of the second shaft? 

12. An engine fly-wheel 4 ft in diameter makes 250 rpin and is belt connected 
to a pulley 2.5 ft in diameter on a line shaft. What is the speed of the line shaft? 

13. A table saw must run at 3000 rpm and requires a 3-hp motor which runs 
at 3600 rpm. If the pulley on the saw mandrel is 4 in. in diameter, what must 
be the diameter of the pulley on the motor shaft, allowing 8% for slip? If the 
efficiency of transmission is 90%, what is the difference in the tensions on the 
two sides of the belt? 
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147. The simple pendulum. A casual observation of Galileo’s 
in 1583, while at prayer in the Cathedral of Pisa, is the basis of 
most of Gur measurements of time. A large swinging lamp 
vibrated in what seemed to him equal intervals of time. He 
then designed the first pendulum clock; but the invention of this 
indispensable accuser is commonly accredited to the Dutch 
physicist, Christian Huyghens, who fifteen years later “invented” 
the same device. 

It is often said that Galileo discovered the “isochronism” of the 
pendulum. This is not quite correct, for we do not know yet that 
a pendulum beats equal intervals of time. What he really did 
was to define as equal the time intervals of successive swings of a 
pendulum when the amplitude is small. We accept his definition, 
and computations and conclusions based upon it invariably check 
with other phenomena such as the period of the earth’s rotation 
or that of an oscillating crystal — but there is 
no way to prove his assumption rigorously. 

A simple pendulmn is defined as a heavy 
particle suspended by a weightless thread. 
A complete vibration is the motion of a pen- 
dulmn from the time it passes any point, 
until it again passes through the same point 
going in the same direction. The period is 
the time required for a complete vibration. 
The phase at any instant is the fraction of 
a complete vibration that has been com- 
pleted up to that instant. The amplitude 
Fig. l28.^^^Stople Pen- jg meiximum distance a particle vibrates 
/ to either side of its position of equilibrium. 

'To derive the expression for the period of a simple pendulum, 
consider a particle of mass of M gm suspended from a fixed axis A 
by a weightless thread of length t cm (Fig. 128). 
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Its weight W is then; 

W = M gm force 
= Mg dynes 

and this can be resolved into components f and / along and per- 
pendicular to I, respectively. 

The force/' clearly has no effect except to keep the thread taut; 
while / produces an acceleration to the right when the displace- 
ment (arc s) is to the left, and vice versa. 

By Newton’s second law, 

/ = Ma. (a) 

But since 6 is clockwise when / is to the right and vice versa, 

f = —W sin 0 

and for small angles, 

sin 0 = 6 rdn 


so that for angles less than 4.5° 

But 

f=-W6. 


0 = j rdn. 

Therefore 

11* 

1 


Equating / from Eqs. (a) and (b), 

Ma = -Mgj 


a= 


(h) 


(c) 


Since gr and I are constant, Eq. (c) states that the acceleration 
is proportional to the displacement and in the opposite direction, 
as is indicated by the (—) sign. 

Hence, for very small angles, the simple pendulum has approxi- 
mately simple harmonic motion (Sec. 35). 
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For shm, 

a = (d) 

Therefore, by Eqs. (c) and (d). 


By Eq. (43), 
Therefore, 


The result is obviously true for both cgs and fps units. 

For amplitudes (i.e., arc s or angle 6) less than 4.5°, the angle 
expressed in radians equals its sine to one part in a thousand ; and 
Eq. (146) gives T with the corresponding accuracy. 

The following more accurate expression, 

r = 2x4/^(l+isin==| + - . •) (147) 

where 6 is the amplitude in radians, permits the effect of amplitude 
to be taken into account when necessary.* 

148. The compound, or physical, pendulum. Since the simple 
pendulum is an ideal affair that cannot be actually realized, it is 
necessary to employ other types. 

Any extended body, suspended so as to vibrate about a hori- 
zontal axis under the action of gravity, is called a compound, or 
physical, pendulum. 

* For derivation, see A. G. Webster’s Dynamics (New York, G. E. Stechert & Co.), 
P-48. 


s = —uH 




. 9 


“ * /f • 


T = 


27r 


2tr 


T = 


T = 27rA/t 
9 


(146) 
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To compute the period of such a pendulum, let AGP be any 
such body with axis at A and center of gravity at G (Fig. 129). 
The weight acting at G is: 


W = M gm force 
= Mg dynes 

and this produces a clockwise torque 3 such 
that 

3 = —Wx — —Mgh sin B 

the — indicating that the torque is clockwise 
* when 0 is +, and vice versa. 

By Newton’s second law for rotation, 
Eq. (65), 



3 = Ja provided absolute or B.E. 

units are used. 


Fig 129. Compound 
Pendulum 


and for angles less than 4.5°, 


Therefore, 


sin 0 = e rdn. 


I a = —MghB 



Mgh 1 1 is a constant for any given pendulum; hence, provided 
the amplitude is small, the body has approximately angular shm, 
by Eq. (47). 

From Sec. 36, 


and 



for this case 



From Eq. (46), 


so that 



(148) 
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where 1 is the moment of inertia about the axis of suspension, 
and h is the distance from the axis of suspension to the center of 
gravity. 

The point A is often (somewhat inaccurately) called the center 
of suspension. If the pendulum is reversed, another point P can 
be found such that if the pendulum oscillates about an axis 
through P parallel to the former axis through A, the period will 
be the same as for the axis through A. 

The point P is called the center of oscillation. 

If a body, suspended as in Fig. 129, is struck at different points, 
there will be a reaction upon the axis due to the blow, different 
in general for each different point struck. That point at which, if 
the body is struck, there will be no reaction on the axis due to the 
blow, is called the center of percussion. Obviously a baseball 
should strike the bat at the center of percussion in order not to jar 
the batter’s hands. 

It may be shown both mathematically and experimentally that 
the center of percussion is the same point as the center of oscilla- 
tion. The center of suspension, the center of gravity, and the cen- 
ter of oscillation lie in a straight line. 

The equivalent simple pendulum of a given compound pendu- 
lum is the simple pendulum which has the same period as the given 
compound pendulum. 

Equating the periods of the simple and compound pendulums 
as given by Eqs. (146) and (148), respectively, we have: 

T * * 2 ,|/ ^ 

whence 



which is the required length of the equivalent simple pendulum 
for the compound pendulum having I, M, and h. 

149, Kater’s pendulum. In the deduction of the position of the 
center of oscillation, the surprising fact comes out that the dis- 
tance from the center of suspension to the center of oscillation 
equals the length of the equivalent simple pendulum. In 1818 
Captain Kater utilized this fact to determine the length of the 
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equivalent simple pendulum, by attaching to the compound 
pendulum two knife edges, one of which was adjustable. When 
adjusted so that the period of the pendulum is the same about 
both knife edges, the distance between the edges 
is the length of the equivalent simple pendulmn. 

Such a pendulum is known as Kater’s pendulum. 

160. The torsion pendulum. For obvious rea- 
sons, watches and portable clocks cannot use the 
conapound pendulum. In these the time-dividing 
device is the torsion pendulum. 

A torsion pendulum is a body mounted so that 
it may vibrate about an axis under the action of 
the torque due to the stress in some attached 
body, such as the hair-spring of a watch. 

Let a body be suspended at any point C by an 
elastic fiber 5 from a fixed point A (Fig. 130). 

Let a deflecting torque 3 turn the body through an angle 0. 
Then, provided the elastic limit is not exceeded, 

s = ke 

by Hooke’s law (Sec. 175), where k is the torsional constant. 

As S is twisted, a restoring torque 3' builds up in it, representing 
the tendency of the suspending fiber to untwist; and 3' finally 
equilibrates 3. 

Since there is then equihbrium, we have, by Eq. (76), 

S3 = 0, or 3 4- 3' = 0 

and 

3' = -3 = -ke. 

That is, when the deflection is clockwise, the restoring torque 
is counterclockwise, and vice versa. 

But by Newton’s second law, Eq. (65), 

3' = la 

Therefore 

la = —Jtd 

a = -Jd (a) 

where ^/J is constant for a given pendulum. 
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Comparing Eq. (a) with Eq. (45), we see that the suspended 
body has angular shm, for which 



and by Eq. (43), ~ (150) 

y 7 , 

One of the best methods of finding the moment of inertia of an 
irregulsir body is to determine its period when suspended as a tor- 
sion pendulum by a wire of known torsional constant, and then 
to apply Eq. (150). Great care is required to see that the sus- 
pending fiber lies along the axis about which the moment of iner- 
tia is required. 

The torsion pendulum also gives an excellent method for de- 
termining the modulus of rigidity tj of the material of the suspend- 
ing fiber. It may be shown that 

2 / 

(151) 

where 

7} — modulus of rigidity of the material of the wire, or fiber; 

I = length of the suspending wire; 

r = radius of wire; and 

k = torsional constant of wire. 

161. Foucault’s pendulum experiment. When Copernicus pub- 
lished in 1543 his theory that the earth rotates on its axis, he did 
so because this gave a much simpler explanation of the apparent 
motions of the heavenly bodies than was given by the older Ptol- 
emaic theory of a stationary eeurth and rotating heavens. 

The first public experimental demonstration of the earth’s 
rotation was given by Jean Bernard Leon Foucault in 1851. 

* For derivation, see Paul L. Bayley and C. G. Bidwell, Advanced Course in General 
College Physics (New York, The Macmillan Company, 1936), p. 30. 



From the dome of the Pantheon in Paris, he suspended a ball 
weighing about 62 lb by means of a wire some 200 ft long. T his 
pendulum was set in motion without jarring, by burning a string 



Fig. 131. “Appareil construit par M. Leon Foucault au Pantheon, pour la 
dSmonstration du mouvement de rotation de la terre.” (From V Illusiralion, 
Journal Unmrsel, Vol. XVII, No. 423, April 5, 1851, p. 213.) 


with which it had been drawn to one side. Its plane of vibra- 
tion appeared to rotate clockwise, at the rate of about 11° per 
hour. Actually the pendulum vibrated constantly in the same 
plane; the apparent rotation was due to the earth’s motion under 
the pendulum. 

It may be shown that at any point on the earth’s surface the 
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rate of apparent rotation of the plane of vibration of a pendulum 
is: 

w = 15 deg/hr x sin <|!) 

where (j> is the latitude of the place at which the experiment is 
made.* 

162. Resonance. A body or system is said to make free vibra- 
tions when its oscillations are unhampered and uncontrolled by 

any other body or system. When a body 
or system is making free vibrations, the 
period is called its free period ; and the 
frequency, its natural frequency. Thus, 
if a system consisting of a mass sus- 
pended by a hehcal spring from a rigid 
support is stretched vertically and re- 
leased, it will execute free vibrations. 

When a body is compelled to vibrate 
with a frequency other than its natural 
frequency, it is said to make forced 
vibrations. When one pumps water with 
an ordinary prnnp (Fig. 136), the vibra- 
tions of the pump handle are force<i. 
Again, if the stem of a tuning fork (Fig. 
204) is held against a thin table top, the 
latter is forced into vibration at the fre- 
quency of the fork and increases the 
loudness of the sound but decreases its 
duration. In the same way, the sound- 
ing board of a piano is forced to vibrate 
at the different frequencies of the vari- 
ous strings. 

If two pendulums A and B, having the same free period, or 
natural frequency, are suspended from a flexible frame (Fig. 132) 
and A is set swinging, the motion is gradually communicated to 
B through the flexible frame until jB has a tnazimtmi amplitude, 
slightly less than the original amplitude of A s motion; and at 
the same time A comes momentarily to rest. The process is then 

* T* W. Wright, Elements of Mechanics (New York, D. Van Nostrand Company, 
1909 ),. p. 282 . 



dulums 


PENDULUMS 


183 


reversed, B giving back the energy to A ; and so on until the whole 
system comes to rest, all of its energy having been dissipated in 
overcoming the friction of the air and other resistances. Such 
pendulums are called resonance pendulums and are said to be 
in resonance. 

Resonance is the phenomenon of the transference of energy 
from one system to another having the same free period, or nat- 
ural frequency, as the first system. 

If a third pendulum C, having a free period, or natural fre- 
quency, different from that of A, is suspended from the same 
flexible frame, it will be set into a slight, halting motion and will 
absorb very little energy from A. It is not in resonance with A. 
Its vibrations are the result of its own free vibration and the 
vibration forced by A ; it exhibits what later we shall call beats. 

Resonance is often observed in nature. It is exemplified in the 
ringing of a church bell, where the frequency of the pulls on the 
rope must be the same as the natural frequency of the bell as a 
pendiflum. A bridge may be set into vibrations of dangerous mag- 
nitude if its natural frequency is the same as that of the small, reg- 
ular impulses of marching soldiers. One must employ resonance 
in rocking a boat, but the 
practice is strongly discour- 
aged. Tuning a radio re- 
ceiver consists in getting it 
in resonance with the send- 
ing station. Resonance is 
also found in the phenomena 
of sound and light. 

163. The ballistic pendu- 
lum. This device, which is 
much used in measurements 
involving impact, consists of _ _ j _ . 

a heavy body P of mass M 
gm suspended as in Fig. 133 
in order to prevent lateral 
motion. Its use may be illus- 
trated by showing how it serves to determine the velocity of a 
bullet. 
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Fig. 133. Ballistic Pendulum 
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Let the bullet B of mass m gm be fired so as to strike the 
pendulum in line with its center of oscillation with the velocity 

V cm/sec. Both pendulum and bullet then move with a speed 

V cm/sec, the center of mass G describing an arc like HH' with 
horizontal displacement s cm. 

Consider the system consisting of the bullet and the pendulum. 

Momentum of bullet before impact = mv gm-cm/sec 
Momentum of pendulum before impact = 0 

Total momentum of system before impact = mv gm-cm/sec 

Momentum of bullet after impact = mV gm-cm/sec 
Momentum of pendulum after impact = MV gm-cm/sec 
Total momentum of system after impact = mV + MV 

gm-cm/sec. 

By the law of conservation of momentum,* the total momentum 
before impact must equal the total momentum after impact. 

Therefore 

mv — {m + M) V. (a) 

To find the value of V, we note that the work done in raising the 
pendulum and bullet the height h is, by Eq. (89), 

Work = Potential energy = (m + M) g h ergs (b) 

and the kinetic energy of the system after impact was, by Eq. (86) , 

K.E. = i(m -l-M)F2ergs. (c) 

By the law of conservation of energy, f the potential energy at 
the top of swing must equal the kinetic energy at the bottom of 
the swing. Therefore, 

(m + M)gh = i(/n + M)V^ 

V = V2^. (d) 

From the geometry of the figure, 

h = AH — AD = I — Vl^ — s^. (e) 

* Energy is not conserved at this stage, for it is never conserved when heat is gen- 
erated. 

t Momentum is not conserved at this stage. Momentum is never conserved when 
an external force acts on a system— -in this case the pull of the strings and the force 
of gravity. 
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Substituting h in Eq. (d) and then V in Eq. (a), we get: 

^ = UL^l2gil-VF^^)f. ( 152 ) 

PROBLEMS 

/ I. Compute the length of a seconds pendulum (period = 2 sec) for standard 
conditions. 

2. Compute the length of a simple pendulum to make a complete vibration 
in r/2 sec. 

3. Find the period of a meter-stick suspended at one end as a compound 
pendulum. Find the length of its equivalent simple pendulum. 

4. A thin hoop 2 ft in diameter is hung over a pin so that it vibrates in its 
own plane as a pendulum. Find its period. 

5. A pendulum consists of a sphere 5 cm in diameter and having a mass of 
200 gm suspended by a wire 97.5 cm long, 0.1 mm in diameter, and weighing 
1.2 gm. Compute the periods of the pendulum with and without taking the wire 
into account. 

6. A clock pendulum consists of a rod 90 cm long having a mass of 500 gm, 
with its lower end attached at the center of a flat disk 20 cm in diameter and 
weighing 1 kg. Compute the period of the pendulum when suspended at the 
top of the rod and vibrating in the plane of the disk. 

7. A rectangular block of wood 8 X 12 X 3 cm has a mass of 300 gm and is 
suspended by a wire at the center of its 8 X 12 face so as to form a torsion 
pendulum. If its period is 2.4 sec, what is the torsional constant of the wire? 

8. If the wire in the above problem is 0.2 mm in diameter and 30 cm long, 
what is its modulus of ear? 
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164. The hydraulic press consists of a large cylinder C 
(Fig. 134), into which water or oil is pumped by means of a small 
piston from a tank T. The downward force / is distributed over 

the area a of the small piston. 

— tfh. This produces on the enclosed 

liquid a pressure, 



P = 


/ 




1 

.^f 




<hV> 




which, by Pascal’s principle, 
is transmitted to each unit 
area of the large piston. The 
total upward force F of the 
large piston is therefore: 


Fig. 134. Hydraulic Press 


F=pA 

F_A 

f a' 


= tA 

a 


(153) 


With slight modifications this device is used 
as the hydraulic lift, the hydraulic jack, and 
for barbers’ and dentists’ chairs. 


*5 

Pt P2 


1-1 




-1 


155. The siphon is a device for conveying 
a liquid from a higher to a lower level over 
an intervening obstacle by means of atmo- 
spheric pressure and the force of gravity. It 
usually consists of a pipe, or tube, bent to 
the required, shape, the shape having no effect 
upon the theory of its action. 

Consider a particle J (Fig, 135). It will 
move to the right or left according as the pressure to the 
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Fig. 135. Siphon 
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right Pi is greater or less than the pressure to the left p^. 
By Eq. (113), 


Pi = b 
p-i = b 


hiD 

h^D 



where b is the barometric pressure and D is the density of the 
liquid. 

Since 

fh hi, 

b — hiD > b — hiD or pi > pi 

the particle J and all the other particles 
will flow to the right; i.e., from the higher 
water surface to the lower. The direction 
of flow may be altered at will by raising 
either beaker and lowering the other. 

The atmospheric pressure on the higher 
surface of the liquid is necessary to keep 
the tube filled. An air leak in the tube, 
unless extremely small, wiU admit suffi- 
cient air to counterbalance b and stop the 
flow, as may be seen by loosening the 
stopper s. 

156. Lift and force pumps. The two 
most common types of pumps for raising 
liquids differ chiefly in the location of the 
valve 1 ) 2 . In each, when the piston P is 


Fig. 136. Lift Pump 



raised, a partial vacuum is created beneath it 
in the cylinder. Atmospheric pressure b then 
forces water through the strainer s, up the 
pipe, and through the “foot valve” Vi into 
the cylinder. 

The lift pump (Fig. 136) has the valve Vi 
in its piston. On the down stroke Vi closes and 
some of the water passes through Vi and is 
“lifted” out on "the next up stroke. 

The force pump (Fig. 137) has a solid pis- 
ton and its valve »2 is in the delivery pipe. 
On the down stroke ®x closes and part of the 
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water is “forced” up the delivery pipe J. Since atmospheric 
pressure is equivalent to the pressure of a column of water about 
34 ft high, the cylinder cannot he at a height greater than 34 ft 
above the water surface in the reservoir. 

On account of air leakage at the piston packing and elsewhere, 
and vapor pressure (Sec. 287) above the water column, actual 
pumps must have the cylinder within 28 or 30 ft 
of the water surface. 

After the water enters the cylinder, it may 
be lifted or forced to any desired height. 

167. The centrifugal pump. Because of the , 
ease of connecting them to motors and of the 
absence of valves, centrifugal pumps have come 
Fig. 138. Centrifu- into general use not only as pumps for ordinary 
gal Pump liquids, hut also as blowers and exhaust fans 
for blast furnaces, planing mills, vacuum cleaners, etc. 

These pumps consist of a rotor R (Fig. 138) having vanes, radial 
or shaped as shown, and rotating within a housing H. Particles 
within the housing are swept forward by the vanes and acquire a 
high circumferential speed. 

On account of “centrifugal force” (actually, the absence of 
centripetal force necessary to restrain them), these particles fly 
off according to Newton’s first law into the tangential discharge 
pipe D. This raises the pressure in D and leaves a partial vacuum 
around the axis of the rotor. The intake pipe is accordingly con- 
nected at the center as shown by the dotted lines. 

Centrifugal pumps will operate against back pressures as high 
as 25 Ib/in^ but by using several in tandem they may be used 
against any ordinary .head. They are particularly adapted for 
moving large quantities of fluid against comparatively low back 
pressures, as in ventilating systems and wind tunnels. 

168. Air Pumps. All pumps are primarily air pumps, for air 
must be pumped out before another fluid can enter. Thus, the 
ordinary hand pump at a well first pumps the air out of its 
cyhnder and the intake pipe." This reduces the pressure in these, 
and atmospheric pressure on the surface of the liquid outside 
forces it into the pump. 

When used to pump air into a vessel, i.e., to increase the pres- 
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sure above atmospheric, an air pump is often called an air com- 
pressor. The ordinary bicycle or automobile tire pump is an 
example. 

If used to pump air out of a vessel, i.e., to reduce the pressure 
below atmospheric, an air pump is called a vacutun pump. 



169. Rotary, oil-sealed vacumn pump. Pumps of the modern 
type shown in Fig. 139 are very rapid and produce vacuums as 
high as 0.0001 mm of mercury. The 
rotor A is mounted eccentrically on its 
shaft. As it turns, the space H behind 
' it increases in volmne, while the space J 
ahead of it decreases. Hence the air 
ahead of it is compressed until its pres- 
sure is sufficient to lift the ball outlet 
valve L, and the air is expelled through 
the exhaust opening F. When the point 
of contact G between the rotor and its 
housing B passes the intake port E, a 
new volume of air is entrapped ahead 
of the rotor and is compressed and ex- 
pelled as before. The ward C is held 
against the face of the rotor at K by 
the spring S and bell-crank D, and pre- 
vents leakage back from the high-pressure to the low-pressure 

side. The vessel to be 
exhausted is connected 
at V. 

The entire pumping 
mechanism is sub- 
merged in oil, which ef- 
fectually seals it against 
air leaking in. The res- 
ervoir i? has sufficient 
capacity to hold the oil 
which is pushed back 
into , the low-pressure 
side when the pump is shut down, and thereby prevents it from 
passing into the exhausted system. 


Fig. 139a. Oil Sealed Vac- 
uum Pump (Cross-section) 



Fig. 139b. Cenco Hyvac Pump. (Courtesy Cen- 
tral Scientific Co.) 
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Figure 139b shows the pump mounted on a base with its driving 

Electric light bulbs are usually evacuated by pumps of this 
general type. By making connection to the high-pressure side at 
F, this same mechanism is used as a compressor in one type ot 

household refrigerator. 

160. Diffusion, or condensation, pumps. The diffusion pump 
was invented by Gaede, but it is commonly called the Langmuir 

pump after Dr. Irving Langmmr of the 
General Electric Company, who per- 
fected it in this country. 

Originally using mercury, the diffusion 
pump has been found to work as well or 
better with certain organic liquids such 
as butyl phthalate, and with certain oils 
which have very low vapor pressures. 

A. simple form is shown in Fig. 140. 
The pump is made either of glass or of 
steel. 

Heat applied at the base M vaporizes 
the liquid and a jet of its molecules rushes 
out of the nozzle N, driving before it 
the air molecules that diffuse into the 
tube J from the intake D. 

The continuous jet of mercury mole- 
cules serves as an effective barrier against the return of the 
molecules of air toward D and drives them into the outlet tube 
C with such momentum that the pressure there rises to about 0.01 
mm of mercury, at which pressure the air can be removed by a 
backing pump, usually of the oil-sealed rotary type. Some form 
of backing pump is necessary. _ / 

Th.6 mercury YSLpor for the luost purt coiidciises on the irmer 
surface of the long tube J, and the liquid trickles back into the 
boiler through the trap r. ThetubeJ is water-jacketed, as shown. 

Some vapor, however, diffuses back into the system being ex- 
hausted and must be removed by a hquid air trap, if objectionable. 
When properly proportioned this pump is very rapid. With the 
necessary charcoal and liquid air traps and getters, it is used for 



Fig. 140, Diffusion Pump 
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producing the highest attainable vacuums, such as are requwed 
in X-ray tubes, which are of the order of 10“^ mm of mercury. 

HYDRAULIC MOTORS 

161. Water motors. The water motor was one of the earliest 
means of harnessing the available energy of nature. The older 


Fig. 141. Water Wheels 

forms are illustrated in Fig. 141, namely: 

(a) The overshot wheel. 

(b) The undershot wheel. • 

(c) The breast wheel. 

(d) The Pelton wheel. 

Overshot and breast wheels are driven largely by the dead 
weight of the water in their buckets. They have been made as 
large as 100 ft in diameter, and when built of steel and correctly 
designed, their efficiency may 
reach 75%. ' belt pulley " 

The undershot wheel is driven / 
by the impact of a rapid stream "p 
against its vanes, and the effi- 
ciency is very low. 

The Pelton impulse wheel em- 
ploys a nozzle N and a special 
form of bucket whereby the water 
is returned parallel to its original 
direction, and leaves the wheel 
with very little velocity and hence 
with little kinetic energy. 



162. The turbine is the modern Fig. 142. Turbine 

type of water wheel. Though 

built with many modifications of details, it consists essentially of 
a system of “guide vanes” G, fastened rigidly to the housing H 
(Fig. 142). The “moving vanes” of a second system are part of 
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the wheel, or “runner,” R and are curved opposite to the guide 
vanes. The runner is keyed to the vertical shaft S which trans- 
mits the energy to the driven machinery. The lower end of the 
shaft runs on a “step-bearing” B. 

The water enters through the “penstock” P, passes through the 
turbine parallel to the shaft, and discharges through the draft tube 
D into the tailrace T. 

Turbines are made in sizes from 10-hp up to the enormous 
20,000-hp wheels of the Muscle Shoals plant. Their efficiencies are 
as high as 75% to 90%. 

163. Water power. In Fig. 142, the potential energy of the 
water in the flume F with respect to the water in the tailrace T is 
all that might possibly be transformed into useful work by any 
type of water motor. 

Hence the total energy input received by the water wheel per 
minute is, by Eq. (89), 

W= Mh ft-lb 


where M is the number of pounds of water per minute that flow 
through or past the wheel, and h is the average difference of level 
between the water in the flume and that in the tailrace. 
Therefore, 


P = -j- = Mh ft-lb /min 


= HF/i ft-lb /min 

and, since D — 62.5 Ib/ft^ for water, 

P = 62.5 Vh ft-lb/min 

62.5 Vh 
~ 33,000 


by Eq. (108) 


(154) 


where V is the volrnne of water available per minute in cubic feet. 

The useful output power may then be obtained by multiplying 
the input power of Eq. (154) by the efficiency of the wheel. 

More generally, for any fluid, we may find the total input work 
applied to a motor as follows. 

Let C (Fig. 143) be a cylinder fitted with a frictionless piston J 
whose area is A ft*; and let J be moved from Ji to Ja, a distance 
s ft, by a fluid supplied at a constant pressure p Ibs/fff. 
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Then the total force acting on the piston is: 

F = pA lb force 

and the work done on the piston is, by Eq. (82) : 


W = Fs cos 0° = Fs ft-Ib 
= {pA)s. 

But As is the volume 
Fft^ of the fluid required 
to move the piston from 
Ji to Jo. Hence, 



W = pFft-lb (155) 

and the input power is 

W D V 

p^lL =E± ft-lb/sec (156) 


where t sec is the time required for the volume V of fluid to enter 
the cylinder. 

Since frictionless conditions were assumed, Eq. (155) represents 
the total energy supplied to the machine by the fluid. 


PROBLEMS 

1. The diameter of the small piston of a hydraulic jack is 0.5 in., and that 
of the large piston 1.5 in. What load can be lifted by a force of 50 lb if the me- 
chanical advantage of the lever is 8 and the efficiency 40% ? 

2. The hydraulic jack has a small piston 0.4 in. in diameter and a large piston 
2 in. in diameter. If the efficiency is 60% and the mechanical advantage of the 
pump lever is 9, what weight can be lifted by a force of 40 Ih? 

3. On a hydraulic press the diameter of a small piston is 0.5 in. If the force 
applied to this piston is 100 lb, what must be the diameter of the large piston to 
enable the press to exert a total force of 20 tons? 

4. Assuming an efficiency of 45%, what is the maximum load that can be 
lifted by a force of 100 lb with a jackscrew of O.l-in. pitch when a turning bar 
2 ft long is used? What is the theoretical mechanical advantage? What is the 
actual mechanical advantage? 

5. Design a hydraulic jack to lift 15 tons, the small piston being 0.5 in. in 
diameter and having a stroke of 1 in. If the handle gives a mechanical advantage 
of 6 and the force exerted by the hand is 30 lb, how many strokes will be re- 
quired to raise the load 4 in.? 

6. A stream of water 40 ft wide and 6 ft deep flows at an average speed of 
2 mph. If the effective head is 8 ft, what power can be developed by a turbine 
whose efficiency is 70%? 
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7. If the cross section of a stream is 30 ft wide by 8 ft deep and its average 
speed is 2 mph, what power can be developed in using a turbine of 75% efficiency, 
the effective head being 10 ft? 

8. The mean speed of a stream is 1.5 mph. If its cross section is 20 ft wide 
and 3 ft deep, what power can be developed with an available head of 40 ft 
and a turbine whose efficiency is 80% ? 

9. A centrifugal blower delivers 1500 ft^ of air per minute at a gauge pres- 
sure of 0.5 Ib/in^. If the efficiency of the blower is 80%, what must be the 
pow'er of the motor that drives it? 

10, A certain industry requires 229 ft^ of water per minute. If the water is 
delivered at a pressure of 50 Ib/in^ and the efficiency of pump and pipe line is 
75%, what power is required to drive the pump? 


CHAPTER XII 


PRESSURE GAUGES AND DYNAMOMETERS 


164. The pressure gauges on steam boilers, pressure cookers, 
gas tanks, etc., are familiar objects. These are commonly called 
“pressure” or “vacuum” gauges according as they indicate pres- 
sures above or below one standard atmosphere. They are cali- 
brated to read force per rmit area, or the equivalent. Since sev- 
eral gauges depend upon the important prin- 
ciple known as Boyle’s law, we take that up 
at once. 


\l - 76 cm 


L 


t 


165. Boyle’s law. Using the excellent 
method of measuring pressures which Torri- 
celli had devised for his barometer experi- 
ment, Robert Boyle,* thirteen years later 
(1660), discovered how the volume F of a 
given mass of a gas changes when its pres- 
sure P is altered, the temperature being kept 
constant. 

His method was substantially as follows. 

In a J-shaped glass tube (Fig. 144) the mer- 
cury is adjusted at the bend until the tops 
of the two columns are tangent to a hori- 
zontal line XY. 

Since the columns are then the same 
height, they balance each other, and the 
pressure b of the atmosphere on the mercury 
in the open tube is transmitted, according 
to Pascal’s principle (Sec. 100), to the air trapped in the closed 
tube. The pressure on the confined^ air is then one atmosphere 
and its volume is F. 


i 1 


I i 


fl 


■. 11 ] 

- _ 1 ^l^j » 
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Fig. 144. Boyle’s Law 


* Robert Boyle (1627“1691) was a wealthy Irish gentleman who took up his resi- 
dence at Oxford University and carried on his experiments privately. Robert Hooke 
was his assistant. 
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Mercury is then added until the surface C stands 76 cm above 
M. The pressure on the confined air has been doubled and the 
air is found to be compressed to one-half its former volume. 

Similarly, when the pressure is trebled the volume is reduced to 
one-third its original value, and so on. 

Tabulating these results: 


Pressure 

Volume 

b 

V 

2b 

IF 

36 

-w 

He therefore stated the law: At a constant temperature, the 
volume F of a given mass of gas varies inversely as its pressure P. 

Stated algebraically. 

1 if the temperature is con- 
^ p stant. 


F = Cp 

PV = C (157) 

where the value of the constant C will depend upon the mass of 
gas used, its temperature, and the units in which P and V are 
expressed. 

Boyle extended his mercury columns as high as 117 9/16 inches, 
the most convenient place for the experiments being on “a pair 
of stairs.” He foxmd that the law is not exact. It is sufficiently 
accurate, however, for most purposes. In general, gases are more 
compressible than the law requires at moderate pressures, and not 
compressible enough at high pressures. 

166. The open-tube manometer. This type of pressure gauge 
is used generally for pressures from 0.1 cm to 76 cm of mercury 
(Hg). It is coimected at R to the vessel in which the pressure is 
to be measured, and at J it is open to the air. 

The tube is partially filled with a liquid M. For most purposes 
mercury is best because it does not wet the tube, but for very 
low pressures sulphuric acid or colored water is used. 

When the surfaces of the liquid in the two sides of the tube are 
level, the pressure in R is obviously equal to the atmospheric 
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pressure b as indicated by a barometer. In all cases, the columns 
below the dotted line XY balance each other, whether or not their 
areas are equal (by Sec. 99). 

When the liquid stands h cm higher on the side open to the 
atmosphere (Fig. 145a), the pressure is h dm of Hg, say, above at- 
mospheric pressure, for p has to sustain the column h and the pres- 
sure b above it. On the other ^ ^ 

hand, if the liquid stands higher 

on the side connected to R (Fig. ^ ^ 

145b), the atmosphere has to *'| Up 

balance the column h and the I'T ' TI 

pressure p-, hence the pressure p | ! j | 

in the vessel is h cm of Hg less | 1 c 

than atmospheric pressure. | T 1 I ^ 

In both cases, the total or ab- |_i_ 
solute pressure p is expressed by I if 

the relation: I, J I. J 


p = b zizh cm of Hg (158) (a) (b) 

, .11 Fi®- 1^5. Open Manometer 

where the -j- or — is to be used 

according as the mercury on the side open to the atmosphere is 
higher or lower than on the side connected to R. 

If a liquid other than mercury is used, let its density be D. 
Then the height of water equivalent to h cm of the liquid is 

hD cm of water. 

And since the density of Hg is 13.6 times that of water, the same 
pressure is produced by 

h cm of Hg. 

Hence, in general, using any liquid of density D, 

Absolute pressure, p = 6 ± h cm of Hg. (159) 

167. The absolute gauge. In the foregoing, it was seen that to 
find the total, or absolute pressure, one must add the barometric 
height to the reading of an open-tube manometer. 

The necessity of reading the barometer is avoided by using an 


198 


MECHANICS 


absolute gauge. This closed-tube manometer (Fig. 146) is inverted 
and filled with mercury, which is then boiled in the tube to drive 
out the occluded air and water. On setting the 
gauge erect again, the closed tube remains corn- 
fill pletely filled with mercury, which is sustained 

by atmospheric pressure and has its free surface 
at X 

When the pressure in the vessel connected at R 
is sufficiently reduced, the mercury surface at the 
left descends, and the 


T 


i. 


Fig. 146. Ab- 
solute Gauge 


Absolute pressure, p ~ h q cm oi Hg (160). 

where h is the difference in height of the mercury 
columns, and q is the vapor pressure of Hg at the 
temperature at which the experiment is made. At 
20°C, q = 0.001 mm of Hg, which is less than the 
usual error of reading the scale; but at higher temperatures q 
may not be negligible. 

168. The Bourdon gauge. For most engineering purposes 
where an accuracy of 0.1 Ib/in.*^ is sufficient, the Bourdon gauge is 



used. It may be calibrated as either a pressure or a vacuum gauge. 

The action depends upon the well-known fact that when the 
pressure is increased within any body, that body tends to assume 
a spherical form, because for a given surface the sphere has the 


w 
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maximum volume. This is seen when one blows up a paper bag, 
or an elongated toy balloon. 

In the Bourdon gauge (Fig. 147b), the tube J of thin metal has 
an oval cross section B. When pressure is admitted to this tube 
from the reservoir connected at R, the tube 
tends to take a circular cross section (dotted), 
and to straighten out somewhat. 

The end H of the tube is connected by 
links to the segmental gear G, which in turn 
engages a small pinion on the axis carrying 
the hand. As the tube straightens out, the 
' point H moves away from the center and 
the hand moves clockwise over the scale. 

169. The McLeod gauge. This gauge, in- 
vented by H. McLeod in 1874, is used more 
than any other device for measuring pres- 
sures of about 1.5 mm to 0.0001 mm of mer- 
cury. The small bulb was added recently by 
A. H. Pfund and others. 

The vessel to be exhausted is connected 
to the gauge at Q (Fig. 148). The lower 
glass tube H must be about 85 cm long, and 
at its lower end it connects by a long rubber 
tube R to the reservoir of mercury M. 

To take a reading, M is raised and mer- 
cury flows into bulb «i, entrapping the gas 
above the point F. 

Case I. Pressures of about 1.5 nun to 
0.25 nun are read on scale S 2 . The mercury 
is raised until the top of the left column is 
at the index J, and the height /12 at which 
the mercury stands in the capillary CD is 
read on scale 82 - Remembering that the pressure at Q is pi, we 
then have: 

PiVi = Qh -l-pi)»2 

by Boyle ’s law, since (Jh -f pi) is the final pressure in cm of Hg, 
and V 2 is the final volume. 



Gauge 
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Hence, 


Vi 


Vi - Vi 


( 161 ) 


The volumes Vi and «2 are accurately determined before the bulb 
is attached to the rest of the apparatus. Hence the scale Si may 
be laid off to read directly in values of pi, the pressure in the vessel 
being exhausted. 

Case II. For measuring very low pressures, the mercury is 
raised until the surface of the column- in CD stands at the fiducial 
line XY. This compresses the entire volume Vi into the volume Vz 
of the capillary LK, the final pressure being hz cm of Hg. 

We now have: 

piVi = hzVz 

by Boyle’s law as before. 

But, 

Vz = Ahz 

where A is 'the cross-sectional area of the capillary, which was 
determined before assembling. Therefore, 


P\Vi = hz(Ahz) = Ahz^ 

p. = jh,'. 


( 162 ) 


From this relation the value of pi for any value of hz is com- 
puted and the scale Sz may be laid off to read directly in values of 
Pu the pressure in the vacuum system being exhausted. 

POWER DYNAMOMETERS 

The term dynamometer is applied to devices for measuring 
force, but more generally to those used for the measurement of 
power. 

170. The Prony brake. The power output of an engine or motor 
is commonly measured by means of a Prony or some other form of 
friction brake. The Prony blake (Fig. 149) consists of two shoes 
(usually of wood), notched for ventilation, which are pressed 
against a pulley K on the engine shaft <S by the bolts B,B, until 
the engine runs at the desired speed. One shoe is extended to 


PRESSURE GAUGES AND DYNAMOMETERS 


201 


make the brake arm A, which bears upon a knife edge E, which 
in turn is supported by some form of beam or spring balance. 

The drag of the pulley on the brake shoes tends to turn the 
whole brake clockwise, but this torque is balanced by the counter- 
clockwise torque of F on the brake arm. 



Let r cm be the radius of the brake pulley ; N rpm be the angu- 
lar speed of the pulley;/' gm force he the friction of the brake on 
the pulley; / gm force be the tangential force of pulley on brake; 
F gm force be the reaction of the spring or beam balance; and L 
cm be the lever arm o{F. 

Since the total friction is independent of the area of contact, we 
may think of the friction f of the brake on the puUey as taking 
place only over the area of a small projection J on the brake. In 
one revolution, the force / overcomes the friction /' all the way 
around the circumference (27rr). Hence, the work ITi done by the 
pulley in overcoming friction in 1 revolution is: 

Wi = f{2irr) cos B. hy Eq. (82) 

But / is edong the circumference, hence B = 0 and cos B — 1. 

Therefore, the total work Wh done by the pulley in 1 minute is: 

Wn — Nfi2wr) gm-cm. 

Hence the power * P absorbed by the brake is: 

P = 2rNfr gm-cm /min. (a) 

Since the brake has no angular acceleration, it is in equilibrium. 

* Speaking accurately, it is energy that is “absorbed,” i.e., transformed into beat, 
by the brake. 
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Therefore, 

S3 = 0 by Eq. (76), which (if mo- 
ments are taken about the axis of the shaft) gives, 

FL-fr = 0 
or 

fr = FL. (b) 

Substituting the value of /r from Eq. (b) in Bq. (a), we have: 


and at places where g — 
P = 


2irFLN gm-cm/min 

2-kFLN , 

— go — gm-cm/sec 

980 cm/sec^, 

2irFLN (980) 

60 

2tFLN (980) 


(163) 


ergs /sec 

joules /sec 
or watts. 


~ 60 (100 

Similarly, if is in rpm ; F is in lb force ; and L is in ft : 
P = 2tFLN ft-lbs/min 
2tFLN, 


33,000 


hp. 


(164) 


(165) 


PROBLEMS 


1. Sulphuric acid (sp. gr. 1.8) is used in an open manometer attached to a 
vessel. If the acid stands at 56.3 cm on the open side and 39.8 cm on the vessel 
side, when the barometer reads 75.1 cm of Hg, what is the absolute pressure in 
the vessel? 

2. The difference in level of Hg on the two sides of an absolute gauge is 15 
cm. What is the absolute pressure in the vessel to which the gauge is connected 
if the temperature is 19°C? What would an open manometer read at the same 
time if the barometer stands at 74 cm? 

3. In a McLeod gauge a volume of 90 cm is compressed into a tube 1 mm in 
diameter and 8 mm long by a column of Hg 2 cm high. What was the original 
pressure in the bulb in mm of Hg and in baryes? 

4. A diving bell 7 ft high inside is lowered until the top is 30 ft below the 
surface of the water. If the barometer reads 29.5 in. of Hg, how high does the 
water rise in the bell? WTiat air pfessure in the bell would be just sufficient to 
keep out the water? 

6. A bubble rises to the surface from a depth of 30.6 meters. If the atmos- 
pheric pressure is 75 cm of Hg, what will be the relative voliunes of the bubbles 
at the bottom and at the top? 
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6. A motor having a pulley 12 in. in diameter runs at 3000 rpm. What 
power is it developing when the spring balances of a strap brake on it read 
55 lb and 25 lb, respectively? 

7. An engine making 300 rpm is being tested with a Prony brake, the arm 
of which is 4 ft long. If the force on the scale is 143 lb, what power is the engine 
developing? 

8. What power is developed by a motor making 1800 rpm if the Prony brake 
arm is 3 ft and the force on the scale is 132 lb? 

9. The brake arm of a Prony brake is 5 ft long. If the wheel makes 250 rpm 
and the force on the scales is 150 lb, what power is developed by the engine? 


CHAPTER XIII 


ELASTICITY 


171. Elasticity is defined as that property of matter by virtue 
of which it tends to return to its original shape or size after any 
change of shape or size. In general, any change 
f in shape or size is called a deformation. 


172. Strain is the ratio of the change in a quan- 
tity to the original quantity. It is often spoken of 
as the fractional, or percentage change, and is a 
pure number. 

In the case of shear (see Sec. 178), strain is the 
tangent of the angular displacement of a line on 
the body. 

Thus, when a body such as the test piece in 
Fig. 150 sustains a load F, its original length L is 
increased by an amount I which is the deforma- 
tion — ^in this case an elongation. According to the 
definition, the strain is given by the equation: 


L.. 


Strain s 


Change of Length 
Original Length 

^ (a pure number). 


173. Stress. If a plane XY is passed perpendic- 
ular to the test piece at any point (Fig. 150), we 
may think of the part above the plane as holding 
up the part below and the load F by exerting an 
Fig. 150. Test internal force’ upward at the plane. T his is the 
Specimen Cohesion. 

Stress is defined as the internal force per tmit of the area on 
which the force acts. It tends to resist the external load. For the 
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specimen under consideration, 

F 

Stress = ^ dynes/cm^ or Ib/in.^ (167) 

according as cgs or B.E. units are used. 

Engineers use the terms “unit strain” and “unit stress,” re- 
spectively, instead of stress and strain as defined above. 

174. Elastic limit. The maximum stress a substance will bear 
and yet return to its original shape or size when the load is re- 
moved is called its elastic limit. 

If various loads are applied to the specimen and the correspond- 
ing elongations are recorded, it will be found that the specimen 
will return to its original length each time 
the load is removed, up to a certain value 
of the load; but for loads greater than this 
value, the specimen does not return to its 
original length when the load is removed. 

If the stredns and corresponding stresses 
are now computed and used as coordinates, 
a ciuve Hke that in Fig. 151a will be ob- 
tained. It will be found that ordinate CE of the point E, where 
the curve begins to deviate from a straight line, is the stress pro- 
duced by the maximum load from which the specimen recovered 
its original length. 

Therefore, EC represents the elastic limit of the specimen; i.e., 
the maximum stress after which the specimen returned to its 
original size when the load was removed. 

176. Hooke’s law. Since the right triangles of Fig. 151a are 
similar (having an acute angle in common), we have for any 
points H, J, on the straight part of the curve; 

HA JB EG _ 

OA ~ 0B~ OC- 

But HA, JB, and EC axe stresses, and OA, OB, and OC are 
strains. Hence, the curve justifies Hooke’s law; * Up to the elastic 
limit, stresses are proportional to their corresponding strains. 

* Stated by Robert Hooke in 1676. Hooke suggested the use of hairsprings in 
watches (1665). 



0\ A 3 c Unit Strains 

Fig. 151a. Stress-Strain 
Curve for Steel 
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This is the fundamental law of elasticity. A perfectly elastic 
body would obey it exactly. Precise measmements * show that 
for actual substances it is only approximately true; but the ap- 
proximation is sufl&ciently close for all 
practical purposes, such as the deflection 
of girders and the deformation of springs. 

Figure 151b shows the stress-strain 
curve for rubber, which does not obey 
Hooke’s law except for very small 
stresses. 

176. Coefficient of elasticity. From . 
Hooke’s law, stresses y are proportional 
to their corresponding strains x up to 
the elastic limit; i.e.. 



Fig. 151b. Stress-Strain 
Curve for Rubber. (Courtesy 
Dr. E. Guth, Univ. of Notre 
Dame, Ind.) 


or 


kx; k 


y. 

X 


The proportionality factor k is called a coefficient of elasticity. 
It is the slope of the line OE (Fig. 151a) ; i.e., k — tan 6. Or we 
may say: A coefficient of elasticity is the ratio of a stress to its 
corresponding strain. 

There are only two coefficients of elasticity which are independ- 
ent of each other, the volume coefficient and the coefficient of 
shear. All others depend upon these, f 


177. Volume coefficient of elasticity, or bulk modulus, B is the 
ratio of the increase of pressure p to the volume strain vjV which 
it causes. Algebraically, 



(168) 


where V is the original volume and v is the change of volume due 
to the stress p. 

* See article by J. O. Thompson, Science (Sept. 24, 1926). 

t E. G. Coker and L. N. G. Filon, PhotoelastieUy (Cambridge, Eng., The Univer- 
sity Press, 1931), p. 116. 


ELASTICITY 


207 


To determine the volume coefficient of elasticity for a solid, 
the specimen S (Fig. 152) is placed in a very strong vessel V hav- 
ing heavy glass windows, through which its change of dimensions 
may be observed. The vessel is filled with a tremsparent liquid, 
and the hydrostatic pressure, applied by 
a pump, is indicated on the pressure 
gauge P. 

It will be noticed that volume coeffi- 
cient, or bulk modulus, of elasticity 
gives the ratio of stress to strain in cases 
in which there is a chanere of size with- „ ^ . . 

xo « vxxaxxgc ux axx,c wxxxx ^^2. Determination of 

out change of shape. Bulk Modulus 



Fig. 1.53. 


Shear in a Riveted 
Joint 


178. Coefficient of shear, or modulus of rigidity. If the hand is 
placed with the pahn flat upon a stack of cards or a thick book 
lying on a table, by pushing horizontally the rectangular pile may 
be changed into a parallelopiped (each card or page sliding over 
the one beneath). Here we have a change of shape without change 

of volume, since the altitude and the 
area of the base of the original and 
the final objects are the same. 

When an elastic body such as a 
block of jelly or steel is deformed in 
this way, its shape being changed without change of volume, it 
is said to undergo a shearing strain, or shear, and the internal 
forces between parallel layers tending to restore it to its original 
shape are called shearing stresses. The name comes from the 
fact that when a piece of pasteboard, say, is severed by a pair 
of shears (scissors), precisely this kind 
of stress is produced. Also, when a lap- 
riveted joint (Fig. 153) is stretched, the 
two plates tend to shear off the rivet, 
causing the upper haff to slide off the 
lower half. 

Let the rectangular block of Fig. 154 
have its base JKLR fastened to the 
top of the table; and let a force F, uniformly distributed 
over surface PQNM, distort the block into the parallelopiped 
P'Q'N'M' — JKLR. Then each horizontal plane df the body is. 



Fig. 154. Shearing Strain 
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made to slide somewhat over the next lower plane and the body 
experiences a shearing strain, i.e., a change of shape -without 
change of volume. 

To obtain an expression for the coefficient of elasticity for this 
kind of strain, we have; 

F 

Shearing stress = ^ 

where -A is the area of the plane face PQNM over which F is 
uniformly distributed. Also, 


Shearing strain = 


So, from the definition of a coefficient of elasticity, 


Coefficient of shear. 



(169) 


which will be in dynes /cm^ or in Ib/in.^, depending upon whether 
cgs or B.E. units are used. 


179. Young’s modulus. This coefficient of linear stretch is used 
so much in engineering tests that it is commonly referred to as 
“the coefficient of elasticity,” or modulus of elasticity, E. It does 
not take into account the change of volume that occurs. A test 
piece arranged in clamps for the determination of its Young's 
modulus* is shown in Fig. 150, where 

F 

Tensile stress = -r 
A 

Tensile strain = y- 


Hence, by the definition of a coefficient of elasticity, 


Young’s modulus, E 



-EL 

~ Al 


* After the English physicist Thomas Young (1773-1829). 
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and the value will be in dynes/cm^ or in Ib/in.® according as cgs 
or B.E. units are used. 


Coefficients of Elasticity 


Substance 

Young’s Modulus 
Dyne/cm^ Lb/in^ 

Modulus of Rigidity 
Dyne/cm^ Lb/in^ 

Bulk Modulus 
Dyne/cm 2 

Aluminum 

7 X 1011 

10 X 10® 

2.5 X 1011 

3.6 X 10® 

7 X 1011 

Copper (hard) 

10. 

14. 

4.2 

6.1 

: 12. 

Iron (drawn) 

20. 

29. 

8. 

11.6 

: 15. 

Iron (cast) 

11.5 

16.8 

5.1 

7.4 

i 9.6 

Steel (mild) 

22. 

32. 

8. 

11.6 

1 16. 

Wood (mean) 

.5 

.75 



■ 

Water 





1 .2 

Mercury 





j 2.6 


Solved Problem* 


What will be the elongation of a steel test specimen, originally 1 ft long and 
0.75 in. in diameter, when subjected to a tension of 5500 lb force? 

From a table of physical constants, we find Young’s modulus for ordinary mild 
steel to be 32 X 10® Ib/in.^ 

Solving Eq. (170) for /, 

FL 
AE 

where the value of A = * 

Therefore, 


I 


I = 


5500 X 12 


©■ 


= 0.0046 in. 


X 32 X 10® 


180. Beams. The great importance of Young’s modulus in 


structural design may be seen 

by the following instance. It 

shown in texts on the strength 



of materials * that the deflec- 


\w 

tion d of a beam (Fig. 155) is 


— a; 

given by the equation: 

V — 
1 

f 


d 


Wl^ 


l 


(171) 


Fig, 155. Deflecting Beam 


* Mansfield Merriman, Mechanics of Materials (New York, John Wiley & Sons, 
1905), p. 75. 
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where W is the load; 

I is the length; 
h is the depth; 
b is the breadth; and 
E is Young’s modulus, 

for the material of which the beam is made. 

Here it is seen that the deflection varies inversely as the cube 
of the depth; hence floor beams are invariably set on edge. 

The elastic properties of the material of which the beam is 
made are represented in Eq. (171) by Young’s modulus E. In 
specifications for structural materials, this modulus is stipulated 
more often than any other coefficient of elasticity. 

PROBLEMS 

If Youag’s modulus for iron is 30 X 10® Ib/in^, what elongation of a wire 
10 ft long and 0.05 in. in diameter will be produced by a load of 50 lb? 

2. The modulus of elasticity of a steel wire is 32 X 10® Ib/in^. If the wire is 
8 fOong and 0.1 m. in diameter, what load will elongate it 0.25 in.? 

(SJ What force will produce an elongation of 0.25 in. in a steel wire 30 ft long 
anO.05 in. in diameter, if Young’s modulus for steel is 30 X 10® Ib/in.^? 

A piece of brass wire 30.3 in. long and 0.0808 in. in diameter is elongated 
0.0432 in. by a load of 100 lb. What is Young’s modulus for this kind of brass? 

If 2,000 in.® of water are reduced to 1980 in.® by a pressure of 3,000 Ib/in.^, 
wMx is the value of the bulk modulus for water? 

6. Assuming the maximum depth of the sea to be 30,000 ft. and the mean 
density of sea water to be 1.03 gm/cm®, what would be the volume at this depth, 
of a piece of cast iron whose volume at the surface was 1 cm®? Would it float? 


CHAPTER XIV 


MOLECULAR FORCES 

181. The inverse square law of gravitation, which, as we have 
seen in Sec. 122, predicts the mutual attraction of large (or molar) 
masses, does not account for the relatively great forces that act 
between molecules of matter at distances 
of the order of magnitude of 15 X 10“® 
cm. This is called the approximate range 
of molecular attraction. 

182. Cohesion and adhesion. The 
force that holds together molecules of the 
same kind is called cohesion; e.g., the 
force necessary to pull apart a piece of 
copper must overcome the cohesion be- 
tween the molecules of copper. 

In engineering, cohesion is called ten- 
sile strength. 

Adhesion is the force that holds to- 
gether molecules of different kinds. Thus, 
when a piece of pine is veneered with 
walnut, the two are united by a thin 
layer of glue. The glue adheres to the 
pine on one side and to the walnut on 
the other side; hence it is called an ad- 
hesive. If a glass disk D (Fig. 156) is 
lowered gently onto the surface of water 
in a dish, the water seems to grab it when 
it touches, and considerable force is nec- 
essary to pull the disk loose. When finally removed, it is still 
wet. The adhesion of water to glass is greater than the cohesion 
of water. 

If mercury is used in the dish instead of water, more force is 
required to separate the surfaces than in the former case; but no 



Fig. 156. Adhesion of Water 
to Glass 
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mercury sticks to the glass. The cohesion of mercury is greater 
than the adhesion of mercury to glass. 


183. Absorption and adsorption. In this connection it is well to 
distinguish the terms “absorption” and “adsorption.” Absorp- 
tion is a case of true solution (see Sec. 198), the molecules of one 
substance intermingling with the molecules of another substance. 
Adsorption, on the other hand, is the adhering of the molecules 
of one substance to the surface of the other substance; it is a sur- 
face phenomenon. 

For example, gold absorbs mercury and becomes very brittle; 
water absorbs air and other gases. But glass adsorbs air and water 
vapor. Charcoal, on account of its fine porous structure, adsorbs 
large amounts of all gases except neon and helium, and is there- 
fore used in gas masks. It has been estimated that in consequence 
of the fine capillaries in coconut charcoal, 1 cm® has an exposed 
surface of 1/4 acre. It will adsorb about 82 cm® of ammonia at 
standard conditions. Platinum absorbs hydrogen and adsorbs 
oxygen. Both processes liberate heat and the hydrogen and oxy- 
gen are brought into intimate contact, so that spongy platinum 
is used in cigar lighters. 



184. Surface tension. A molecule A (Fig. 157) in the interior of 
a liquid is attracted equally in all directions by its neighbors 
within the range of molecular attraction. A sphere described 
about A with this radius is called the sphere of 
molecular attraction, and the influence at A of 
molecules outside this sphere is negligible. 

But at a point B in a free surface against air 
or vapor, cohesive forces act on the molecule 
downward and sidewise only. The result of this 
inward attraction on the molecules at the sur- 
face is to crowd the liquid into the shape having the least area 
possible under the circumstances. 

Hence raindrops, and drops of mercury on paper, are nearly 
spherical in form (the sphere having the least surface area for a 
given volume), and behave as if enclosed in a thin elastic mem- 
brane. Drops of olive oil, in a mixture of water and alcohol hav- 
ing the same density as the oil, are relieved from gravity and take 
a spherical form, standing anywhere in the vessel. Likewise, the 


Fig. 157 
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surface of a liquid in a dish behaves as if it were alstretched elastic 
sheet. And if a dry steel needle (sp. gr. 7.8) is carefully laid upon 
a surface of water (Fig. 158), it will be 
borne up in apparent defiance of Archime- 
des’ law. 

These and other related phenomena are 
due to the fact that the molecules in the 
free surface experience the force of cohe- Needle 

sion downward and sidewise but not upward. They are most 
readily explained in terms of what is called surface tension. 

Surface tension is the contractile force in the surface of a liquid 
by virtue of which the surface tends to shrink and assume the 

smallest area possible under the cir- 
cumstances. 

Surface tension T is measured in dynes 
per cm of length of the restraining edge, 
or of an imaginary fine in the surface. 
Its direction is perpendicular to that 
edge or line (Fig. 159). 

The floating of the needle may now 
be explained by saying that its weight 
W is supported by the resultant R of 
the equal forces T, T, on opposite sides of the depression which 
it makes in the surface. 

In general, the magnitude of surface tension depends upon the 
nature of the two substances in contact at the surface. 



>fT 


186. Surface energy. The difference between surface tension 
and the tension in a stretched elastic sheet is made clearer by 
considerations of energy. For a 
particle C (Fig. 160) whose 
sphere of attraction is just 
tangent to the surface, cohe- 
sion is equal in all directions. 

But for one at D or at H the 
total force of cohesion down- 
ward is greater, say, than the 
total adhesion upward. To pull a molecule from C to if will re- 
quire an upward force equal to the difference between these two; 



Fig. 160. Surface Energy 
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and since the nSplecule is moved through distance by this force, 
work is done. 

Hence, work is required to draw molecules into a liquid surface, 
and therefore an amount of energy (approximately) equal to the 
work done is stored in the surface. 

We have seen in Sec. 80 that a system always tends to adjust 
itself so that its potential energy is a minimum. We should there- 
fore expect the surface to tend to contract, somewhat like a 
stretched elastic membrane, and pull the piston back. And so it 
does. But there is this great difference: As an elastic sheet con- 
tracts, its tension becomes less (see Hooke’s law), and the contrac- 
tion ceases when the sheet reaches a certain ske — its unstretched ' 
area. The number of molecules (of rubber) in the sheet is always 
the same. But the surface of a liquid con- 
tracts because the cohesion of molecules below 
the surface puUs more and more of those in 
the surface down into the liquid as at C; the 
surface tension stays constant; and the con- 
traction wdl continue indefinitely. A soap 
film across the large end of a funnel will con- 
tract and ascend to the top of the cone. 

If the frictionless piston P is 1 cm^ (hy- 
drostatic forces being balanced out), and a 
force equal to the surface tension T dynes 
pulls it 1 cm to the right, the liquid surface is 
increased in area by 1 cm^, and the work done 
is T ergs. 

Hence the energy of a liquid surface in 
ergs /cm® is ntunerically equal to its surface 
tension in dynes/cm. 

186. Measurement of surface tension. A 
simple and fairly accurate method of measur- 
ing surface tension is shown in Fig. 161. A 
rectangulm" frame N of thin platinum wire is 
suspended from the spring of a Jolly balance, and the apparatus 
is adjusted until the horizontal top of the frame is a few milli- 
meters above the surface when the pointer P stands opposite the 
mark fiducial on J. 
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The frame is then submerged in the liquid. On being with- 
drawn by turning the knurled head K, it is covered by a rectangu- 
lar sheet of the liquid of the same length L as the frame. 

This sheet of liquid has two surfaces which tend to contract 
and pull the frame downward. To overcome this surface tension, 
the knurled head K is again turned until the pointer is brought 
back to its original position. The elongation of the spring, read 
on the scale iS by the vernier V, is a measure of the force F in 
dynes necessary to overcome the 
surface tension T of two surfaces, 
each of length L cm. Since T is 
defined as force per unit of length, 
the force due to each surface is 
TL dynes, and 

F = 2TL 

whence 

r = ^ dynes/cm. (172) 

Much more accurate results 
may be obtained by the use of the 
Cenco-du Nouy torsion balance, shown in Fig. 162. The principle 
is the same as in the Jolly balance method, but a ring is used in- 
stead of a fork and the force is measured by twisting a wire, the 
angle of twist being proportional to the surface tension. 

187. A table giving surface tensions follows. 


Table of Surface Tensions 


Substance 

In Contact with 

Dynes/cm at 20°C 

Alcohol, ethyl 

Air 

22.27 

Benzene 

Air 

28.88 

Glycerine 

Air 

63.14 

Mercin*y 

Air 

476.0 

Mercury 

Water 

375.0 

Soap-water (strong solution) 

Air 

26.=h 

Turpentine 

Air 

27.2 

Water 

Air 

' 72.75 , ■ ' 

Water 

Benzene 

35.0 



Fig. 162. DuNouy’s Torsion Balance. 
(Courtesy Central Scientific Co.) 
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188. Effect of temperature on surface tension. In general, 
surface tension decreases when temperatme increases. Over 
moderate ranges the relation is linear, as is shown by the following 
equation: 

T = ro(l - at) (173) 

where T is the surface tension in dynes /cm at temperature t°C; 
To is the surface tension in dynes/cm at 0°G ; and 
a is the temperature coefficient. 

Figure 163 shows the surface tension-temperatme curve for 
water. 


SURFACE TENSION OF WATER 



0° 10° 20° 3Cr 40° 50° 60° 70° SCT centisrade 

Fig. 163. Variation of Surface Tension with Temperature. (Courtesy Central 

Scientific Co.) 


189. Some practical aspects of surface tension. The glass 
blower employs surface tension to round off the sharp edges of 
rods and tubes by merely heating them until they soften. 

Soap added to spraying mixtures reduces their surface tensions 
and causes them to spread more readily over leaves and bark. One 
is rather surprised to find that the surface tension of a soap solu- 
tion is less than that of pure water. 

The spreading quality of paint and the value of solder depend 
upon their surface tensions. *An antiseptic must penetrate dress- 
ings and crevices of wounds; hence its surface tension must be 
low. Type metal makes sharp outlines because of low surface 
tension when in the molten state. 
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Fabrics are made waterproof by chemical treatment that in- 
creases the surface tension of water in contact with them. 

190. Capillarity. The behavior of liquids in tubes of small 
diameter— capillary tubes (from Latin, capillus = a hair)— is a 
consequence of surface tension. If adhesion between the liquid 
and the tube is greater than the cohesion of the liquid, the liquid 
wets the tube. If cohesion is 
greater than adhesion, the Hquid 
does not wet the tube. 

In the case of water and glass 
(Fig. 164a), adhesion A is greater 
than cohesion C; whereas with 
mercury and glass (Fig. 164b), 
cohesion is greater than adhe- 
sion. In every case the liquid 
surface adjusts itself normal to 
the resultant force R. Hence the surface of water in glass is con- 
cave upward; and that of mercmy, convex upward, as shown. 
The contraction of the surface tends to lift the water but to 
depress the mercury. The curved top surface is called the 
meniscus. 

The phenomenon whereby liquids rise or are depressed in 
capillary tubes is known as capillarity, or capillary action. It is 
seen in the rise of oil in a lamp wick; and it partly accounts for 
the ascent of sap in plants. Water rises in the soil by capillarity. 
Cultivation in dry weather helps to conserve the moisture in the 
ground by breaking up the fine pores that would enable it to rise 
to the surface and evaporate. 


Angles of Contact 
(International Critical Tables) 


Liquid 

Tube 

Angle of 
Contact 

Liquid 

Tube 

Angle of 
Contact 

Alcohol 

Glass 

0° . 

Glycerine 

Glass 

, 0 

Aqueous 



Mercury 

Glass 

139 

solution of 



Turpentine 

Glass 

0 

various salts 

Glass 

0 

Water 

Glass 

0 

Ether 

Glass 

0 

Water 

Paraffin 

107 



4-^ 

0? 

■^C 

WATER 


MERCURY 

(a) 


(b) 


Fig. 164. Capillarity 
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191. Angle of contact. The angle of contact 9 between the 
surface of the capillary tube and the tangent to the liquid sur- 
face at the point of contact depends upon the. kind of liquid and 
the material of the tube. The values obtained by different ob- 
servers are in some cases widely at variance, no doubt because the 
surfaces of liquid and tube were not perfectly clean. The values 
in table on p. 217 are for clean surfaces, previously wet with the 
liquid. 

192. Jurin’s law. Consider a tube of radius r, not more than 
1 nun, in which a liquid of density D is elevated a height h cm 
by capillary action. The lifting is due to the vertical component 
(= T cos 6) of the surface tension T, acting on each 1-cm length 
of the circmnference of the circle where the liquid surface makes 
contact with the tube. Therefore, 

Total upward force = cos 9 dynes. (a) 


This upward force balances the weight W of the column of liquid 
devated, which is: 



W = Tr%D gm force 
= Tr%Dg dynes, (b) 

Equating the values from 
Eqs. (a) and (b), 

2vrT cos 9 = Trr%Dg 

whence we have the equation 
for Jurin’s Law: 


2T cos 9 
rDg 


(174) 


For liquids that are depressed, 9, measured as indicated in 
Fig. 165, is greater than 90°; hence cos 9 will be negative and h 
will be negative, indicating depression instead of elevation. 


.193. Laws of capillary actipn. 

1. Liquids rise in tubes of 3-mm diameter* or less if they wet 
the tubes, and the surface is concave upward. 

* In larger tubes the rise or depression is negligible. 
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2. Liquids are depressed in tubes of 3- min diameter or less if 
they do not wet the tubes, and the surface is convex upward. 

3. The height of elevation (or depression) varies directly as the 
surface tension of the liquid and inversely as the radius of the 
tube and the density of the liquid. 

PROBLEMS 

1. A platinum fork, the horizontal part of which is 2 cm long, is just with- 
drawn from the surface of a soap solution by a force of 0.55 gm. If the fork 
weighs 0.5 gm, what is the surface tension of the solution? 

2. An oil (specific gravity 0.9) rises 4 cm in a capillary tube 0.5 mm in diam- 
eter. If the angle of contact is 20°, what is the surface tension? 

3. A certain oil whose angle of contact against glass is 24° and density 0.95 
gm/cm^ rises 2.5 cm in a glass capillary 1 mm in diameter. What i&4}he surface 
tension of the oil? 

4. If the ring in a Cenco-du Nouy apparatus is 4 cm in circumference and 
weighs 1.45 gm, and if a force of 2000 dynes is required to pull it from the liquid 
surface, what is the surface tension of the liquid? 

5. In Cenco-du Nouy’s apparatus the ring and its suspension weigh 1.32 gm. 
If the ring is 2 cm in diameter and a force of 2200 dynes is required to withdraw 
it from the surface of water, what is the surface tension of water? 


CHAPTER XV 


KINETIC THEORY OF MATTER 

194. The atomic theory of the constitution of matter, as pro- 
posed in 1803 by the English chemist, John Dalton, is one of the 
cornerstones of physical science. The meaning of the word atom, 
however, has changed. As used by the ancient Greeks, it meant 
“an indivisible particle of matter”; but the discoveries of the elec- 
tron (1897), the proton (1911), and the neutron (1932) have made 
us abandon that meaning. 

Atoms are now believed to be small particles of matter made up 
of electrons, protons, and neutrons, in various arrangements. 

A substance all of whose atoms are alike * is called an element. 
There are probably 92 elements as exhibited in the well-known 
periodic table. All but two of these have been found in 
nature. 

196. Atoms combine into groups called molecules. For exam- 
ple, two atoms Hi of hydrogen form a molecule H 2 of hydrogen; 
and two atoms of hydrogen and one of oxygen form a molecule 
of water H 2 O. But some elements when subdivided into atoms do 
not have the same properties that they had before the division. 
Thus, atomic hydrogen Hi does not have the same properties as 
ordinary hydrogen gas H 2 , which we say consists of molecules. 

A molecule is the smallest portion of matter which contains 
the same elements in the same proportions as does the same 
material when in larger pieces. 

In the present chapter we are concerned only with molecules. 

196. Evidence of molecular motion: diffusion. When a gas 
cock is open, the odor of the gas, if it is ordinary city gas, can soon 
be noticed in all parts of the room, even if there are no air currents. 
Still more striking is the following experiment: Place a watch 

* Except for slight dififerences of mass which distinguish “isotopes” of the same 
element (Sec. 508). 
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glass containing a little bromine at the bottom of a beaker and 
cover the latter with a sheet of glass. The hrown bromine gas will 
soon diffuse throughout the air in the beaker, notwithstanding the 
fact that the molecules of bromine have about five times the mass 
of the oxygen and nitrogen molecules which compose the overly- 
ing air, so that gravity tends to keep the bromine at the bottom. 

With liquids, if some copper sulphate solution (sp. gr. = 1.25) 
is carefully introduced at the bottom of a test tube of water (sp. 
gr. = 1) by means of a thistle tube, the blue color of copper sul- 
phate will gradually be detected throughout the entire liquid, 
showing that the denser solution has diffused upward throughout 
the less dense solution. 

Diffusion is found even among sohds. After sheets of gold and 
lead have been in intimate contact for a long time, gold may be 
detected throughout the lead. Manufacturers of high-grade re- 
sistance boxes find that soft solder (Pb 30%, Sn 70%) will in time 
diffuse into the wires that it unites, causing an 
appreciable change in their resistances. 

Mercury quickly diffuses into copper, brass, 

.lead, etc., generally causing them to become 
very brittle. 

197. Effusion. If an inverted bell jar (Fig. 

166) containing hydrogen is lowered over a 
porous jar J sealed to the top of a fuimel 
whose tube is fitted into a water bottle, the 
hydrogen Hi will pass through the pores and 
into the pot much more rapidly than the oxy- 
gen Oi and the nitrogen Ni will pass through 

the pores outward. The pressure on the surface of the water is 
consequently increased, and this forces out a lively stream from 
the nozzle. 

198. Solutions. Many solids, when placed in various liquids, 
gradually disappear entirely as solids; but the presence of molecules 
of the substance of the sohd may be detected by taste or by other 
tests in every part of the liquid— as When sugar is dissolved in tea. 

A homogeneous molecular mixture is called a solution; the 
liquid is called a solvent; and the substance dissolved is called 
the solute. 
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If one continues to add the solute to the solvent, a state is 
reached after which no more of the sohd will dissolve. The solu- 
tion is then said to be saturated. If the temperature of the mixture 
is raised, more of the solid will, in general, go into solution; but 
eventually a new state of saturation will be reached at the new 
temperature. On cooling back to the original temperature, the 
additional amount of solid taken up will be precipitated, and the 
percentages of solvent and solute in the mixture will be the same 
as before heating. 

199. Solutions of solids in sohds, solid solutions, are familiar 
to the metallurgist. The composition of some very common ones 
is as follows; 

Solid Solution Composition (percent) 


Brass (commercial, yellow) . . 

. .67 Cu, 

33 Zn 

Bronze (gun metal) 

. .90 Cu, 

10 Sn 

Coin Silver. 

. .90 Ag, 

10 Cu 

Coin Gold 

..90 Au, 

10 Cu 


200. Colloidal state. In true solutions as above described, the 
solute breaks up into molecules which distribute themselves in 
the interspaces between the molecules of the solvent. This is evi- ■ 
denced by the fact that the final volume of a solution, say, of 
alcohol and water, or of salt and water, does not equal the sum 
of the original volumes of the constituents. Hence liquids are 
porous: their molecules are not in contact. 

A solid may, however, be finely divided and uniformly distrib- 
uted throughout a fluid, without reaching the molecular subdivi- 
sion of a true solution. Such a finely divided substance is said to 
be in the colloidal state, without specifying just how fine the 
division is. 

Milk is such a colloidal suspension of butter fat in mflk serum. 
Albumin, starch, glue, gum, and gelatin also give such suspen- 
sions. In fact, the name “colloid” comes from the Greek word for 
glue. But many substances not at all gluey may be put into the 
coUoidal state. For example, gold, which has a crystalline stnic- 
ture, when very finely divided and distributed throughout glass 
gives the highest grade of ruby glass. 

201. Semi-permeable membranes. The Scotch chemist, 
Thomas Graham, observed in 1861 that various animal and 
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vegetable membranes- — such as the bladder, the inner skin of an 
egg, and the skin of a carrot, as well as membranes prepared by 
coating paper with a solution of starch or other colloid — would 
permit true solutions to diffuse through, them readily but refused 
passage to substances in the colloidal state. Since 
crystalline substances generally give true solutions 
which pass the membranes, he called all substances 
that passed crystalloids, and all that were stopped, 
colloids. However, this distinction is no longer satis- 
factory, as, for example, in above case of gold. 

Membranes which have the above property are 
called semi-permeable membranes. 

202. Osmosis. In 1854 Graham discovered that 
when two solutions of the same crystalloid but of 
different concentrations are separated by a semi- 
permeedde membrane, the solvent passes from the 
weaker to the stronger solution while the crystedloid 
passes much more slowly from the stronger to the 
weaker solution, both processes tending to bring the 
two solutions to the same concentration. The phenomenon is 
known as osmosis. 

Let the large end of a thistle tube T (Fig. 167a) be closed snugly 
by a piece of pig’s bladder, or by a piece of filter paper that has 
been dipped in strong H2SO4; and let the tube be filled with a 
strong solution of copper sulphate or of cane sugar. 

If the closed end is then submerged in a beaker of water, the 
water will diffuse through the membrane into the tube more 
rapidly than the solution will pass out. Hence the surface of the 
liquid in the tube will rise until the back pressure due to the col- 
mnn of solution h is sufficient to produce equilibrium; i.e., the 
state when as many molecules are passing in one direction as in 
the other. 

The molecules of the crystalloid, passing through the mem- 
brane more slowly than the molecules of the pxire solvent, grad- 
ually equalize the concentrations oh the two sides of the mem- 
brane, while at the same time the height h decreases until the two 
solutions are again at the same level. 

The pressure which causes the solvent to pass from the less 
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concentrated to the more concentrated solution is called the 
osmotic pressure. It is measured by the height h of the column 
of solution that is just sufficient to stop the action. 

Artificial semi-permeable membranes have been prepared by 
H. N. Morse of the Johns Hopkins University, with which osmotic 
pressures as great as 400 Ib/in.^ have been measured. 

Osmosis cannot be satisfactorily explained on the “sieve theory” 
— i.e., on the assumption that molecules smaller than the pores in 
the membrane are permitted to pass, while the larger ones are 
stopped — as the following experiment shows. If wood alcohol and 
ether are separated by a rubber membrane, ether passes by os- 
mosis into the alcohol. But if the same liquids are separated by 
a sheet of pig’s bladder, osmosis takes place in the opposite direc- 
tion; i.e., alcohol passes into the ether. 

Osmosis occurs widely in nature. Plants take up moisture from 
the earth by osmosis, which with capillary action accounts at least 
to a considerable extent for the rise of sap. Water will pass by 
osmosis through the skin of a prune or a dried raisin until it as- 
sumes its original size; and “wieners,” while cooking, will take up 
water until they, burst. 

In animeds oxygen passes from the lungs into the blood, and 
carbon dioxide passes in the reverse direction, by osmosis through 
the membranes. Similarly, the products of digestion pass through 
the walls of the intestines by osmosis. 

203. Laws of osmotic pressure. If we restrict ourselves to dilute 
solutions which are not ionized or in which chemical action does 
not take place, the following laws may be stated: 

1. At a given temperature, osmotic pressure P is proportional 
to the concentration of the solution, i.e., to the number N of 
molecules of mass m per unit volume V. 

PF=CWm = C. (175) 

2. For a given concentration Mj V, osmotic pressure P is pro- 
portional to the absolute temperature T (see Sec. 263). 

P cc P; p = C"T. ^176) 

3. At the same temperature, different solutions in which the 
masses of the dissolved substances are proportional to their 
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molecular masses exert equal osmotic pressures. Fpr example, 
the molecular mass of grape sugar (glucose) is 180, and that of 
cane sugar (sucrose) is 342. When 180 X 10-® gm of glucose and 
342 X 10~® gm of sucrose are dissolved in water so that each 
solution has a volume of 1. liter, the osmotic pressure of each 
solution is 22.4 X 10“® atmosphere. 

Since these solutions contain the same number of molecules per 
unit volume and at the same temperature produce the same os- 
motic pressure, the third law may be restated: 

At the same temperature and osmotic pressure, equal volumes 
of different solutions contain equal numbers of molecules. 

From the foregoing, it will be seen that of these laws : 

The first is equivalent to Boyle’s law (Sec. 165). 

The second is equivalent to Charles’ law (Sec. 264). 

The third is equivalent to Avogadro’s law (Sec. 207). 

Hence in general, for dilute solutions which are not ionized, 
osmotic pressure obeys the gas laws. 



Fig. 167b. Graph of Brownian Movements. (After Perrin) 


204. Brownian movements. Perhaps still more convincing evi- 
dence that molecules are in motion is afforded by the discovery 
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of Robert Brown, an English botanist, in 1827. He found that 
very small particles of foreign matter in suspension, when viewed 
with a microscope of moderate magnifying power,* can be seen 
to be continually in irregular motion, first in one direction and 
then in another, with various speeds (Fig. 167b). 

This phenomenon is explained if we assume the molecules of the 
liquid to be moving about among themselves in all directions, 
colliding with and rebounding from one another in an entirely 
haphazard way. Then, at any given instant, a particle of the sub- 
stance in suspension is bombarded on one side by, say, 10,000,- 
000 molecules, while at the same instant 10,010,000 molecules 
strike it on the opposite side. It moves in the direction of the 
greater impact. A moment later it is driven in some other direc- 
tion by the unbalanced impulses of two other swarms of mole- 
cules. 

In 1905, Einstein succeeded in representing mathematically the 
Brownian motion of particles, and his results have been com- 
pletely verified by experiment. 

206. The kiaetic theory of matter. The evidence of diffusion, 
effusion, osmosis, and Brownian movements leads us to believe 
that the molecules of all matter are in motion. This doctrine, 
known as the kinetic theory of matter, receives its support from 
the experimental confirmation of its predictions. 

Mean free paih. The average distance which a molecule travels 
between successive collisions with its neighbors is called its mean 
free path. 

In solids, the mean free path is very short, the molecules re- 
sembling on a minute scale people in a very densely packed crowd. 
Each individual can move slightly, but his motion is restricted by 
contact with his fellows to the immediate neighborhood of a mean 
position. 

In liquids, the mean free path is longer than in solids; and, with 
many collisions, molecules may wander through the entire mass 
like dancers in a crowded ballroom. 

In gases, a molecule’s mean free path is relatively very large 
(about 0.00001 cm or several hundred molecular diameters), and 
the molecules dart about in all directions with very great speed. 

* Jean Perrin, Atoms (London, Constable & Co,, 1923 ), p, 83 . 
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For example, the speed of hydrogen molecules at standard condi- 
tions is 1839 m/sec. 

The speeds of gas molecules under ordinary conditions are of 
the order of magnitude of the. speed of rifle buEets. It would be 
possible to sustain a plate of steel in the air by firing bullets from 
many machine guns against its lower surface. In a similar way, 
the jH-essure of a gas against the walls of its containing vessel is 
believed to be due to molecular bombardment 

When two molecules of a gas approach each other very closely, 
their motions are opposed by repulsive forces — ^probably be- 
cause of their electrical nature — ^which increase rmtil they 
are sufficient to prevent further approach. The molecules 
then rebound and move in straight fines until they again col- 
lide with other molecules or with the walls of the containing 
vessel. 

Assuming that, in these collisions, the energy lost by one mole- 
cule is gained by another, and that the molecules rebound from 
the walls with the same speed with which they strike, the average 
linear kinetic energy (1/2 mv^) is constant and hence the average 

remains constant. 

Daniel Bernoulli (1700-1782) demonstrated that, on these 
assumptions, the kinetic theory leads to Boyle’s law (Sec. 165). 
It may be shown in an elementary way as follows: 

Consider a mass D of gas confined in a cubical vessel 
(Fig. 168), 1 cm on each edge. Let m be the mass of each mole- 
cule, and n the number of molecules in the cubic 
centimeter. The density is then 

D = nm. (a) 

There are three axes perpendicular respectively to 
the pairs of opposite faces of the cube, and the probability is as 
great that a molecule will be moving parallel to one of these axes as 
to another. Hence we may assume that n/S molecules are moving 
perpendicular to each face, or the equivalent of this, at any instant. 

Let V cm /sec be the velocity of a certain molecule perpendicular 
to face AB. Then the time for this molecule to make the round 
trip between two impacts against AB will be: 

^ ^ 2 

— = - sec 

® cm /sec V 






EJ 


Fig. 168 
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and the number of impacts per second of this molecule against 
AB will be: 

(b) 

2 ,2 ^ ’ 
- sec 

V 

At each impact, the momentum of the molecule changes from 
+mv to ~mv, the total change being therefore 2 mv. And since 
there are r/2 impacts per second, the total change of momentum of 
the molecule in 1 sec is: 


2(2mr) = mv^ 


(c) 


Since this change of momentum takes place in 1 sec, it is the 
time rate of change of momentum of the molecule, and is therefore 
(Sec. 37) the average force exerted by one molecule on the face AB. 

If we call the average squared velocity = v^, then the total 
force exerted by the gas on the face AB is: 


F — ~mv^ dynes. 

And since the area is 1 cm^, it is also the pressure (P). 
Therefore 


(d) 



and by Eq. (a). 



dynes /cm^ 

(177) 

dynes /cm^. 

(178) 


But by definition, D = M/V, where M is the total mass and V 
the total volume of any body. Hence, for any body of gas what- 
ever. 


whence 



IM. 
3 F’ 


PV = 


1 

3 


Nmv^ 


( 179 ) 


where N is the total number of molecules in the volume F, 
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In Sec. 269 it will be shown that if the temperature is constant, 
the average kinetic energy of a molecule (1/2 mP) is constant 
also. 

Hence Eq. (179) may be written: 

PV = Constant, provided T is constant, 
which is Boyle’s law. 


Solved Problem 

If the density of hydrogen gas at S.T.P. (standard temperature and pressure) 
is 0.00008988 gm/cm®, what is the (“effective”) velocity of the molecules? 
Known: 

Density of H 2 = 0.00008988 gm/cm^ 

1 std. atmos. = 76 cm of Hg 

= 76 cm X 13.6^51 = 1033 

cm^ cm2 


= 1033 


cm2 


X 980.7 


dyne 

■gm4ce. 


= 1,013,000 dyne/cm2, or baryes. 

From Eq. (178), ^ 

Solution: Substituting the above values in Eq. (178), 

1,013,000 = i(0.00008988)t)2 
V = 1839 m/sec. 

206 . Maxwell’s law. From the principles of mechanics and the 
theory of probability, James Clerk Maxwell, in 1859, showed by 
mathematical analysis beyond the scope of this text that the 
kinetic theory of matter leads logically to the conclusion which is 
now called Maxwell’s law: 

At the same temperature, the molecules of all gases have the 
same average kinetic energy except near the temperature of 
absolute zero. 

Let mi, ma be the masses, and »l^ the average squared 
velocities, respectively, of the molecules of any two gases. Then, 
in algebraic form. Maxwell’s law is: 

|mi«i^ = imW- ( 180 ) 

207 . Avogadro’s law. We are now in a position to deduce ra- 
tionally the fundamental law which originated in 1811 as an in- 
spiration of Amadeo Avogadro, professor of physics at Turin. 
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From Eq. (179), 

PiFi = iNiTUivi^ for one gas; 
P 2 F 2 = for another gas. 


If we adjust Pi = P 2 , and take Fi = F 2 , we have: 

iNiTUiVi^ — 

and multiplying through by 3/2, 


^NiTUiV^ = iNiTn^i- 

But by Maxwell’s law, if the temperature is the same for the 
two gases, 

ljn3\^ = ^rrhVi^. 

Therefore, 

Ni = N, 

which is Avogadro’s law: Equal volumes of different gases at the 
same temperature and pressure contain the same number of 
molecules. 

This law was the basis for the original determinations of rela- 
tive molecular and atomic masses as employed in chemistry. To- 
day they are verified by means of the mass spectrograph. 

208. Avogadro’s number. Up to 1908 there still remained 
authorities who doubted the kinetic theory of matter. In that 
year, Jean Perrin,* from measurements made on Brownian move- 
ments, obtained a value for the number of molecules in a gram 
molecule of a substance, which agreed so closely with the pre- 
dictions of kinetic theory as to convince the most skeptical. This 
number is called Avogadro's number (No). The accepted value, 
obtained by Millikan, is now: 


No == 6.064 d= 0.006 x 10=^ 


molecules 
gram molecule 


The computation of this number is given in Sec. 429. 


209. Loschmidt’s number. The number of molecules in one 
cubic centimeter of a gas at standard conditions of temperature 

* Jean Perrin, Op. cit„ p, 105. 
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and pressure is called Loschmidt's number (no), after Joseph Lo- 
schmidt, a schoolmaster of Vienna, who first computed it in 1865. 
It is found by dividing Avogadro’s number by the number of cu- 
bic centimeters in 1 gm-molecular-volume, i.e., the volume of 
1 gm molecule at S.T.P. This volume is readily obtained by di- 
viding the mass of 1 gm molecule by the density of the gas. Thus, 
for hydrogen, 


1 gm molecule = 2.0156 gm 

Density = 0.00008988 gm/cm*. 


Therefore, 

1 gm-molecular-volume = 


2.0156 gm 

0.00008988 gm/cm^ ~ 


22,420 cm®. 


Hence Loschmidt’s number is: 


no = 


6.064 X 10®® _ 2 70=: V i pip 

22,420 ~ ^ cm® 


210. Size of molecules. Mean free path. By means of Lo- 
schmidt’s number, we can easily compute the maximum size that 
a molecule of a gas can have, provided the molecules are all aUke. 

Since liquids require great force to compress them but slightly, 
we may assume that their molecules are practically in contact. 

A cubic centimeter of water makes 1700 cm® of steam at 100°C 
and 76 cm of Hg pressure. This volume reduces to 1240 cm® at 
standard conditions (0°C and 76 cin of Hg pressure). Therefore, 


Number of molecules in 1 cm® of water 


= 1240 X (2.7 X 101®) = 33 X 

Number of molecules along each edge of cm® 
= -^33 X 10®i = 3.2 X 101. 


Hence, if the molecules are all alike. 

Maximum diameter of water molecule 
1cm 


3.2 X 101 


= 3 X 10“® cm = 3 A.. 


It may be shown similarly that the maximum diameter which a 
molecule of ceubon dioxide can have is 4 A; and that of a molecule 
of hydrogen, 3.6 A; but these values should be thought of only as 
rough estimates. 
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If the molecules retain their size when water changes into steam, 
the unoccupied volume in 1240 cm® would be 1239 cm®, so that the 
average distance between molecules in the gas state is large com- 
pared to the size of the molecules themselves. 

The mean free path has been defined as the average distance a 
molecule travels between successive collisions with other mole- 
cules. Maxwell has computed* that under standard conditions, 

the mean free path of a molecule 
of a gas is about 0.00001 cm 
(= 1000 k). Even with this 
great freedom of motion, a mole- 
cule of a gas under standard con- 
ditions is estimated to make 
8x10® impacts per second upon 
its neighbors, t 

211, Dalton’s law of partial 
pressiures. Consider a vessel 0 
(Fig. 169), containing 1 liter of oxygen and coimected by a gas- 
tight tube and valve to another vessel N, containing 4 liters of 
nitrogen, the valve being closed. Let both gases be at the same 
temperature and at a pressure of 1 atmosphere, as indicated by 
the manometers. 

When the valve is opened, each gas will diffuse into the other 
vessel, being merely retarded by the gas already present, until 
the mixture becomes homogeneous. Each gas will then be distrib- 
uted uniformly throughout the whole volume of both bottles; 
and the space between molecules is so great, compared with the 
size of the molecules themselves, that the molecules of each gas will 
bombard the container just as if the other gas were not present. 
The pressure in both contsuners will remain 1 atmosphere. 

By Boyle’s law we can calculate the pressure exerted by each 
gas after the expansion: 

For oxygen, 

Po^Vo" = Po'Vo'; Vo" = 5Fo'; Po' = 1 atm. 

Po" = ^Po' = i atm. 

* Clerk Maxwell, Phil. Mag., xxviii (1860). 

t P. G. Tail, Properties of Matter (New York, The MacmiUan Gompany)j p. 25» 
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For nitrogen, 


P "!/■ " = p 'y '• 

N ^ N ^ N i 


V ' 

P ff — ^ p / 

iV T/ //-t iST 

^ N 


F/' = 
4 

= g atm. 


P ' 


1 atm. 


It will be observed that the sum of the two partial pressures equals 
the total pressure. A similar result will be obtained if we introduce 
into a vessel any number of gases that do not react chemically. 

These facts are embodied in the law of partial pressures formu- 
lated by John Dalton, the foxmder of the atomic theory of chemis- 
try, in 1802: In a mixture of gases at a given temperature (pro- 
vided the gases do not react chemically), each gas exerts the 
same pressure as if it alone occupied the entire volume at that 
temperature; and the total pressure is the sum of these partial 
pressures. 

It is also of interest that when a mixture of gases is in contact 
with the surface of a liquid, each gas will dissolve in the liquid 
according to its own partial pressure, quite regardless of the pres- 
ence and the pressme of the other gases. 


CHAPTER XVI 


WAVE MOTION 

212. Waves. Everyone is familiar with the waves that spread 
out in ever widening circles when a stone is dropped into a pond, 
and with the waves of the sea, whose enormous energy is shown 
by their destruction of ships and of shore lines. If one end of a 
heavy cord is fastened to a wall and the other end is moved up 
and down with a regular motion, a wave is seen to traverse the 
cord. In this case the distinctive feature is the temporary change 
of shape that moves through the mediiun, away from the source. 

Quite as real, if not so realistic, are the radio waves — electro- 
magnetic waves — by means of which the energy of the transmit- 
ter is radiated to receiving stations everywhere. These waves, 
like those of light and sound, are not visible, but they can be 
shown to consist of temporary changes of the condition of the 
mediiun, in which they move outward from the source. 

A wave is a temporary change in the shape or condition of a 
medium, which moves through the medium and transmits energy 
outward from the source. 

Waves generally follow one after another at equal intervals. 
Such a procession is called a train of waves, or a system of waves. 
A noteworthy instance of a single wave was the Lisbon earth- 
quake wave of 1755, often erroneously called a “tidal wave,” 
which took the lives of 30,000 persons. 

213. Distinction between the motion of the wave form and of 
the particles of the medium. Let a piece of cork or a chip of wood 
be placed on the surface of a smooth body of water; and let a 
train of waves be started and maintained by moving a stick up 
and down rhythmically in the water, the surface of which is other- 
wise undisturbed. Any one wave will move outward in a circle 
of increasing radius. But the piece of cork, if observed closely, wiU 
be seen to rise with the hump of water, advance a short distance, 
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descend into the succeeding hollow, and retreat the distance that 
it advanced; and when the wave motion ceases, the cork will be 
just where it was at first. The float obviously partakes of the mo- 
tion of the particles of the water at the surface; and careful ex- 
perimentation reveals that in such water waves each particle 
describes a circle or an ellipse about a mean position. (See 
Fig. 172.) Only the wave form proceeds continuously forward. 



Fig. 170. Transverse and Longitudinal Waves 

214. Kinds of waves. Waves are classified on the basis of how 
the particles of the medium move with reference to the direction 
of propagation of the wave form. 

(a) Transverse waves. Let a number of buttons be attached to 
a long elastic cord at equal intervals, one end of the cord being 
attached to a rigid support, as in Fig. 170a. If button number 1 
is then given an oscillatory motion at right angles to the cord, 
button number 2 will follow it due to the elastic force in the cord, 
but will lag somewhat behind it on account of inertia. Similarly, 
number 3 will lag somewhat behind 2, 4 behind 3, and so on. When 
number 1 heis reached the highest point in its path, 5 will be just 
starting upward (Fig. 170b). 

Number 1 then begins to move downward; but 2, on account of 
its inertia, continues upward until it rises to the height that 1 
reached. It then begins to descend, while 3 continues upward, as 
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do 4 and 5 ; and 6 starts as 2 reaches the top. When 1 gets back to 
its initial position, moving downward, the cord has the form of 

Number 1 continues downward, 2, 3, etc., following in order; 
and when 1 reaches a point as far below its imtial position as it 
previously was above that position, the cord has the form of 

^ Number 1 then starts upward again, and when it OTives at its 
original position (i.e., its position of equilibrium), the cord will 
have the form shown in Fig. 170e. Button nunAer 1 is now back 
in its initial position, and is starting on a second vibration exactly 

like the first. ’ . ^ 

From this we see that when a particle of the cord executes a 

complete vibration, a complete wave (one hump and one hollow) 
is set up in the cord. 

If the motion of 1 is maintained, all the p^ticles of the cord 
(i.e. the medium) will acquire a similar motion; and a train ot 
waves will move to the right in the cord. Such waves are called 
transverse. 

A transverse wave is a wave in which the particles of t e 
medium vibrate, or the condition of the medium changes, at 
right angles to the direction of propagation of the wave. We shall 
see presently that light and radio waves are transverse waves oi 

the latter kind. j ^ i, • 

(6) Longitudinal, or compressional, waves. Instead ol haying 
button 1 vibrate at right angles to the cord, we may cause it to 
vibrate back and forth along the direction of the cord. Starting 
to the right, the portion of the cord between 1 and 2 will be com- 
pressed, and hence the motion will be communicated to 2, then to 
3, and so on. When 1 reaches its extreme position to the right, 
the cord will have the appearance of Fig. 170g. _ 

Nmnber 1 will then have its motion reversed; but 2,^3, etc., will 
continue moving to the right for a time on account of inertia, and 
the motion of each will reverse when it has traveled as far to the 
right of its initial position as did number 1. Number 1 is now 
moving to the left, and since 2 lags behind it on account of inertia, 
the cord between 1 and 2 will be in tension and the buttons will 

begin to separate. V t > v.- 

When 1 has reached its extreme limit of travel to the left, this 
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Fig. 171 


separation (rarefaction) will be a maximum (Fig. 170j). Num- 
ber 1 then reverses its motion again, reducing the tension in the 
section of the cord between 1 and 2, until it returns to its original 
position and is ready to repeat its vibration (Fig. 170k). 

It will be seen that during one complete vibration of a particle 
(button) of the cord, the particles are compressed, rarefied, and 
again compressed. If the motion is continued, these compressions 
and rarefactions wifi proceed along 
the cord and constitute a train of 
longitudinal waves, each wave con- 
sisting of one compression and one 
rarefaction. 

A longitudinal, or compressional, 
wave is a wave in which the particles 
of the medium vibrate, or the condition of the medium changes, 
in the direction of propagation of the wave. Sound waves will be 
seen to be an example of this type of wave. 

Longitudinal waves are most conveniently represented to the 
eye by arbitraiily erecting at the equfiibrium position of each 
particle a perpendicular equal to its displacement: upward if its 
displacement is positive, and downward if negative. When this 
convention is used, the curve representing a longitudinal wave is 
similar to that for a transverse wave; and the same discussion will 
apply to either kind of wave unless otherwise stated. The com- 
pressional wave of Fig. 170k has been treated in this way in 
Fig. 171, and the resulting graphical representation is seen to be 
identical with Fig. 170e. 

(c) Gravitational, or water, waves. The waves ordinarily seen 
agitating the surface of a liquid are due to the weight of the 
liquid, and are therefore called gravitational waves, or water 
waves. A stone dropped into water makes a depression where it 
strikes and piles the water up slightly aroxmd the depression. 
The weight (gravity) of the surrounding water forces the de- 
pressed particlfe back to the original level; but reaching there 
with a velocity, their inertia carries them above that surface, 
thus producing an elevation where the depression was first 
made. 

As was stated in Sec. 213, careful experiment shows that in a 
gravitational, or water, wave the particles describe circles (or 
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ellipses when the depth is small) about a mean position as a 
center. (See Fig. 172.) 

At their highest and lowest positions, the particles are moving 
parallel to the direction of propagation; whereas at their extreme 
horizontal displacements, they are moving at right angles to that 
direction. Hence, water waves are a combination of longitudinal 
and transverse waves. 

The part of the wave above the surface of equiUbrium is called 
the crest, and the part below that surface, the trough. 

Two other types of wave may occur in liquids: 



Fig. 172. Water Waves 

Ripples are very short waves (about 2 cm or less) for which the 
greater part of the restoring force is due to surface tension. 

Compressional, ot longitudinal, waves are transmitted by a 
Hquid at a considerable distance below the surface, just as by any 
other ponderable elastic medium, but they are not visible like 
surface waves. Such waves are employed for depth soundings at 
sea. 

216. Wave characteristics. The amplitude r of a wave is the 
meiximum distance that a particle of the medium vibrates to 
either side of its equilibrium position. 

The period T is the time required for a particle of the medium 
to make one complete vibration. 

The frequency n is the number of complete vibrations which a 
particle of the medium makes in 1 sec. It is obviously the recipro- 
cal of the period. 

n = • (181) 

As was seen in the preceding section, while a particle executes a 
complete vibration, a complete wave is sent forward in the me- 
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dium. Hence, the frequency is also the number of waves that are 
produced in 1 sec, or the number of waves that pass a fixed point 
in 1 sec. 

The phase of a particle participating in a wave motion is the 
fraction of a period that has elapsed since the particle last passed 
through its position of equilibrium moving in the positive direc- 
tion. Phase may be expressed in time or in angle, which is pro- 
portional to time. The angle 6 is that described by the radius 
OQ of Fig. 37, which turns about 0 with constant angular veloc- 
ity a and makes a complete revolution while a particle P of the 
medium makes a complete vibration. For example, in Figs. 170e 
and 170k the phases of several particles are as follows; 


Particle No. 

Phase in Time 

Phase Angle 

1 

XTor 0 

360° or 0° 

5 

3/4T 

270 

9 

1/2T 

180 

13 

l/4r 

90 

17 

OorlT 

0 or 360 


The wave length X is the distance from any particle to the next 
particle having the same phase. Thus, in Fig. 172, the wave length 
is from 1 to 13, or from 4 to 16, or from 10 to 22, etc. 

By following the motion of particle 1 in Figs. 170e and 170k 
through a complete cycle, it will be seen that the wave length is 
also the distance that the wave form advances while a particle 
makes one complete vibration, i.e., during one period. 

In transverse waves a wave length includes one crest and one 
trough; in longitudinal waves, one compression and one rarefac- 
tion. 

The wave form is the curve obtained by drawing a line through 
the instantaneous positions of all the particles from one particle 



Fig. 173. Wave Forms 


of zero phase to the next particle of zero phase. A wave can have 
almost any form one chooses (Fig. 173), but it may be difficult to 
design a mechanism to produce that form. 
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The simplest way to produce waves is from vibratmg elastic 
bodies. Since the particles of an elastic body, vibrating freely 
execute simple harmonic motion (very nearly), 
particles in waves produced by vibrating elas ic bodies wiU be 
practically shm. This is why waves are usually represented by 
simple periodic, harmonic, or sine curves. Such a curve is o 
called a" ‘sine wave,” but it is very 

wave on account of the persistence of what are called har 

inoiiics*^ (s66 See. 240). , , • 

The usual method of constructing a sine wave form is shown m 
Fig. 174. An auxiliary circle, having a radius r equal to the given 



amplitude, is drawn with its center 0 on the center hne of the 
wave; and its circumference is divided into equal arcs by as many 
points as are desired in the proposed wave, say, 12. 

If the circle is imagined to rotate with the frequency which the 
wave is to have, the projections of these points on the vertical 
diameter OY will execute shm’s successively diffenng m phase by 
30°, which motions are the same as those of corresponding points 

Consequently, the given wave length X is divided mto the same 
number (12) of equal parts; and perpendiculars, erected at the 
points of division, will be the paths of vibration of the particles 
participating in the wave motion. Each point of the circle is then 
proiected over to its corresponding path, and a smooth curve 
drawn through the points thus obtained is the required sine wave, 
or harmonic curve. 

216 Velocity of waves. As was seen in Sec. 214, any wave form 
advances a distahee equal to the wave length during one com- 
plete vibration of a particle of the medium. Hence the total dis- 
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tance the wave will advance in one second, i.e., the velocity v of 
the wave, is the product of the frequency n and the wave length 
X: 

» = nX = -• (182) 


This relation is true for any kind of wave. 

Other expressions for the wave velocity may be obtained in 
terms of the kind of stress involved and the properties of the 
medixim: 

(a) Transverse waves in an elastic string or wire may be shown 
to have the velocity: 



(183) 


where » is the velocity in cm /sec; 

F is the tension in the string in dynes; and 
M is the mass of unit length of the string in gm/cm. 


(b) Longitudinal, or compressional, waves were shown by 
Newton to have the velocity: 



(184) 


where v is the velocity in cm /sec; 

E is the volume coefficient of elasticity for fluids, or 
Young’s modulus for solids, in dynes/cm^; and 
D is the density of the medium in gm/cm®. 

(c) Waves on the surface of a licpiid may be shown to have a 
velocity given by the following relation: * 


27r 


+ 


2tT 

D\ 


(185) 


where v is the velocity in cm/sec; 

X is the wave length in cm; 
g is the acceleration due to gravity in cm/sec^; 
T is the surface tension in dynes /cm; and 
D is the density of the Uquid in gm/cm®. 


* W. Watson, A Text-Book of Physics (JS^ York, Longmans, Green & Company, 
1919), pp. 340, 354. 
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For wave lengths greater than 10 cm, the force of restitution is 
principally gravity, the surface tension term being negligible. 
Hence, for gravitational waves, 



in deep water 
in shallow water 


(186) 


where d is the depth of the water. 

But for waves shorter than 0.3 cm, surface tension predominates 
and the first term of Eq. (185) may be neglected, so that for these 
very short capillary waves, 


a/^ 

V DX‘ 


(187) 


From Eq. (185) it will be seen that in water, long waves 
travel faster than shorter ones. Thus, waves 100 ft long travel 
15.6 mph, and those 1000 ft long travel 49.5 mph. Longer waves 
are therefore constantly overtaking shorter ones, which, with the 
many different directions of propagation, causes the very complex 
wave systems seen at sea. 

217. Huyghens’ principle. When a wave is propagated in any 
medium, there are at any instant certain points that are just be- 
ginning to take part in the motion. The wave front is defined as 

the surface which contains all these 
points that are just being reached 
by the disturbance at that instant. 

Huyghens’ principle states that 
every point on a wave front may 
be considered a new center of 
disturbance, from which wavelets 
go out exactly as from the original 
center; and at any instant the new 
wave front is the envelope of all 
these wavelets. 

Thus, in Fig. 175, if C is the 
original center of disturbance, and 
HJK the wave front at a given instant, then the above law af- 
firms that all points (a, b, c, etc.) on HJK may be considered 





Fig. 175. Huyghen’s Principle 
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new centers from which secondary waves go out as from C; and at 
any later instant the new wave front MNQ is the envelope of the 
secondary waves, or wavelets, sent out from these centers. 

This principle, published by Huyghens in 1690, was one of the 
most fruitful in the early wave theory. From it many important 
properties of waves may be deduced. 



Fig. 176. Reflected and Refracted Beams 


218. Reflection and refraction. When a system of waves strikes 
the surface of separation of two media, it is in general broken into 
two systems, one of which 
is reflected (i.e., turned 
back) in the first me- 
dimn. The other passes 
on into the second me- 
dium but is refracted 
(i.e., changed in direc- 
tion) on passing through 
the surface. (See Fig. 

176.) 

In an isotropic medi- 
um, i.e., a medium whose 
physical properties are the same in all directions, a wave of com- 
pression or expansion will go outward from a center with the same 
velocity in all directions; hence the wave fronts will be spherical, 
and the direction of propagation will be radial, or normal to the 
wave front. • ■ 

The direction of propagation of a wave is often called a ray. 
From the foregoing paragraph, it follows that in isotropic media 
the wave front is normal to the ray at a given point. 

The incident ray is the direction of the wave before striking the 
surface. The reflected ray is the direction of the reflected part of 
the wave. The refracted ray is the direction of the refracted part 
of the wave. 

A beam of waves is a portion, or slice, of a wave system com- 
prised within a system of rays, these boundary rays being chosen 
so as to make the beam convenient for the discussion in which it is 
used. 

The angle of incidence i is the angle between the incident ray 
and the normal to the surface of separation of the two media. 
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The angle of reflection r' is the angle between the reflected ray 
and the normal to the reflecting surface. 

The angle of refraction r” * is the emgle between the refracted 
ray and the normal to the surface of separation of the two media. 

In Fig. 176 is shown a beam of waves, say, light waves, striking 
the surface of separation of air and water. The plane wave fronts 
are shown perpendicular to the incident ray CO by heavy lines. 
Similarly, the reflected and refracted wave fronts are shown by 
lines perpendicular to the reflected and refracted rays, respec- 
tively. But these lines are lighter than the incident wave fronts 
because the energy of the incident waves is divided between the 
reflected and refracted wave systems in a manner depending upon 
the nature of the media and the surface of separation and upon 
the angle of incidence. 

219. Law of reflection. When a tennis ball rebounds from the 
ground, or a bilhard ball from the cushion, the path of the ball on 
the rebound makes the same angle with the surface as on ap- 
proach. It is more satisfactory in scientific work to use the com- 
plements of the above emgles; i.e., the angles which the paths of 
approach and recession make with the perpendicular to the sur- 
face at the point of impact. These angles also are equal. 

The above familiar fact is then equivalent to the law of reflec- 
tion: 

1. The angle of incidence is equal to the angle of reflection. 

2. The incident ray, the reflected ray, and the normal lie in the 
same plane. 

The first part of this law has been known since the time of 
Plato (about 350 b.c.). It is readily deduced by geometry with 
the aid of Huyghens’ principle. 

In Fig. 177, let CO and OC' be the incident and reflected rays, 
respectively, for a beam of waves whose advancing wave front is 
shown by the heavy lines parallel to A E and A'E'; and let NO 
be the normal to XT at 0. 

If there were only one medium, and hence no surface of separa- 
tion XT, the waves would proceed parallel to A£'; and at a cer- 
tain time after passing AE, the wave front would have the posi- 
tion X'F'". 

* The symbol r is used to represent either the angle of reflection or the angle of 
refraction only when no confusion wiE occur. 
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The presence of the surface XY prevents this; hut by Huy- 
ghens’ principle the wavelet from point E on wave front AE pro- 
ceeds outward in all directions and hence reaches E' in the first 
medium at the same time that it would have reached E” if not 
obstructed. Similarly, the wavelet from Di will reach a point D' 
in the fitrst medium at the san^e time that it would have reached 



D" if unobstructed, and so on for the wavelets from successive 
points of incidence of wave A 

Hence, by Huyghens’ principle the new wave front is the en- 
velope A'E' of all these secondary waves, or wavelets; and the 
direction of the reflected beam is OC', perpendicular to A'E'. 

We then have from geometry, 

ZA'£^'£' is a right angle 

(since a tangent is perpendicular to a radius drawn to the point of contact). 

EA' = EA' (being identical) 

AA' = EE" = EE' (by construction). 

Therefore, 

rt.A £JAA'. = rt.A A'JS'E 

(having the hypotenuse and a side of one equal to the hypotenuse and a side 
of the' other). 

AAA'E — AE'EA' (homologous A of equal A) 
or 

ZCOE = ACOA' (from similar A) 
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and 

Zi = Zr (188) 

(complements of equal angles are equal), 

which was the relation to be proved. 

A beam of waves is said to suJBfer regular reflection if it remains 
a definite beam after reflection; e.g., light reflected from a pohshed 
mirror. If, however, it is scattered more or less in all directions by 
the rugosities of the reflecting surface, it is said to be irregularly, or 
diffusely, reflected; e.g., light reflected from white blotting paper. 

It may be shown that if regular reflection is to be produced, 
the height of the irregularities on the reflecting surface may not 
exceed about 1/16 the wave length X of the incident wave.* 

220. Law of refraction. A stick placed in water and viewed 
from above appears to be broken where it passes through the 
sxnface. This is an example of refraction, a phenomenon observed 
with waves of all kinds. The law of refraction is best stated in 
three parts: 

1. When a beam of waves passes from one meditxm into an- 
other in which its velocity is less than in the first, it is bent 
toward the normal, and vice versa. 

2. The ratio of the sine of the angle of incidence to the sine 
of the angle of refraction is a constant for the same two media. 

3. The incident ray, the refracted ray, and the normal lie in 
the same plane. 

The first two parts of this law are commonly called SneU’s law, 
after Willebrord Snell, professor of mechemics at Leyden, who 
discovered it in 1620. It follows easily from Huyghens’ principle. 

In Fig. 178, let the heavy lines paredlel to AE represent portions 
of an advancing wave front before it strikes the surface of separa- 
tion XY between two media in which the velocities of the wave 
are «i and respectively; and let NEN” be the normal to the 
surface. 

When the wave front strikes XY at E, a wavelet will be sent 
out from E into the second medium, in accord with Huyghens’ 
principle, which wavelet in 1 sec travels the distance EE"{= vi), 
while the wavelet from A travels the distance AA"{— Vi) in the 

*R. W. Wood, Physical Optics (New York, The Macmillan Company, 1934), 
p.43. 
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first medium. It is assumed that Vi is greater than v^. Similarly, 
the secondary wave from Di will reach D" in the second medium 
when the one from A reaches A" in the first; and so on. 

The wave front of the refracted wave is then the envelope 
A"E'' of these wavelets. Being a tangent, it is perpendicular to 
the ray EE" drawn to the point of contact E". 



Fig. 178. Refraction by Huyghen’s Principle 


From the definitions of the trigonometric functions, we then 
have: 


sin AEA 
sin EA"E 


AA" 

»i 

~ EA" 

~ EA 

EE" 

Vi 

~ EA" 

~ EA 


tf 


ft* 


But 

and 

Therefore 

and 


IAEA" = Zi 
LEA"E" = Zr. 


(complements of the same . 
angle are equal) 


sm i = 


sm r 


»i 

EA" 

EA"' 


(a) 

(b) 


Hence, dividing (a) by (b), we have: 


sin i _ ^ 
sin r ~~ Vi 


= a constant, 


( 189 ) 


which was to be proved. 
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In order to secure regular refraction, the height of the irregu- 
larities on the surface of separation of the two media must not 
exceed about 1/4 the length of the incident wave. 

221. Index of refraction. The constant of Eq. (189) is called 
the relative index of refraction of the second medium with respect 
to the first for the particular kind of wave under consideration. 
That is, 

The index of refraction ( 1 ( 12 ) of a second medium relative to a 
first medium is defined as the ratio of the velocity (ui) of the wave 
in the first medium to its velocity (i; 2 ) in the second medium. 


Algebraically, 
andbyEq. (189), 


lfl2 


IM2 


% 

V2 

sin i 
sin r 


(190) 


The value of the relative index of refraction depends upon the 
kind of wave and the wave length, as well as upon the kinds of 
media. Thus the mean index of refraction of water relative to air 


is: 


For sound = 0.24 
For light = 1.33. 


222. Diffraction. 


It is a matter of coimnon observation that 
waves which have passed a break- 
water AB do not terminate 
abruptly along the line BC, but 
bend around the edge of the bar- 
rier somewhat as shown in Fig. 
179 — ^just as Huyghens’ princi- 
ple would lead us to expect them 
to do. The phenomenon is com- 
ihon to aU kinds of waves and is 
known as diffraction. It was dis- 
covered by the Italiem physicist, Francesco Mario Grimaldi 
(1618-1663). 

Diffraction is the bending of waves around the edge of an 
obstacle. 



Fig. 179. Diffraction 
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Fig. 180. Interference of Waves 


If diffraction did not occur, the waves would not extend at all 
beyond the line BC, drawn from the edge of the obstacle in the 
direction of propagation. BC is 
called the “edge of the geometric 
shadow,” which is the region 
screened by the obstacle and ex- 
tending out to the line BC. — V \\\ \ ' D, 

223. Interference. When two 
trains of waves traverse the same 
medium at the same time, each 
particle of the medium executes a 
motion which is the resultant of 
the motions it would have in each 
wave alone. 

In Fig. 180, let Si and be 
the centers of two wave systems, 
such as would be obtained by 
moving a two-pronged fork up 
and down with periodic motion 

in the surface of a quiet pond. Crests of the two systems are 
indicated by heavy hnes, and troughs, by light hues. 

When two waves meet crest on crest or trough on trough, the 
water is heaped up or depressed to a height equal to the sum of the 

amplitudes of the two waves. 
Hence, along the dashed lines 
AoBo, AiBi, A 2 B 2 , we find waves 
of maximum amplitude. This is 
called constructive interference, 
or reinforcement. 

Where the waves meet crest on 
trough, however, the resultant 
amplitude is the difference of the 
amplitudes of the two waves ; and 
if these amplitudes are equal, the 
waves destroy each other and no 
motion of the particles results. 
This occurs in Fig. 180 along the lines of gaps CiA and C 2 D 2 , 
where the interference is said to be destructive. 



Fig, 181. Photograph of Interfering 
Waves in Mercury 
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An actual photograph of interference of two such systems of 
waves is shown in Fig. 181 (Courtesy of American Book Co.). 

224. Stationary waves. A most important case of interference 
is that which occurs when two like trains of waves traverse the 
same medium at the same time in opposite directions. In such 
circumstances we get what are called stationary, or standing, 


N N N N N N N 



N N N N N N N 


Fig. 182 . Construction of Stationary Waves 

waves. The necessary conditions are easily secured by reflecting 
a system of waves back through the same medium. 

In Fig. 182, the system indicated by long dashes is moving to 
the left, while the like system (i.e., having same amplitude and 
wave length), indicated by short dashes, is moving to the right. 

At a given instant (t - 0), they have the positions shown. Each 
particle of the medium, say, a string, will have at any moment a 
displacement equal to the algebraic sum of the displacements due 
to the two waves separately. The resulting positions of the parti- 
cles, or of the string, when t = 0, are shown by the heavy line. 
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Other positions of the component waves and of their resultant 
wave are shown for the instants indicated at the left. It will be 
observed that the particles whose two displacements neutralize 
each other occur always at the same points of the string, which 
therefore lie on the vertical lines NN. 

These points where the motion is zero (or a minimum) are 
called nodes (= knots). 

All peuticles of the medium between nodes oscillate with simple 
harmonic motion, but with different amplitudes. The amplitudes 



Fig. 183. Melde’s Experiment 


of the particles increase from zero at the nodes to a maximum at 
points midway between the nodes. 

These points of maximum amplitude are called antinodes. 

When stationary waves occur in a cord at a frequency greater 
than about 16 v.p.s., the eye cannot distinguish the cord in its 
successive positions, but sees a hazy spindle-like figure, or loop, 
between each pair of nodes, as in Fig. 183. 

It is because the wave forms appear to stand still that waves of 
this kind are known as stationary, or standing, waves; but it 
must be clearly understood that the particles of the medium vi- 
brate, except those at the nodes. 

From the figure, the distance between nodes is seen to be one- 
half the wave length (iX) ; and it may easily be shown that in 
order to secure stationary waves in a string, the following relation 
must be fulfilled: 

~ = kT (191) 

■ V 

where lis the length of the string; 
fl is the velocity of the wave; 
r is the period of the vibration of particles ; and 
k is any whole number — 1, 2, 3, 4, etc. 
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Stationary waves are of frequent occurrence in nature. In 
sound they occur whenever there is a sustained tone, as from a 
piano string or an organ pipe. 

226. Polarization of waves. A wave whose particles all vihrate 
in parallel planes is said to be plane-polanzed. ^ 

obtained in a string one end of which is fastened and the other 
moved up and down in a straight line with periodic motion. 

It, however, the free end of the string is movrf urnfo™!, 
around a circle whose plane is perpendicular to the length of the 



Fig. 184. Circularly Polarized Waves 


string, the string will take the form of a helix, or screw thread, and 
the waves are said to be circularly polarized. 

Transverse waves can always be polarized, for some type ot 
screen or other filter can be found to stop vibrations in one plane 
and pass those in another plane, usually at right angles to the 
first. Thus, in Fig. 184, a circularly polarized wave in a strmg is 
plane-polarized by being passed through a straight slot in a 
board P. Vibrations perpendicular to the slot are stopped; only 


Fig. 185. Longitudinal Waves Cannot Be Polarized 

those parallel to its sides are passed. Hence the emerging wave 
is plane-polarized. If the string passes on through another simi- 
lar board A with its slot at right angles to the first one, the plane- 
polarized wave is completely stopped, so that there is no wave 
motion in the string beyond the second board. _ ^ 

The fiKt device P which produces polarization is called the 
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polarizer; the second A, which is used to determine whether or not 
the wave is polarized, is called the analyzer. 

No such process is possible with longitudinal waves, however, 
because their particles vibrate along the direction of propagation, 
and hence the wave comes through unaltered (Fig. 185). 

Polarization is therefore considered the test of the kind of wave. 

1. If a wave can be polarized, it is transverse. ^ 

2. If a wave cannot be polarized, it is longitudinal. 


226. Intensity of waves. The intensity Eof a wave is defined as 
the amount of energy conveyed by the wave per second through 
unit area taken at right angles to the direction of propagation. 

Consider a thin prism of the medium having an area of 1 cm* 
at right angles to the direction of propagation, and having a thickr 
ness t parallel to that direction and so small that all the particles 
of the prism have sensibly the same amplitude of vibration r. Let 
the density of the medium be D. Then, 


Volume of prism = 1 cm* X t cm. = t cm* 

and 

Mass of prism = Dt gm. 

Assuming the particles of the medium to have shm, as they 
usually do, the velocity of each particle at the middle of its path 
is the same as the velocity V of the auxiliary point Q (see Sec. 35). 
That is, 



where T and n are the period and frequency, respectively, of the 
vibration. 

Since each of its particles has this maximum velocity F at a 
certain instant, the kinetic energy of the medium within the prism 
(which at that instant is its total energy) is; 

Energy = i(D0L’^ = K-D0(2irrn)* 

= 27r*DfrV ergs 

and the energy per unit of volume is the 

Energy density = ~ 27r*Dr*n* ergs /cm*. 

If the velocity of propagation of the wave is !t cm/sec, the energy 
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transmitted per sec through the 1 cm^ in question is the same as 
that of V cm® of the medium. Hence we have: 


Intensity of wave 


(v 


cm® \ / 
cm®-sec/\ 




ergs \ 

cm®/ 


2-KhDrV 


ergs 

cm®-sec 


( 192 ) 


Thus it is seen that, other factors being constant, wave intensity 
varies directly as the square of the amplitude r and the square 
of the frequency n. 


227. Damped and undamped waves. If a particle is vibrating 
in a resisting medium, like a pendulum in molasses, it does work 



on the medium; consequently its energy and amplitude gradually 
decrease. Most media offer some resistance to the motion of their 
particles, or to the change of condition, that constitutes a wave. 
In such media, the amplitude of a wave at a given point wiU grad- 
ually diminish unless additional energy is supplied; and waves re- 
ceiving energy from a source of constant power will diminish in 
amplitude as they recede, on account of the work done in over- 
coming the resistance of the medium. 

Such waves are called damped waves and are illustrated by 
Fig. 186. In damped waves, the ratio of any amphtude n to the 
next succeeding amplitude r 2 of the same sign is a constant; and it 
may be shown that 

^ = a constant = (193) 

where 7 is the period and a is the “damping factor.” 
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Taking the logarithm of Eq. (193) to the base e, we have 


5 = loge - = aT 
'2 

where S is called the logarithmic decrement. 

If the loss of energy due to the resistance of the medium is neg- 
ligible, the wave is undamped and the energy of a spherical wave 
within a spherical shell one wave length 
thick will remain constant (Fig. 187); 
that is the total energy W entering two 
such shells of inner radii jRi and i? 2 , re- 
spectively, in 1 sec is: 


W = 4iTRi^Ei = 4}TrR2^E2 


whence 


El 

E2 


R/ 


(194) 



Hence, in spherical waves, when damping is negligible, the 
intensity is inversely proportional to the square of the distance 
from the source. And on combining Eqs. (192) and (194), we 
find that the amplitude varies inversely as the distance from the 
source. 

PROBLEMS 

/ A siren disk (see Fig. 197) has 64 holes and rotates 1500 times per minute. 
"V^at is the pitch (frequency) of the sound vibrations? 

2. What is the wave length of the above sound waves when the temperature 
of the air is 20°C? 

3. If a circular saw has 60 teeth and produces a note of 2000 vibrations per 
second what is the speed of the saw? 

4. What is the wave length of the sound waves in the preceding problem if 
the velocity of sound in air is then 1120 ft /sec? 

5. If Young’s modulus for brass is 9.2 X 10" dynes/cm^, find the velocity of 
sound waves in brass. 

C: If the velocity of sound in steel is 5000 m/sec, what is Young’s modulus 
for steel? 

7. An increase of pressure of 1 atm reduces the volume of water by 0.000050 
of the original volume. Find the velocity of sound in water. 

8. If the adiabatic coefficient of elasticity of air is 1.42 X 10*^ dynes/cm^, 
compute the velocity of sound in air at 0°C. 


CHAPTER XVII 


SOUND 

228. The nature of sound. Galileo (1564-1642), while scraping 
a metal plate with a chisel, observed that when a clear note was 
produced, the plate was marked by indentations equally spaced. 

This was construed to indicate 
that sound was due to vibrations 
of the plate produced in the scrap- 
ing process. 

All subsequent experiments con- 
firm this fact that sound orig- 
inates from vibrating bodies. A 
pith ball suspended by a thread 
and placed against a tuning fork, 
as in Fig. 188 shows by its vio- 
lent agitation that the fork is 
in vibration; and manometric 
fiames attached to an organ pipe 
are caused to flicker regularly 
when the pipe is sounding. But the 
most convincing evidence is that 
of actual photographs of sound 
waves taken by Professor A. L. Foley of Indiana Usniversity, 
which show clearly the compression and rarefaction which con- 
stitute the wave (Fig. 189). 

We therefore make the following definition: Sound consists of 
compressional waves capable of affecting the auditory nerve so as 
to produce the sensation of hearing. 

Only ponderable (i.e., having mass) elastic media transmit 
sound. A beU in a vacuum is not heard, for though a vacuum will 
transmit fight, it contains no medium having mass to transmit 
sound. Snow and a feather pillow transmit sound very poorly: 
they have mass, but very little elasticity. 



Fig. 188. Sound Waves from Tuning 
Fork 
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For the most part, we deal with sound in air; but water, metals, 
wood, and most common substances transmit it weU. 


Sound-deadening substances are inelastic and of loose, porous 



texture such as felt, rock wool, seaweed, and board fabricated 
from wood pulp and cane stalks. The energy of the sound waves 
is dissipated by repeated reflections 
within the heterogeneous texture of 
these materials. 


229. Speed of sound. As deter- 
mined by experiment, the speed of 
sound is in good agreement with the 
values predicted by Newton’s for- 
mula, Eq. (184). At first this ap- 
peared not to hold true for gases, hut 
Laplace suggested that the gases 
were heated during compression and 
cooled dming expansion so rapidly 
that isothermal conditions were im- 
possible; and that, therefore, the 
adiabatic and not the isothermal co- 
efficient of elasticity should be used. 

The adiabatic coefficient may be shown to be y times the 
isothermal coefficient, where y is the ratio of the specific heat of 
the gas at constant pressure to the specific heat at constant vol- 
ume (7 = 1.40 foi> 8ur). That is, for gases, 


Fig. 189. Reflection of Sound 
Wave from Plane Surfaces. (Cour- 
tesy of Professor A. L. Foley) 



But since the isothermal coefficient of elasticity of a gas is equal 
to its pressure P,* this may be written; 



(195) 


and the values from this equation check with experiment. 

Probably the best value for the speed of sound in free air is that 
obtained by D. C. Miller, Professor of Physics at the Case School 
of Applied Science, from observations made at Sandy Hook in 


* W. Watson, op. ciU P- 365. 
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1934, using coast defense guns as sources. His value is 1087.13 
ft/sec (= 331.36 m/sec) at 0°C. 

The following table gives the speeds of sound in some other 
common substances. 


Speeds of Sound 
From Kaye and Laby's Tables 


Medium 

Speed 

Hydrogen (std. conditions) 

1286 m/sec 

Oxygen ( “ “ ) 

317.2 

Sulphur dioxide 

209 

Water (at 13®C) 

1437 

Brass 

3650 

Steel 

4950 

Lead 

1250 

Oedt 

4200 


230. Variation of speed of soimd: 

1. With temperature. From the general gas law (see Sec. 265), 
PV=RMT 

where R is the gas constant and T is the absolute temperature. 
Then 

Mr 


P = RyT = RDT. 


Therefore 


D 


= RT. 


(a) 


Substituting this value in Eq. (195), 


0 = VyRT 

where is constant (= c), 
so that 

V = c^/T. 


(b) 


Hence, the speed of sound in a gas is proportional to the square 
root of its absolute temperature, which may be written: 


V 

Vq 


VT 

VYo 
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where «o is the speed at 0°C, and To is the corresponding absolute 
temperature. 

Substituting for T and To their values, we get the more usual 
form: 

V = Vo^ 273 (196) 

If the temperature rises 1°C, we find, on making Vo = 331.36 m/sec 
and < = 1° in this equation, that v = 331.96 m/sec. That is, the 
speed of sound in air increases about 0.6 m/sec, or about 2 ft/sec, 
per 1°C rise of temperature. This value may be used for approx- 
imate computations. 

2. With pressure. From Eq. (a) above. 


Since R is constant, PjD is constant when T is constant; that 
is, when P is doubled, D is doubled, etc. Hence it follows that 
the speed of sotmd in a gas, which is Vy{PID), is unaffected by 
changes in average pressure if the temperature is constant. 

3. With molecular velocities. Since a gas cannot sustain a 
tensile stress, sound must be transmitted through a gas by molecu- 
lar collisions. We should therefore expect a definite relation be- 
tween the speed of sound and the effective speed * of the molecules 
of the gas. 

In Sec. 269 we shall see that the absolute temperature T of 
a gas is proportional to the average kinetic energy of its mole- 
cules provided the temperature is not very near the absolute 
zero: 

T<xl_ 

T = c'E = c\im¥) 

— c''^ 

where 

c" = |c'm. 

Substituting this for T in Eq. (b) above, 

V — C\/c''v^ == c"'-\/W 


Effective speed is the square root of the average squared speed. 



where 


mechanics 
c'" = cVc" 


V = c"'v 


Hence, the speed of sound in a gas is proportional to me effec- 

tive speed of the molecules of the gas. Ypr^^ailles in 

4. With intensity. By experiments ma e n ^ ^ 

1864, Henri Regnault 

intensity travel with greater speeds than do ™ j 

difference is small, however, being of the order of 1 /3 of 1% m 

•"r l^m». in W05, Vioffe and ""me 
speed of sound cLide;able distance 

Star" th "tthe instments retain their pmp. 

those of low frequency.! 

9^1 Determination of the speed of sound. ^ j „r 

ta) me most obvious rnemod of detenmning ^ 
sotd is to observe the interval betwe^ itthe elor- 

and hearing its ^port « a ta^n « ^ht h ^ 

rd;ft«Cb"t“Tbis method, «m^e« 

was used by Regnault in the huge water mams of Pans, where the 
air was quiet and of uniform temperature. 

(b) The method of resonance is usually emp oy 

‘ttScs is me reinforcenrent of one --"-lions hy 
another series which has the same frequency (cf. Sec. 15-) . ^ 

For the determination of *e speed of sound m 
fork F of known frequency n is mounted just above a long 
tube H in which the depth of the water may be varied by raising 

Or lowering the tank «/ (Fig. 190). j* 4 . j — +11 +Iia 

The fork is set in vibration and the water adjusted imtil 

*BM TeM onSoavd (New York, The Macmillan Company, 1908 ), p. 516. 
t Bid., p. 523. 
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sound is of maximum intensity. The length L of the tube from 
its open end to the water surface is then approximately 1/4X. 
This may be shown as follows: 

When the prong of the fork is in position 1, it starts a compres- 
sion down the tube. This compression is reflected at the surface 
of the water, and in order to reinforce the next upward compres- 
sion, it must return to the mouth of the 
tube just as the fork starts from posi- ^17--' / 

tion 2 on its upward trip. 

Hence, while the fork makes half a 
vibration, from 1 to 2, a compression 
must travel down the tube and back 
again. That is, in order to secure reso- 
nance, the sound wave must travel 2L 
while the fork makes one-half a vibra- 
tion; and therefore it must travel 4L 
while the fork makes a complete vibra- 
tion. But the distance a wave travels 
while the source makes a complete vi- 
bration has been shown to be the wave 
length (Sec. 215). 

Hcncc 

’ . 1 \ I^esonance Tube 

X = 4L (approximately). 

Lord Rayleigh has shown * that a correction is necessary on 
accoimt of the end effect of the tube, so that, more accurately, 

X = 4(L -h .6r) (197) 

where r is the radius of the tube. 

Since the air particles in contact with the water are necessarily 
at rest, there is a node at the water surface. Other lengths that 
give resonance will be found as the water is lowered. Each of 
these positions of the surface is also a node; and we have in the 
tube a system of stationary waves, which occur whenever there 
is a sustained tone. The distemce between nodes is 1/2X by 
Sec. 224. Hence we get resonance for lengths of the tube as fol- 
lows: 

iX, iX, fX, tX, etc. 

* IhU^ p. 55S. 


•iu. 
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After X has been found, we obtain the velocity at once by 
Eq. (182); 

V = nX. 

(c) The Kundt's tube method, devised by Professor Kundt of 
Berbn in 1865, is the one generally used for determining the 
relative speeds of sound in different gases and its speed in solids. 

As is shown in Fig. 191, a glass tube G, about 1 meter long and 
4 or 5 cm in diameter, is tightly closed at one end by a stopper. 



In the other end is inserted a rod R of metal or glass, clamped at 
its center and carrying a light cardboard piston that fits in G with 
just enough clearance to move freely. 

Cork dust, lycopodium, or other light powder is distributed in 
a small uniform ridge along the bottom of G. The rod is made to 
vibrate longitudinally by grasping it firmly with a cloth on which 
rosin has been sprinkled freely, and giving it a single vigorous 
stroke from the clamp to the left end. 

An intense musical note will be emitted by the rod, and if the 
length of the tube is properly adjusted, stationary waves will be 
set up in it. The dust is blown aside at the antinodes and remains 
in little heaps at the nodes, where the motion of the particles of 
the gas is zero. The stopped end is necessarily a node, and the 
piston end is nearly a node, since the actual motion of the end of 
the rod is small. The length of the tube is therefore divided into a 
whole number of divisions, each of length 1/2X. 

By using the same rod, we keep n constant so that the velocities 
and V 2 in different gases are, respectively, 


Vi = nXi 


Vi = nXi 


and 



(198) 


That is, the velocities are proportional to the distances between 
the nodes for different gases. 
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Also, the center of the rod is a node (because it is clamped), 
and the free ends are antinodes. Hence, the distsuxce from the 
clamp to either end is l/4Xr, where Xr is the wave length in the rod. 

When the speed in air is known, Eq. (182) may be solved for 
the frequency n; and having that, we are able to compute the 
speed of sound in the material of the rod by the relation, 

Or = nXr. (199) 

232. Reflection of sound. Like all other types of waves, soimd 
is reflected — at least in part — ^whenever it strikes the surface of 
separation between two media. The most famihar example of the 
reflection of sound is the echo. A wall or a cliff, whose irregulari- 
ties are small compared to the wave length of the sound, wiU re- 
turn a sound which may be clesu-ly distinguished from the original, 
provided the source is at a sufficient distance. The distance 
necessary may be computed as follows. 

It is known from experiment that two sounds of the same kind 
cannot be distinguished if the interval between their occurrences is 
less than 1/10 sec. In 1/10 sec sound wiU travel 108.7 ft in air at 
0°C. Hence the distance from the source to the reflecting surface 
emd back again must be at least 108.7 ft, emd the distance be- 
tween source and reflecting surface must be at least 

i of 108.75 = 54.4 ft (approximately) 

in order that the reflected sound may be distinguishable from the 
original and consequently recognizable as an echo. 

If a watch S (Fig. 192) is placed in front of a smooth, concave, 
spherical surface of wood or 
metal, but not too close, its tick- 
ing will be brought to a focus at 
some point S', in a manner sim- 
ilar to the behavior of Hght (see 
Sec. 526). In fact, the same 
mirror may be used for light and 
for sound, and the same points 
will be found to be conjugate 
foci for both. 

Before the advent of modem electrical public address ap- 
paratus, it was customary to place a sounding board (i.e., a 
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soxmd reflector) behind the speaker’s stand in churches and 
auditoriums. There are many “whispering galleries,” notably in 
the Capitol at Washington and in the Mormon Tabernacle at 
Salt Lake City. When one stands at a certain spot in one of these 
buildings, he can distinctly hear a whisper uttered at a certain 
other spot on the opposite side of the room, though it is inaudible 
at intermediate points. The two points are conjugate foci for 
sound (see Sec. 545). 

Figure 189 shows a sound wave being reflected from a plane 
surface. 

Reflection of sound is employed in a device called a fathometer 
for determining depths at sea. An intense beam of sound waves is 
sent out by an oscillator located at the bottom of the ship. The 
reflected wave, on its return, actuates a device similar to a tele- 
phone receiver, whose signal is amplified and flashes a neon light 
carried on a revolving hand. When the hand passes zero the 
signal is sent, and on its retxun the neon fight flashes. The depth 
is read directly on the dial at the position of the hand when the 
flash occurs (cf. Sec. 253). 

A somewhat similar method is used for locating oil. A heavy 
charge of explosive is detonated at various points in a region 
where oil is thought to exist. The time and intensities of the re- 
turning waves are automatically recorded at a chain of stations, 
and from these data the location of salt domes (characteristic of 

oil regions) can be predicted 
with some assurance. 

233. Refraction of sound, 

though less noticeable than reflec- 
tion, occurs whenever a beam of 
sound passes from one medium 
into another in which its velocity 
is different from that in the first 
medium. 

Figure 193 shows a photograph 
of a sound wave that has been 
changed by refraction through a 
sound lens, consisting of a lens-shaped bag filled with SO 2 in which 
its speed is less than in air. The original spherical wave is seen 



Fig. 193. Refraction of Sound by Lens. 
(Courtesy of Professor A. L. Foley) 
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at the extreme right; the refracted plane wave at the left of the 
lens. The source of the sound is an electric spark produced be- 
hind the circular electrode in the center of the figure. 

If the lens had heen filled with hydrogen, in which the speed 
of sound is greater than in air, the wave after passing through the 
lens would still have been spherical, but its radius would have been 
less than before striking the lens. 

On account of passing through bodies of air of different densi- 
ties, sounds such as the firing of guns are sometimes heard at a 
considerable distance when not audible at nearer points. The 
same effect may be due to the change in the direction of the sound 
waves by the wind. For these reasons, also, fog signals may pass 
completely over a ship well within their ordinary range. 


234. baterference of sound: Beats. If two sources of sound of 
the same frequency, such 
as two tuning forks A and 
B, are sounded at the 
same time, the resulting 
sound is smooth and the 
two sources are said to 
be in unison, or resonance. 

But if the frequency of 



Fig, 194. Tuning Forks Producing Beats 


one of the forks is changed (lowered), as by the addition of a rider 
R (Fig. 194), a throbbing effect called beats is produced when 
the forks are sounded together. 

Beats are regular outbursts of sound followed by periods of 
comparative quiet, caused by the interference of two systems of 



Fig. 195. Wave Form of Beats 


waves of different frequencies. The phenomenon of beats is 
readily understood from Fig. 195, which may represent two wave 



266 


MECHANICS 


trains of any kind (by the convention of Sec. 214), having fre- 
quencies of 24 and 21 vps (vibrations per second), respectively. 

Where crest falls on crest, we have constructive interference: 
the amplitude, and consequently the intensity, is a maximum 
(Sec. 226). Where crest falls on trough, there is destructive inter- 
ference: the opposite forces nullify each other and the amplitude 
and intensity are minimum. 

It wiU be seen that a crest of the wave of greater frequency 
overtakes a crest of the one of lower frequency a number of times 
in one second equal to the difference of the two frequencies — -in 
this case, three times. 

Hence, the number of beats per second is equal to the differ- 
ence of the frequencies. 

if the number of beats per second is greater than about 30, they 
produce a new note called the beat note. Beats are used in the 
tuning of musical instruments. In a piano, for example, the 
strings of middle C are first tuned until they give no beats with a 
Standard Middle C tuning fork. Other notes are then tuned un- 
til they produce the proper numbers of beats per second with 
those already tuned. The heterodyne type of radio receiving set 

employs the beat note produced 
by the incoming waves and waves 
generated in the receiver itself; 
and the very vexing “whistling” 
often heard is the beat note re- 
sulting from the interference of 
the broadcast wave with the 
wave produced by a local regen- 
erative receiving set. 

236. Huyghens’ principle (Sec. 
217) for sound is beautifully veri- 
fied by another of Professor 
Foley’s photographs, shown in 
Fig. 196. The compression and 
rarefaction composing the originai wave are shown by the dark 
circle and its accompanying light circle at the right of the figure, 
their centers being behind the central electrode. 

At the left, this spherical wave impinges upon a “grating” 



Fig. 196 . Sound Waves Through 
Grating. (Courtesy of Professor A. L. 
Foley) 
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consisting of a screen pierced by five horizontal slots perpendicu- 
lar to the paper. Beyond the grating on the left are seen the 
transmitted wavelets, with centers at the centers of the slots; 
and to the right of it are the reflected wavelets, with centers at 
the centers of the strips. 

It will be noted that the origmal wave front, if continued, 
would neatly envelop the treinsmitted wavelets. The envelope of 
the reflected wavelets would then be a new wave front whose vir- 
tual center is as far behind the reflecting surface as the center of 
the original wave was in front of it. 


236. Musical sounds and noise. We consider sounds to be 
musical that are smooth and pleasing to the ear; whereas harsh, 
jangling sounds that are disagreeable to 
the ear are called noises. Upon examina- 
tion of these two classes of sounds it is 
found that: Musical sounds are due to 
regular vibrations; noises are due to ir- 
regular vibrations. 

This is well illustrated by the siren. 

The siren disk (Fig. 197) is pierced by 
five circular rows of holes. The holes of 
the four outer circles are equally spaced, 
but those of the innermost circle are irregularly spaced. When 
this disk is mounted on a rotator and turned rapidly, a blast of 
air directed at any one of the four outer circles yields a musical 
note because the puffs that pass the holes come through at reg- 
xflar intervals. But when one blows against the innermost circle 
of holes, the sound is a rough, unpleasant noise, for the irregu- 
larly spaced holes produce irregularly timed puffs, or sound waves. 



Fig. 197. Siren Disk 


237. Characteristics of musical sounds. Waves in general are 
characterized by frequency, amplitude, and wave form. It is to 
be expected that these properties of the wave woxild produce cor- 
responding properties of sound, as they do. 

The characteristic properties of musical sounds are pitch, loud- 
ness, and quality. 

Pitch depends upon the frequency of the sound wave. It may 
be roughly described as the shrillness of the sou^^ 


268 


MECHANICS 


Loudness of sound is a measure of sensation, which belongs in 
the province of psychology. It depends upon intensity and fre- 
quency, and intensity has been shown (Sec. 226) to be proportional 
to the square of the amplitude and the square of the frequency. 
Hence, loudness depends upon the amplitude and the frequency 
of the sound wave, but the relation is not definitely known. 

Lord Rayleigh has foimd that the amphtudes of soimd waves 
in air vary from about 10~® mm for sounds that are just audible 
to 1 mm for the loudest sounds that can be heard. 

Quality depends upon the wave form. It is the property which 
enables us to distinguish the notes of a piano from those of a vioHn 
or an organ. 

The first two of these characteristics of sound may be demon- 
strated by means of the siren of Fig. 197. As each hole comes 
opposite the nozzle, a puff of air passes through the hole and pro- 
duces a sound wave on the far side of the disk. Accordingly, as 
many waves are sent out per second as holes pass the nozzle per 
second. There are more holes around the larger circles, hence the 
frequency of the sound is greater when the blast is directed at the 
outer circles of holes. 

As the blast is moved to the smaller circles of holes, there is a 
noticeable change in the character of the sound. That from the 
larger circles is said to be of higher pitch (greater frequency) than 
that from the smaller circles. Hence the pitch depends upon the 
frequency. 

To produce louder sounds one must blow harder, i.e., impart 
more energy to the sound. The harder one blows, the farther each 

puff will extend beyond the 
passittg hole, and, therefore, 
the greater the amplitude. 
Thus, loudness depends 
upon the amplitude of the 
waves. 

The fact that the quahty 
of a musical sound depends 
upon its wave form is dem- 
onstrated by examining the 
wave forms of notes from veurious musical instruments by means 
of some type of oscillograph. One of the best of these is called 
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the phonodeik and was devised by D. C. Miller. Its principle is 
shown in Fig. 198. 

The sound wave produced by the source S enters the mouth- 
piece N and is transmitted through the flexible tube T to the light 
diaphragm D, which completely closes the cross section of the 
circular box B. Each compression deflects D outward, and each 
rarefaction permits it to spring back. These vibrations are com- 
municated to a tiny mirror M, mounted on a delicate metal ribbon 
placed horizontally across the diameter of the box, and they cause 
M to execute small oscillations about this ribbon as an axis. 

A narrow beam of light from a strong source L is reflected from 
M to a four-sided mirror R rotating about a vertical axis. The 
mirrors R reflect the beam of light to the screen J, where it 
makes a bright spot. The motion of the mirror M gives this spot 
vertical displacements, while the mirrors R give it horizontal 

■ ^WV tA/VV- - VV 

Fig. 199. Wave Forms 

displacements. The spot, therefore, traces out on J a curve show- 
ing the variations of pressure of the wave on D; that is, the cmve 
represents the wave form of the sound. 

Fig. 199 shows characteristic wave forms for the tuning fork 
and for certain notes of the oboe, the violin, and the human 
voice. 

The tuning fork is seen to give almost a pure sine wave. The 
irregularities, or departure from sine waves, of the other forms 
are due to the overtones of the respective instruments. 

If the screen J (Fig. 198) is replaced by a photographic film, 
permanent records of the curves are obtained. These curves may 
be resolved into component curves by means of an apparatus 
called a harmonic analyzer* In all cases it develops that the neces- 
sary component curves are harmonic, or sine, curves of various 
amplitudes, frequencies, and phases. 

238. Fourier’s theorem. The above result was predicted in 
1822 by the French physicist Joseph Fourier, who showed mathe- 

* D. C. Miller, Science of Muskal Sounds (New York, The Macmillan Company, 
1916), p. 97. 


270 


MECHANICS 


maticaUy that any persistent periodic curve, y = /("O, could be 
expressed as a series of sine or cosine functions, i hus, 


where 


y = yi + y2 + ys + • ■ ’ + y™ 

yi = n sin(«i + ai) ys = n sin(3«i + «3) 

= r 2 sin(2a)l + « 2 ) y» ~ sin(n.coi + •■Xn) 


or 


y = Ti sin(wi + ai) + I’a sin(2coi + 0 : 2 ) + • • • 

+ r* sin(nwi + ««). (.20Uj 

Each of the components of y, i.e., yi, y 2 , ya, • • • yn> is a sinus- 
oid, or harmonic curve, and hence they are called the Iconics 
of the original complex curve, y = The r s are the amp - 

tudes, and the a’s are the epoch angles and determme the phases 


when t = 0 . 

By Eq. (43), the periods 


of these harmonic components are: 


2x2^^ 27r 

CO 2co 3co nco 

and are seen to be proportional to the numbers 

1 1 1 . . .1. 

2’ 3 ’ n 

The wave lengths are likewise proportional to these numbers; and 
the frequencies, being reciprocals of the periods, are proportional 
to the numbers, 

1, 2, 3, . . . n. 


The component curve, or function, having the lowest frequency 

is called the fundamental, or first, 
harmonic; the one having double 
this frequency, the second har- 
monic ; and so on, the order of the 
harmonic being the same as the 

Fig. 200. Composite Wave ^ coefficient of ce. 

Figure 200 shows the wave form obtained by combining as 
components a fundamentffi 8md a third harmonic, the components 
being shown by dashes. 

*Ibid.,v.92. 
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239. Doppler’s principle in sound. The Doppler effect is most 
often observed in sound waves, although it may occur in any type 
of wave motion. If one is standing near a railway when a whistling 
locomotive passes, the pitch of the whistle is noticeably lower as 
the engine recedes than when it is approaching. An organ reed 
mounted at the end of a horizontal bar and rotated rapidly about 
a vertical axis produces distinct beats, since the pitch is higher 
(wave length shorter) while it is moving toward the observer than 
when moving away from him. 

In any such case, the actual wave length X and the apparent 
frequency n' are readily computed. 



In Fig. 201, let 

S be a source of sound moving to the right with speed ; 
i? be a receiver of sound moving to the right with speed 
Vm be the speed of the medium to the right; 

•»o be the speed of sound m the medium at rest; 

X be the actual wave length; 
n be the actual frequency of the source; and 
n' be the apparent frequency of the source as observed at the 
receiver. 

Let all speeds be relative to the earth and positive, positive direc- 
tion being taken from the source toward the receiver. 

In 1 sec a given wave front leaving the fork would move forward 
a distance »o in still air. If the air has a speed Vm, it will move this 
additional distance; so the total distance it will move in 1 sec is 
(»o + »m). At the same time the source will advance a distance 
hence the n waves sent out by the source in this second are com- 
prised in the distance («o + ®m — f*). That is, 

nX = ®o + ®m — t)s 

X =-= - H i . (201) 

Th 

If the receiver R were at rest, a given wave front in 1 sec would 
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pass him a distance (bq + Bm). But since he moves in 1 sec a 
distance Vr in the same direction, this wave front passes him the 
distance (bo + ~ Vr) only. The number of waves that pass him 

(strike his ear) in 1 sec is the apparent frequency n' of the source, 
and these are comprised in the distance (bo + b*, — »r). Hence, 

n'\ = Vo + Vm — Vr 


, _ Vo + Vm— Vt 

X 


in which substituting the value of X gives: 

, Bo + B„ — Br 

n = — i n. 

Vo “}“ Vtn Vs 


( 202 ) 


240. Notes, tones, overtones, harmonics. Helmholtz has made 
the distinction that a tone (- German, ton) shall mean a sound 
not capable of further resolution into harmonic components; 
whereas a note is in general composed of a number of tones. 

The pitch of a note is taken as that of its lowest tone, or funda- 
mental. The fundamental is produced when the source vibrates 
as a whole. Thus a string having a node at each end and an anti- 
node at its center would emit its fundamental tone (see Fig. 206a). 

It is difficult to secure a perfectly pure tone. Most bodies vi- 
brate in segments at the same time that they vibrate as a whole, 
and therefore produce a note compounded of its fundamental and 
of the partial tones, or overtones, due to the segments. Fig- 
ure 206h shows a string emitting its fundamental and second 
harmonic. Overtones whose frequencies are integral multiples of 
the frequency of the fundamental are called harmonics ; all others 
are called simply overtones. Thus, a rod free at both ends 
(Fig. 203) vibrates in such a way that if the frequency of its fim- 
damental is taken as 1, those of the overtones are 2.92, 4.87, 
6.32, 7.48, etc.* Here it is seen that the first and second overtones 
are approximately the third and fifth harmonics, but the others 
are not harmonics. 

Harmonics and the corresponding terms of Fourier’s theorem 
take their names from the fact that the fundamental and aU 
harmonics up to the sixth, when sounding together, produce a 
harmonious note. The seventh and ninth harmonics, however, 

* Watson, Op. af., p. 390, 
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when sounded with the others, give unpleasant beats. Hence, in 
the piano the hanuner strikes the string at a point approximately 
1/8 of its length from the end, so as to produce an antinode at 
this point. The seventh and the ninth harmonics, which would 
have nodes at about this point, are made so weak as not to be dis- 
agreeable. 

The presence of overtones is readily shown hy resonance. Let 
a string be tuned to the frequency of one of the harmonics of an- 
other string. Then, when the latter is sounded, the former will 
absorb energy from it and wiU be set into sympathetic vibration 
with the harmonic to which it is tuned. 

By means of a series of resonators, each of which may respond 
to a single frequency or may he 
adjustable throughout a short range 
of frequencies, the overtones of a 
given note, may be isolated one at a 
time. The tone selected may then 
be amplified electrically to any de- 
sired intensity. 

Resonators may be of various pic. 202 . Helmholtz Resonator 
forms: rectangular, conical, cylin- 
drical, etc. The spherical resonator designed by Helmholtz, 
shown in Fig. 202, is one of the best types. 





241. Tuning forks. While any body vibrating with a proper 
frequency is a source of sound, the tuning fork, the stretched 
string, and the organ pipe are the sources usually studied first, 

because of their relative sim- 



Fig. 203. Nodes in Vibrating Bax 


The tuning fork consists of a 
bar, or rod, bent into the form of 


a long narrow U having a stem, or handle, at the base. If the bar 
before bending is supported so that it may vibrate freely, it wiU be 
found, when struck at an end, to vibrate with nodes at Ni and 


iVa, as is shown in Fig. 203. 

As it is bent toward the U-shape, these nodes approach the 
center and are finally located approximately as shown in Fig. 204. 
The point at which the stem is fastened continues, therefore, to 
be an antinode; hence the stem is raised as the prongs go outward 
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and lowered as they go inward. If the fork is mounted on a box 
made of thin wood and properly proportioned (see Fig. 194), 
this motion of the stem is communicated to the 
box, which is thereby thrown into sympathetic 
vibration and the sound is greatly augmented by 
resonance. Such boxes are called resonance boxes. 

When a tuning fork is first struck, it vibrates 
in segments (Fig. 205) and emits overtones of 
high pitch, but these quickly die out almost com- 
jif pletely. The note which then persists for a con- 

siderable time is very nearly the pure , , , ^ 
fundamental tone of the fork. 

Timing forks are easily meuntained 
in continuous vibration by electrical 
means (sustained fork) ; the pitch varies 
Fig. 204 ;Nodes slightly with temperature; and the . 
in Tuning Fork overtones are for most purposes negli- 


_-2 
UJ_ 1 


Consequently, tuning forks are 
generally employed as standards of 
pitch. They are used also to regulate clocks, motors, 
and other devices for which great constancy of speed 
is desired. 


I I 

I i| 


Y 


242. Strings. It weis stated in Sec. 224 that sta- 


Fig. 205. 

.. , .... Nodes in 

nonary waves occur whenever there is a sustained Tuning Fork 

tone. In the case of a stretched string, the points at WhenSound- 
wMch the string is fastened are necessarily nodes, ^er ones 
for they cannot move. The distance between nodes is a half 
wave length (Fig. 182). Hence the length L of a string is re- 
lated to wave length X by 


L == 


( 203 ) 


Also, from Eq. (182), 


and from Eq. (183), 


V — n\ 
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Therefore, 


so that 



(204) 


This kiw of vibration of strings may be stated as follows: The 
frequency of vibration of a stretched string varies directly as the 



Fig. 206. String Executing Fundamental and First Overtone 

square root of the tension in the string and inversely as the length 
of the string and the square root of its mass per unit of lepgth. 

The law is readily verified by means of a sonometer (Fig. 207), 
with which each of the factors in Eq. (204) may be varied inde- 
pendently. 

Besides vibrating as a whole (Fig. 206a), a string vibrates at 
the same time in segments, thereby producing overtone^ which 



Fig. 207. Sonometer. (Courtesy Central Scientific Co.) 


are very nearly harmonics. Figure 206b shows a string vibrating 
as a whole and also in two segments. Photographs of vibrating 
strings reveal that they actually vibrate in many segments.* 
This is shown also by the wave forms from the phonodeik. In 
these (Fig. 198), the irregularities as compared with a pure sine 
wave are due to the overtones. 

In general, the richness of musical notes depends upon the 
abundance of harmonious overtones. The violin owes its pre- 
eminence among stringed instruments to the fact that it gives 
the musician very extensive control of the overtones. 

243. Organ pipes. In a pipe organ, the vibrating body is the 
ah' within the pipes. The vibration of the material (wood or metal) 

*MiUev,ScwriceofMmic(dSounds,op,cU.,p.66, 
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of which the pipes are made is so slight as to he negligible in an 
elementary discussion. 

The construction of an organ pipe is shown in Fig. 208. The 
upper end may be open (open pipe), or it may be closed by an 
adjustable piston (stopped pipe). 

With the stopped pipe the action is somewhat as follows. When 
air is blown in through the narrow slit M, it is deflected by the 

sharp edge E either into or out of the 
pipe. If it is deflected inward, additional 
air is forced into the column C, sending 
a compression up the pipe. This com- 
pression is reflected at the stopped end, 
returns down the tube to the large open- 
ing at 0, and deflects the jet of air out- 
ward. 

The effect of this current of air past 
the orifice 0 is then to produce a rare- 
faction in C, on the principle of the jet 
pmnp (Sec. 121). This rarefaction moves 
to the top of the pipe and is reflected; 
and on returning to the lower end of the 
pipe, it causes air to be drawn in so that 
a new compression starts upward. 

The time for a complete wave (i.e., 
one compression and one rarefaction) 
to issue from the tube is the same as the 
time required for the disturbance to 
make two trips up and down the pipe. 
That is, the distance traversed by the 
wave front in one period is 4L, where L 
is the length of the pipe; and by Sec. 215 
this is the wave length. Hence, with the 
stopped pipe, 

X = 4L 



Fig. 208 . An Organ Pipe 


which is the same result as was obtained with the resonance tube 
in Sec. 231. 

If an open pipe is used instead of a closed pipe, the explanation 
is similar to the above, but it is somewhat complicated by the 
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fact that the compression and rarefaction are reflected at the upper 
open end with a change of 180° in phase. 

The upper end of a stopped pipe is necessarily a node, and that 
of an open pipe, an antinode; but in both the opening at the 
lower end is large enough to make an antinode. 

By using the conventional means of representing 
compressional waves (Sec. 214), it is seen from 
Fig. 209 that a stopped pipe can produce only the 
harmonics whose frequencies have the ratios 1, 3, 

5, etc.; whereas an open pipe can yield all the 
harmonics, 1, 2, 3, 4, 5, etc. 

It will also be noticed that 
the length of a stopped pipe is 
1/4 the wave length of the 
fundamental (first harmonic) 
tone, whereas the length of the 
open pipe is 1 /2 the wave length 
of the fundamental. Hence a 
stopped pipe will need to be but 
half the length of an open pipe 
to produce the same fundamen- 
tal tone. But the notes from 
the open pipe will be much richer, because they contain all the 
agreeable harmonics, whereas the stopped pipe contains only the 
odd ones, the 7th and 9th of which are disagreeable. 



Fig. 209. Closed and Open Pipes 



244. Musical scales. A study of musical tones reveals the fact 
that if their frequencies have the simple ratios, or intervals, 2 to 
1, 3 to 2, 4 to 3, 5 to 3, 5 to 4, and 6 to 5, they will be pleasing when 
sounded together; that is, neither they nor their harmonics will 
produce disagreeable beats. 

Tones whose frequencies have the ratios 4:5:6:8 are said to 
form a major chord; and those having the ratios 10:12:15:20, a 
minor chord. 

A major diatonic scale is formed by taking any note of a major 
chord, building up new major chords above 6uid below it, and select- 
ing from the frequencies so obtained those that have approximately 
equad intervals. The note upon which the scale is built is called 
the keynote, or tonic. Minor scales are built up in a similar way. 
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While scales may be constructed upon any keynote, the so- 
called “natural scale’’ begins with middle C, to which physicists 
assign the frequency 256 because that is a power of 2, which sim- 
plifies computation. Musicians’ concert pitch is based on a mid- 
dle C of 264 vps. Below is given the major scale of C. 


Major Diatonic Scale 


Note 

c 

D 

E 

F 

G 

A 

B 

C' 

D' 

Frequency 

264 

297 

330 

352 

396 

440 

495 

528 

594 

Ratios 1 

4 


5 


6 



8 





4 


5 


6 


1 


(3) 



4 


5 


6 


It will be noted that the frequency of C' is twice that of C; i.e., 
the interval is 2 to 1. This fundamental interval is called an 
octave, because it comprises eight notes of a major diatonic scale- 

In order to render selections in any desired key, it would be 
necessary to have scales from many keynotes. For even a few, 
this requires a very large number of tones — ^far more than could be 
produced on a piano or organ, which has a separate string or pipe 
for each tone. 

To meet this difficulty, Johann Sebastian Bach introduced the 
equally tempered scale. In this, the octave is divided into 12 
equal intervals, each of which is therefore the twelfth root of 2, or 
1.0595 to 1. The equally tempered scale is now in universal use 
and can be distinguished from the natural scale only by those 
who have exceptional tone sensibility. 

In Fig. 210 is shown the ordinary piano keyboard of 88 keys, 
with the staff and the musical symbol (note) for each tone. 

246. The phonograph. The phonograph, invented in 1878 by 
Thomas A. Edison, was the first mechanical device for reproduc- 
ing sounds in general, such as the human voice or the music of an 
orchestra. It consists essentially of a thin diaphragm, similar to 
that of a telephone receiver, closing the end of a horn which col- 
lects the sound. A stylus, or needle, is connected to the center of 
the diaphragm and presses against a cylinder of tin foil or some 
waxy compound. The diaphragm and stylus are moved along 
parallel to the cylinder by a screw, and as sound waves cause 
the diaphragm to vibrate, the needle traces a helical groove of 
varying depth in the waxen cylinder. 
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If the needle is then caused to retrace the groove, the recorded 
sound is reproduced quite accurately. 

The gramophone of Emile Berliner employs the same basic 
principles, but the record is traced as a spiral groove on a flat cir- 
cular plate rotating in a horizontal plane, the 
vibrations of the needle being sidewise instead 
of up and down. 

A reproducer of this type is shown in cross 
section in Fig. 211. D is a thin, circular, metal 
diaphragm corrugated in a special way to im- 
prove the reproduction of low notes. It is held 
around its outer edge between rubber washers. 
The vibrations are communicated to D from 
the needle N by means of the lever L and sev- 
eral light distributors at the upper end of L. 

_ raph 

Reproducer 246. The eat is the primary sound-detecting 

instrument. Sound waves produce variations of pressure on the 
ear drum, or tympanic membrane (Fig. 212), causing vibrations 
of the drum. These vibrations are transmitted by a chain of three 
little bones (hammer, an- 
vil, and stirrup) in the 
middle ear to a liquid con- 
tained in the cochlea, a 
chamber of snail-shell 
shape in the iimer ear. 

The cochlea is divided 
into two compartments 
throughout its length by 
the basilar membrane. 

This membrane is of 
fibrous structure, the fibers running crosswise from one side of 
the cochlea tube to the other. The fibrils of the auditory nerve are 
attached to the basilar membrane along its inner edge, where it 
joins the wall of the cochlea. 

A vibration is communicated from the middle ear through an 
oval and a round window to the liquid on the two sides of the basi- 
lar membrsme; and this latter experiences variations of stresses, 
thereby exciting the attached nerve fibrils, which transmit the 


Auditory 

nerve 



Tympanic membrane j 
Hammer^ 
Anvil' 
Stirrup- 
Round window' 


Cochlea 

Basilar 

membrane 


'Eustachian 
tube 


Fig. 212. The Ear. (Courtesy 
Henry Holt and Co.) 
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signal to the brain. This stimulus is thought to consist of an elec- 
tric impulse, but the process is not thoroughly understood. 

Notwithstanding its limitations, the performance of the ear is 
most remarkable. It can interpret eis sound a vibration whose 
ampHtude is approximately the diameter of an air particle 
(13 X 10 ®cm); and it can distinguish diBFerences of pitch cor- 
responding to less than 0.3% difference in frequency. The ear will 
register the reception of energy at the rate of 10“^^ watt. It is there- 
fore a most sensitive wattmeter. If energy were passed into a cubic 
centimeter of water at this rate and converted into heat without 
loss, it would take 130,000 years to raise the temperatme l^C. 

The most astonishing property of the ear, however, is its ability 
to analyze complicated sounds. When the music of a band is heard, 
for example, the disturbance reaching the ear drum is the com- 
pressional wave due to all the instruments — ^merely changes of 
pressure. But the hearing mechanism analyzes this disturbance, 
not simply into harmonic components as a harmonic analyzer 
does, but into the original complex notes of the individual instru- 
ments : the part played by each instrument can be clearly dis- 
tinguished in the infinitude of tones of the ensemble. How much 
of this resolution takes place in the ear, and how much in the 
breiin, is a question in the field of psychology. 


247. Audibility. Sounds that are just audible are said to be at 



FREQUENCY (Cydes/sec) 





Fig. 213. Audibility Curves 


the threshold of audibility. As the intensity of the sound waves 
(i.e., the energy transmitted per cm*/sec) is increased more and 
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more, the loudness increases until hearing ceases and the sensa- 
tion becomes painful. The sound is then said to have reached the 
threshold of feeling. Between these two extremes lie aU the vibra- 
tions that are perceived as sound. 

Figure 213 shows the curves representing the threshold of 
audibility A and the threshold of feeling B for normal ears (72 
persons). From these it will be seen that the frequency range 
within which sounds are audible is from about 20 to 20,000 com- 
plete vibrations (cycles) per second. 

The ear is most sensitive (i.e., requires least power for an audi- 
ble vibration) at about 2000 cycles per second; and at this fre- 
quency pressure changes * from .0006 to 2000 bars are audible. 

248. Measurement of loudness: The decibel. If two sound 
waves, one having twice the intensity of the other, impinge suc- 
cessively upon the ear, the sensation produced by the first will 
not seem twice as loud as that produced by the second. That is, 
the loudness of soimd as perceived by the ear is not directly 
proportional to the intensity of the stimulus, which in this case is 
the wave. 

Loudness as judged by a large number of normal ears is known 
to depend upon both the intensity and the frequency, but there is 
no simple relation connecting them. Psychologists find that in 
general sensations obey approximately the Weber-Fechner law: 
Sensations are proportional to the logarithms of the stimuli that 
produce them. 

Expressing this algebraically for sensations of sound, 

iS = c log / -f 6 (205) 

where S is the loudness of the sound sensation, approximately ; 

I is the intensity of the sound wave 
c and b are constants depending upon the choice of units 
and axes. 

* Sound intensity and pressure change are connected by the relation, 

I = ;^at20°C. 

415 

where I is the intensity in microwatts per cm® and p is the pressure change in dynes 
per cm®. 

From Harvey Fletcher, Speech and Hearing (New York, D. Van Nostrand Com- 
pany, 1929), p. 67. 
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Let >So and 5 be the loudness of two sound sensations produced 
by two sound waves of intensity Jo and J, respectively. 

Then by the Weber-Fechner law, 

So — c log lo + b for the first sound. 

S = clog I + b for the second sound. 


Since we really measure differences of loudness, we have on 
subtracting: 

a=S—So = c(log I — log Jo) 



Again, for convenience, we choose om- units so as to make c = 1. 
In America, logarithms to the base 10 are chosen; then, by 
inspection, it is seen that if a = 1, when J = 10 Jo, c will = 1. 
Thus, 


1 


bel 


= e logio 


lOJo 

Jo 


makes c = 1. 


(b) 


This unit of a is named the bel after Alexander Graham Bell, the 
inventor of the telephone. Since c = 1 when these units are used, 
we may write 

0!bels = logio Y ' (206) 


a is called the sound level of the sound whose intensity is J 
.with reference to the sound whose intensity is Jo. 

From equation (b), it is seen that the bel is the difference in 
the sound levels of two sounds when the intensity of one is 10 
times the intensity of the other. 

The bel is too large for most practical purposes, hence the 
decibel (db) is defined: 

1 decibel = 1/10 bel. 


Using decibels instead of bels, Eq. (206) becomes: 

Odb = 10 logio 7" • (207) 

J-o 

It so happens that a change of 1 decibel in sound level gives 
about the smallest change in tbe sensation of hearing (loudness) 
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that the ear can detect. When used in this sense the decibel is 
sometimes called the “loudness unit,” the “sensation unit,” or 
the “phonic unit.” But it should be borne in mind that this physi- 
cal measure, sound level, does not represent accurately the mag- 
nitude of the sensation as perceived by the ear, just as the physi- 
cal measure of temperature does not measure how hot a body feels 
to the hand. 

Within the range from 700 to 4000 vps loudness is proportional 
to sound level quite accurately, but at lower frequencies loudness 
increases relatively faster than does sound level.* 

The following teible gives the sound levels of some fam il iar 
sounds in decibels, based on the threshold of hearing as reference 
level. 


Sound 

(At threshold of hearing) 

Cat purring at 3 ft 
Whisper at 3 ft 
Low speech 
Ordinary speech 
Loud speech 

Pneumatic hammer at 5 ft 


Sound Level (db) 
0 

20 

30 

50 

70 

90 

no 


249. Reference levels of sound. In earlier work on loudness 
measurement, the reference level of sound intensity was taken as 
1 microwatt per cm* (= 10"® watt /cm*), but as this necessitated 
the use of negative values of sound level it has been generally 
abandoned. The preferred reference level is now taken as 10"*® 
watt /cm*, which is about the threshold of audibility of the most 
sensitive ears. 

It will be of interest to see how to change sound level measure- 
ments from one reference level to another. 

Let I be the intensity of the waves producing the soimd S, a be 
the sound level of S with reference to Jo as zero level, and /S be the 
sound level with reference to Ji as zero level. 

Then by Eq. (207), 

a = 10 logic T 
io 

i3 = 10 logic 

* V. 0. Knudsen, Architectural Acoustics (New York, John Wiley and Sons, 1932), 
P''S2., , , 
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Subtracting, 

a - ^ = lO^logio ^ 

= 101ogxo^ 
io 

a = ^3 + 7 . 

Hence the sound level a of a certain sound with reference to a 
new zero level h, is equal to the sound level /3 of the same sound 
with reference to the old zero level Ii, plus a constant; and the 
constant to be added is the sound level of the old zero level with 
reference to the new zero level. 

For example, in order to change sound level readings from the 
old reference level (10~® watt/cm^) to the new reference level 
(10““ watt/cm^), one must add to all the former readings the 
constant, 

10 ~® 

7 = 10 logio 
= 100 db. 

260 . Absorption coefficient. The reduction of noise is usually 
accomplished by the use of sound-absorbing materials. Smooth, 
hard surfaces in general reflect sound very efficiently; whereas 
rough, soft surfaces such as draperies, rugs, porous blocks, and 
cane fiber boards do not reflect well, but absorb sound very well. 
This is because the sound waves enter the pores and rugosities of 
the absorbing material and their energy is converted into heat by 
friction. 

The absorption coefficient, or absorbtivity of a substance for 
sound is defined as the ratio of the sound energy that it absorbs 
to the total sound energy that falls upon it. 

An open window absorbs aU the sound that falls upon it, for all 
the sound goes out and none comes back. The absorption coeffi- 
cient of an open window is therefore 1 . Hence, the absorption 
coefficient of a substance equals the ratio of the amount of sound 
energy it absorbs to the amount absorbed by an open window of 
the same size. The absorption factors of some of the more com- 
mon inside finishing materials are given in the following table. 


- logic 

= Constant = 7 
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Absorption Coefficients for Sound 


Open Window. 1.00 

Brick 0.03 

Carpet (heavily lined) 0.25 

Concrete (unpainted) 0.02 

Glass * 0.027 

Hard plaster 0.03 

Heavy draperies (velour) 0.27 

Wall board (cane fiber) 0.20 

Wood (plain). 0.06 

Wood (varnished) 0.03 


The absorption (Ai) of an article is the product of its absorp- 
tion coefficient Ui by its area Si. 

It has been appropriately suggested * that the luiit of absorp- 
tion should be called the sabin, in honor of Professor W. C. Sabine 
of Harvard University, a pioneer in the science of architectural 
acoustics. The sabin is the absorption for sound equal to that of 
an open window one square foot in area. Absorption in sabins is 
therefore the absorption coefficient multipKed by the area in 
ft*. ■ 

The absorption of chairs, seats, and auditors is frequently given 
in a table of absorption coefficients such as the one that follows. 
It should be understood that in such cases the value is per indi- 
vidual, and not per unit area. 

Absorptbons (in sabins) 


Adult person 4.0 per person 

Church seats (plain) 0.2 per seat 

Church seats (cushioned) 1.0 to 2.0 per seat 

Opera chairs 1.5 to 3.5 per chair 


The total absorption (A) for a given room is the sum of the 
absorptions of its various interior surfaces and its furnishings. 
Thus, 

A = Ai -f- A2 ■+■ As -h • • • = diSi + UsJa + UsSs -j- • • • ( 208 ) 

where A will be in sabins if the areas are in ft*. 

261 . Reverberation time. Reverberation is the prolongation 
of sound by repeated reflections. The rumbhng of thimder is a 
famiUar example of reverberation. From the practical point of 

* V. 0. Knudsen, Archilecturai Acoustics (New York, John Wiley & Sons, 1932), 
p. 127. : : 
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view, the most important feature about reverberation is its dura- 
tion. This is called the reverberation time, or period. 

The time of reverberation is defined as the time required for a 
sotmd to diminish from its initial intensity to one-millionth of 
that intensity; i.e., for the sound level to fall 60 decibels. 

It has been shown * that for the most used frequency (512 vps) 
the time of reverberation is given by the relation; 

t = 0.049^ (209) 

where t is the time of reverberation in sec; 

V is the volume of the enclosure in ft®; and 
A is the total absorption in sahins. 

262. Architectural acoustics. The term acoustics is often used 
as a synonym for the science of soimd. As applied to buildings, it 
refers to the sound-reflecting and absorbing characteristics of halls 
and rooms. The acoustics of a room are said to be good if a 
speaker or music can be heard in a satisfying way throughout the 
room. 

Prior to the year 1900, it was largely a matter of luck whether 
the acoustics of a room were good or bad. Chiefly through the re- 
searches of Professor Sabine, the factors affecting architectural 
acoustics are now well understood. Today an audience room may 
be designed with entire assurance that it will be suitable for its 
purpose. 

From the preceding paragraphs, it will be clear that the acousti- 
cal efficiency of a room will depend upon its size and shape and 
upon the sound-absorbing properties of its contents. In general, 
if the period of reverberation is too long, the reflected sound in- 
terferes with the succeeding syllable coming, direct from the source, 
as is shown in Fig. 214. Here the concave wall on the left concen- 
trates the sound in a small area of the balcony, where it arrives 
slightly behind the direct wave from the speaker so that neither 
is intelligible. 

If the reverberation time is too short, the absorption of the 
room is too great, and. the room is said to be “dead.” When it is 
correct, the reflected sound reinforces the direct sound, and a 

* W. C. Sabine, Coflecfei Papers on Acoustics (Cambridge, Harvard University 
Press, 1922), p. 43. 
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speaker or singer finds it easy to “fill” the room without voice 
strain. 

From observations on a large number of auditoriums, it has 
been found that the best, or optimum, time of reverberation varies 



Fig. 214. Sound Foci in Auditorium. (Courtesy of Professor F. R. Watson, 

Univ. Illinois) 


directly as the cube root of the volume of the room. From such 
data Professor F. R. Watson of Illinois University has prepared 
the curve of Fig. 215. 

When a tentative design of an audience room has been made, its 
time of reverberation is calculated by means of Eq. (209) for 
the matericds of construction contemplated. If this value is not 
quite close to the optimum value as given by the curve of Fig. 215, 
the interior finish and furnishings, smd if necessary the design, are 
modified until the optimum is closely approximated. 

With the use of modem public address systems employing mi- 


crophones, vacuxim tube amplifiers, and loud speakers properly 
placed, satisfactory acoustics may be obtained in almost any 
circumstances. 

253. Supersonic vibrations. Longitudinal vibrations having 
frequencies of about 100,000 to 1,000,000 vps are far above the 
limit of audibility and hence are called supersonic, or ultrasonic, 
vibrations. 

Supersonic waves may be obtained by an oscillating magnet, 
but they are usually produced by means of a piezoelectric crystal 
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Fig. 215. Curve of Optimum Times. (Courtesy of Professor F. R. Watson, 

Univ. Illinois) 

(quartz), mounted in a high-frequency oscillating circuit 
(Fig. 216). The circuit is tuned until the frequency of electric 
oscillations in the circuit containing the quartz plate is the same 
as the natural frequency of the plate for elastic vibrations. The 
crystal then executes vigorous mechanical vibrations at right angles 
to the direction of the electric field (see Sec. 370), and produces 
waves of the same frequency in the medium in contact with it on 
the end surfaces that are perpendicular to that vibration axis. A 
crystal 1 cm thick has a frequency of about 200,000 vps, and the 
frequency varies inversely as the thickness. 

As was shown in Sec. 226, the energy transmitted per second 
by a wave varies as the square of the frequency. Supersonie waves 
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consequently transmit energy at a far higher rate than do sound 
waves. 

On account of their great energies and frequencies, supersonic 
waves lull microscopic organisms and small aquatic animals, such 
as tadpoles. They also break up living cells and blood corpus- 
cles in the hquids through which they are passed, and have been 

used to sterihze milk. If passed 
through globules of mercury 
in water, the mercury is dis- 
g persed in such fine particles 
g throughout the water as to 
° give it the appearance of black 
ink. 

By virtue of their short 

t t I , |t|,[ - ,|,[,L-J wave lengths (of the order of 

i- o • ir-u 1 mm), supersonic waves may 

Fig. 216. Circuit for Supersonic Vibrations „ , . . . i. 

be focused with mirrors oi 
moderate size and have been used by ships for the detection of 
submarines and icebergs. A beam of the waves is sent out from 
the ship through the water; if it strikes an obstacle^ part is re- 
flected back to the ship. From the time required for it to make 
the round trip, the distance to the obstacle may be calculated. 

PROBLEMS 

I* Find the time required for sound to travel 3 mi in air at 70®F. 

2. What is the wave length produced by a tuning fork having a frequency 
of 320 vps when the velocity of sound is 1100 ft /sec? 

3 . If the wave length produced in air by a tuning fork having a frequency of 
256 yps is 4.36 ft, what is the velocity of the sound? What is the temperature? 

4. A gun is fired, and 3 sec later the gunners hear the echo. If the tempera- 
ture is 20°C, how far away is the reflecting surface? 

6. If the temperature of the air is 25®G and a gun is fiired in front of an abrupt 
cliff 1280 ft distant, how long after firing wiU the echo be heard by the gunner? 

6. Three seconds after a stone is dropped into a well the sound of its splash 
is h^rd. If the temperature is 15°C, how deep is the well? 

7 . } A man fires a pistol in a canyon and hears the echoes from the two canyon 
walk'll sec and 2 sec, respectively, after the pistol was fired. If the temperature 
of the air is 18®C, what is the width of the canyon? 

8. A wood chopper makes 12 strokes per minute. If the sound of each stroke 
reaches the observer as the axe makes the next stroke, and the temperature is 
15°C, what is the distance of the chopper from the observer? 
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9. A wood chopper makes 15 strokes per minute. If the sound of each stroke 
reaches* the observer as the axe makes the next stroke and the temperature is 
20°C, what is the distance of the chopper from the observer? 

10. A blow struck upon a cable was heard through the cable in 0.3 sec, and 
through the air in 1.2 sec. If the temperature was 15®C: (a) How far from the 
observer was the blow struck? (b) What was the speed of the sound in the cable? 

11. A blow struck upon a cable was heard through the cable in 0.25 sec and 
through the air in 1.4 sec. The temperature was 20®C. (a) How far from the 
observer was the blow struck? (b) What was the speed of the sound in the 
cable? 

12. Signals are sent from the shore to a ship by sound waves through the. air 
and sea water, both at 10°C. If they reach the ship 0.6 sec apart, how far is the 
ship from the shore? (Velocity of sound in sea water is 1528 ft /sec.) 

13. When a Kundt’s tube is filled with air at 20®C, the distance between the 
centers of the dust heaps is 8.3 cm; and when fiUed with carbon dioxide, 6.4 cm. 
What is the speed of sound in carbon dioxide at 20®C? 

14. If the dust heaps in a Kundt’s tube filled with air are 20 cm apart when 
the temperature is 15°C, what are the wave length and the frequency? If the 
metal rod used is 60 cm long, what are the wave length and the velocity in the 
metal? 

15. A glass tube placed with one end in a vessel of water is adjusted in length 
until it is in resonance with a tuning fork having a frequency of 256 vps. If the 
temperature is 25°C, what is the least length of the tube? 

16. A glass tube, placed with one end in a vessel of water, is adjusted in length 
until it is in resonance with a tuning fork having a frequency of 128 vps. If the 
temperature is 15°C, what is the least length of the tube? 

1|. A tuning fork, when sounded with a fork having a frequency of 256 vps, 
give.s 4 beats per sec. What are the possible frequencies of the unknown fork? 

18^, A tuning fork, when sounded with a fork having a frequency of 64 vps, 
give^ 8 beats per sec. What are the possible frequencies of the unknown fork? 

19. A tuning fork having a frequency of 400 vps is moved away from an ob- 
server with a velocity of 15 ft /sec. The temperature being 20®C, what is the 
frequency heard by the observer? 

20. A tuning fork having a frequency of 420 vps is moved toward an observer 
with a velocity of 15 mph. The temperature being 30°C, what is the frequency 
heard by the observer? 

21. Find the apparent pitch of a siren having a frequency of 800 vps when 
a car approaches with a speed of 40 mph. The wind is blowing from the observer 
in the direction of the car at a speed of 20 mph. 

22. Find the apparent pitch of a train whistle having a frequency of 350 vps 
when the train approaches the station with a speed of 45 mph. The wind is 
blowing from the train toward the station at a speed of 15 mph. 

23. One of the steel guy wires of an airplane is 8 ft long and .04 in.® in cross 
seot^n. If it emits a note of 128 vps when plucked, what is the tension in it? 

What will the frequency of a wire 80 cm long and weighing 6 gm be when 
stretched with a force of 2 kg? 
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26. What must be the length of an organ pipe to give middle C, when the 
temperature is 15°C: (a) when the pipe is closed; (b) when the pipe is open? 

26. What must be the length of an organ pipe to give middle C when the 
temperature is 20®C: (a) if the pipe is open; (b) if the pipe is stopped? 

27. What must be the length of an organ pipe to give the octave above mid- 
dle C, when the temperature is 25®C: (a) when the pipe is closed; (b) when the 
pipe is open? 

28. Find the pitch (frequency) of the first two harmonics of a stopped pipe 
8 ft long at 15®C. 

29. A certain sound is produced by 5 times the power of a second sound. 
What is the difference of loudness in decibels? By what percentage must the 
sound power be increased in order to raise its loudness 1 db? 

30. If average speech requires 10, loud speech 1000, and a soft whisper 0.001 
microwatts, respectively, find their differences in decibels, using average speech 
as the zero reference level, 

31. In the preceding problem, what would the intensity levels be if referred to 
a soft whisper as reference level? 

32. An auditorium 60 ft by 50 ft by 20 ft is finished with plaster on lath, has 
a wooden floor, and contains 150 wooden seats. What is its reverberation period: 
(a) when the seats are empty; (b) when they are filled with auditors? 


HEAT 


The total energy of the universe is constant; its 
entropy tends to become a maximum. 


— Clausius 
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THERMOMETRY 

264. The nature of heat. Up to the time of the American 
Revolution, heat was thought to be a weightless fluid called 
“caloric.” This belief was upset in 1798 by Benjamin Thompson 
(later Count Rumford), a Tory of Woburn, Massachusetts. Hav- 
ing fled to Europe, Thompson, while boring brass cannon at 
Munich, succeeded in boiling water without the aid of fire, the 
heat being developed entirely by the friction of the boring tool 
against the brass. In 1799, Sir Humphry Davy melted ice by 
rubbing one piece against another in a vacuum. James Prescott 
Joule, in 1843, completed the overthrow of the caloric theory by 
showing that a definite amount of work produced a definite 
amount of heat. 

Today we are sure beyond a peradventure that heat is energy 
of the molecules and atoms that compose a body; and we shall see 
presently that temperature is proportional to the average linear 
kinetic energy of the molecules for temperatures not too near 
absolute zero. 

266. Temperature. Temperature is that condition of a body 
which determines its ability to transfer heat to other bodies. In 
everyday language, temperature is the measure of how hot (or 
how cold) a body is. When a silver spoon is placed in a cup of hot 
coffee, the spoon quickly becomes hot and the coffee cools a cor- 
responding amount. In natme, heat always flows from the hotter 
to the colder body. 

Temperature should be clearly distinguished from quantity of 
heat. If we have a bathtub full of water and dip out a cupful, the 
water in the cup has the same temperature as that in the tub ; but 
there are probably a thousand cupfuls in the tub, and hence 
there is a thousand times as much heat in the tub as in the cup. 

The sense of touch is not a trustworthy measure of temperature. 
If one hand is held in snow and the other in hot water for a few 
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minutes and both are then placed in a dish of tepid water, the 
former will tell us that the water is hot and the latter that it is 
cold. More dependable methods are easily devised. 

When heat is added to a body its temperature, in general, rises. 
At the same time various other properties change, such as its 
length, its volume, its electrical resistance, its color, its thermo- 
emf with respect to another sub- 
stance. The change in any of these 
properties may be used as a means of 
meeisuring the corresponding change 
of temperature; and all of them are 
actually so used. 

A thermometer is a device for meas- 
uring temperature. The metallic 
thermometer on a cooking stove em- 
ploys change of length; the mercury 
thermometer, change of volume; the 
Fig. 217. Gal- resistance thermometer, change of re- 
ileo’s Thermom- sistance; the thermocouple, change of 
thermo-emf. 

The first thermometer was made hy Galileo in 
1593. As a thermometric substance he used air 
whose volume was the thermometric property. 

When the bulb B (Fig. 217) was heated, the air ex- 
panded, pushing downward the surface of the 
liquid in the tube T, the hquid being supported by 
atmospheric pressure and serving merely as an in- 
dicator of the volume of the air. The temperature 
was read on a scale placed hehind the tube. This 
simple and sensitive arrangement has not survived 
as a thermometer because its reading varied with 
the barometric pressure as well as with the tem- 
perature. 

Mercury as a thennometric substance was intro- 
duced by BouUiau in 1659, and it has many ad- 
vantages. It is opaque; it does not stick, to glass; 
it has a large coefficient of expansion; it is plentiful 
and easily purified. 

The conunon form of mercury thermometer, shown in Fig. 218, 
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Fig. 218. Mer- 
cury-in-Glass 
Thermometer 
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consists of a thin bulb blown on the end of a glass tube having a 
very small (capillary) bore and an outside diameter about that of 
a pencil. The tube is sealed off at the top while full of hot mercury. 
As the mercury contracts, it leaves a Torricellian vacuum above 
it; or else the space is filled with an inert gas if 
the temperature range is to be high. 

After aging for a year or more, a thermometer 
is calibrated. First it is placed in crushed ice (Fig. 

219) to a definite depth, and the point to which the 
mercury descends is marked on the tube. It is then 
placed with its bulb just above the boihng water in 
a “hypsometer,” where it is smrounded by satu- 
rated steam at a pressure of 1 atmosphere (Fig. 

220), and the point is marked 
to which the mercury rises. 

To make a centigrade ther- 
mometer, the lower point is 
marked 0° and the upper point 
100°. The portion of the tube 
between them is then divided 
into 100 equal parts by means 
of a dividing engine. Celsius, 
who devised this scale in 1742, used these 
values but had them reversed. 

To make a Fahrenheit thermometer, the 
lower point is marked 32° and the upper 
point 212°, and the intervening tube is 
divided into 180 equal parts. 

The number chosen as the temperature of 
melting ice is called the melting point of ice ; 
and that chosen as the temperature of the 
boiling water (or the steam over the water) 
is called the boiling point of water at one 
standard atmosphere pressure. Since these 
temperatures are accurately reproducible, they are called fixed 
points. 

The foregoing is the general procedure in establishing any scale 
of temperature. It will be seen to consist of the following steps: 

1. Choice of a thermometric substance; e.g., mercury. 


Fig. 219. De- 
termination of 
Ice Point 


Fig. 220. Determina- 
tion of Boiling Point 
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2. Choice of a thermometric property; e.g., volume. 

3. Choice of fixed points; e.g., melting point of ice and boiling 
point of water. 

4. Choice of VEdnes for fixed points; e.g., 0° and 100°. 

5. Choice of a relation between change of thermometric prop- 
erty and change of temperature. 

The simplest relation that we could have between change of 
thermometric property and change of temperature is that of direct 
proportionality. Consequently, we choose as our defining equa- 
tion for temperature : 


Xi 


t - ti ^ . 

tz — ti Xz Xi 


( 210 ) 


where Xi is the value of the thermometric property at the tem- 
perature h; 

®2 is the value of the thermometric property at the tem- 
perature 4; 

X is the value of the thermometric property at any tem- 
perature t; 

{xi, ti) may be the lower fixed point; 

(xz, 4) may be the upper fixed point; and 
(x, i) is any point of the curve. (See Fig. 221.) 

From analytic geometry, Eq. (210) is the standard equation of 
a straight line in terms of two points, (xi, 4) 
and (* 2 , 4)- That is, in defining temperature 
we assume a linear relation between tem- 
perature and the thermometric property. 

It should be noted that this physical meas- 
ure of temperature does not measure how 
hot a body feels, say, to the hand. That 
is a matter of sensation and falls in the field of psychology. 

266. Relation of centigrade and Fahrenheit scales. Eq. (210) 
gives us at once the relation between temperatures on the centi- 
grade and Fahrenheit scales. 

Let an uncalibrated thermometer (Fig. 222) be placed in melt- 
ing ice and the length Xi of the mercury column measured from 
any convenient datum plane. Let it then he placed in boiling 
water at one std. atms. pressure and the length xz of the mercury 
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Fig. 221. Curve De- 
fining Temperature 
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column measured. Finally, let it be placed in a solution at any 
temperature t and the length of the mercury column measured 
from the same datum plane as for the two fixed 
points. 

Now to make a centigrade thermometer, we 
assign the temperatme values U = 0° and 
^2 = 100° to the fixed points, and caU the tem- 
perature t = C; so Eq. (210) becomes: 

C — 0 _ X — Xi , V 

100 — 0 ~ X2 — xi 

Then, to make a Fahrenheit thermometer, we 
assign the temperature values h — 32° and 
<2 = 212° to the fixed points, and call the tem- 
perature t = F; so that Eq. (210) becomes: 

F-32 


X — Xi 

212 — 32 ~ X2 — Xi 


(b) 


But the right-hand members of Eqs. (a) and 
(b) are identical; hence. 


C 

100 


32 


180 


( 211 ) 



Fig. 222. Relation of 
T..,., T.. T. .1 T A Temperature Scales 

wmcn IS the relation between the readings oi a 
centigrade and a Fahrenheit thermometer for the same tempera- 
ture. 


267. Types of thermometers. Although the mercury-in-glass 
thermometer has the advantages mentioned in Sec. 255, which 
make it most convenient for measuring ordinary temperatures, it 
has serious disadvantages as well. 

Mercury does not expand at a uniform rate: it expands more 
from 0° to 50° than from 50° to 100°C. The apparent change of 
volume is really the difference between the expansion of the mer- 
cury and that of the glass, and glass is a very uncertain material. 
The capillary bore is not uniform in diameter, and the bulb con- 
tinues to shrink for years. The freezing point of merciny is 
— 38.87°C, and its boiling point is 357.25°G, which limit its useful 
range— although, by introducing nitrogen above the mercury, its 
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upper limit may be extended to 600°C when made in glass, and to 
750°C when made in quartz. 

Alcohol may be used instead of mercmy for temperatures down 
to — 110°C, and pentane for those as low as — 190°C. Using 
gallium instead of mercury, EUhu Thomson has constructed 
thermometers of quartz with a range up to 1000°C. 

Special forms of thermometers are made for various purposes. 

TnayitmiTTi and minimu m thermometer is shown in 
Fig. 223. The bulb B is filled with alcohol, which is the thermo- 
metric substance. The lower part of the 
tube from A to C is filled with mercury, 
which serves simply as a flexible piston. 
Alcohol is also placed in the tube and bulb 
from C to D, but not enough to fill the 
space. 

As the temperature rises, the alcohol in 
B expands, pushing the mercury up the 
tube CD; the mercury in turn pushes 
ahead of it the small glass index h, which 
has an iron core. The lower end of this in- 
dex shows at any time the maximum tem- 
perature. 

When the temperature decreases, the 
alcohol in B contracts; the vapor in bulb 
D expands, pushing the mercury down- 
ward in CD, and the index 1 2 is lifted by 
the mercury in A. The lower end of this 

Fig. 223. Six’s Maxi- index consequently shows the minimum 

mum and Minimum Ther- tpmnprfltiirp 
mometer lemperaxure. 

The indices are provided with delicate 
glass springs that hold them sufficiently to permit the alcohol to 
flow by, but not enough to resist the push of the mercury. They 
may be reset to the tops of the mercury columns by means of a 
small magnet which attracts their iron cores. 

The clinical thermometer (Fig. 224) is another form of maxi- 
mum thermometer. There is a constriction in its bore at C which 
permits the mercury to be forced upward, but which causes the 
mercury thread to break at this point when the temperature falls. 
The top of the mercury colixnm therefore indicates the maximum 
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'Q8.6 

tiorma! body 
temperature 


temperature reached. If the thermometer is 
swimg quickly in a small circle, centrifugal 
force causes the mercury to pass downward 
through the constriction and reunite with that 
in the bulb. Care should be taken not to sterilize 
these thermometers in boiling water, as the scale 
seldom exceeds 110°F. 

The bimetallic thermometer (Fig. 225) takes 
its name from the fact that the spiral is made 
of two metals, usually brass on the inside and 
iron on the outside. The coefficient of expan- 
sion of brass is about 50% greater than that 
of iron. Hence, as the spiral heats up, it tends 
to straighten out and causes the pointer P to 
move over the scale, the end A being fixed to 
the case. This type of thermometer is fre- 
quently found on stoves and thermostats, where 
ruggedness is a prime requisite. 

268. Standard thermometers. If the vari- 
ous thermometers mentioned in the preceding 

section are all 
carefully cali- 
brated at 0°C 
and 100°C; if 
that interval is 

divided into 100 equal parts, as 
described in Sec. 255; and if they 
are then compared in the same 
liquid bath at various tempera- 
tures, say, —30°, 10°, and 50°C, 
as indicated by any one of them, 
they will be found not in agree- 
ment. Hence they are, not suit- 
able as standards. 

Constant volume gas tiiermometers (Fig. 226), devised by 
Guillaume Amontons in 1702, when fiUed with any of the perma- 
nent gases, show excellent (though not exact) agreement. Pressure 
is the thermometric property employed in these thermometers, so 



Fig. 224. Clinical 
Thermometer 


Fig. 225. Bimetallic Thermometer 
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that its defining equation for temperature is : 

^ ~ = P ~ P ^. ( 212 ) 

k — k Pi— Pi 

The constant volume gas thermometer is unwieldy and requires 
many refinements of manipulation. Hence it is not used except in 
standardizing laboratories. 

The Intemational Standard Thermometer is 
defined as a constant volume hydrogen ther- 

r mometer. It must be made, filled, and oper- 
ated according to standard specifications. 
Hydrogen was chosen as the thermometric 
substance because it does not react with the 
metals and has a very low boiling point. It 
serves from —250° to 500°C. Unfortunately, 
there is no material which will retain hydro- 
gen above 500°. It would have been better 
to have chosen helium, which does not have 
this propensity and which has a boihng point 
lower than that of hydrogen — but when the 
selection was made, helium was not available 
in sufficient quantity. It is now used instead 
of hydrogen below — 250°C. 

From 500° to 1500°C the constant volume 
nitrogen thermometer is the standard; and 
at stiU higher temperatures, the luminous 
filament optical pinrometer (Sec.i 314) is the 
standard. 

The platinum resistance thermometer (see 
Fig. 226 . Ckinstant Sec. 411) is the recognized secondary Standard 
Volume Air Thermom- _ ;^95o 650°C; and the platinum 

platinum-rhodium thermocouple (see Sec. 447), 
from 650° to 1063°C, the melting point of gold. 

Though reasonably satisfactory as working standards, these 
thermometers are not in exact agreementj each yielding a scale of 
temperature characteristic of its thermometric substance. 

Lord Kelvin, in 1848, devised a scale of temperature based on 
thermodynamic laws which is independent of any thermometric 
substance and therefore absolute. (See Sec. 328.) It may be shown 
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that it agrees exactly with the scale that would be given by a 
perfect gas."^ 

The absolute thermodynamic scale of temperature of Lord 
Kelvin is the standard scale of temperature. 

There is no thermometer that gives temperatures on this scale 
by direct reading: they are determined by computation. However, 
their deviations from the readings of the constant volume gas 
thermometers are slight. (See International Critical Tables.) 


PROBLEMS 

^ What is the reading of a centigrade thermometer when a Fahrenheit 
t^rmometer reads 72®? 

1/ ® If a centigrade thermometer reads 20® in a certain solution, what would 
a Fanrenheit thermometer read in the same solution? 
r 3. Normal body temperature is 98.6°F. What is it on a centigrade ther- 
mometer? 

4. The highest recorded temperature from which the patient survived is 
114®F. What is the equivalent temperature on the centigrade scale? 

5. Ordinary solder, 2 parts lead and 1 part tin, melts at 240® C. What is 
its melting point in degrees Fahrenheit? 

i 6. Wood’s metal, an alloy of bismuth, lead, tin, and cadmium, melts at 
t /50®F. What is its melting point in degrees centigrade? 

^ ^5^ If absolute zero is ~’273.14°C, what is it on the Fahrenheit scale? 

I 8. The temperature of recalescence of iron is 778°C. What is it on the 
Fatonheit scale? 

I ^At what temperature will the reading of a Fahrenheit thermometer be 
jbwk^ that of a centigrade thermometer? 

\| 5^ At what temperature would a centigrade thermometer read 1/3 as much 
as a Fahrenheit thermometer? 

11. In an air thermometer the pressure is 70.8 cm of mercury when in melting 
ice, and 96.8 cm when in boiling water at one atmosphere pressure. What is 
its temperature when the pressure is 85 cm of mercury? 

12. The resistance of a platinum resistance thermometer is 12 ohms at 0®G 
and 16.4 ohms at 100®C. What is the temperature when its resistance is 18 ohms? 


* Preston, op. cit, p, 716. 
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289. Expansion. If the molecules of all bodies are constantly in 
motion, as the kinetic theory of matter presumes (see Sec. 205), 
and if absolute temperature is proportional to the average linear 
kinetic energy of the molecules, then heating a body should in 
general increase the kinetic energy and hence the speed of the 
molecules; and it would seem probable that, the collisions being 
more vigorous, the average distance between molecules would 
increase. That is, when a body is heated we should expect it to 
expand, and most bodies do. Stretched indiarubber, iodide of 
silver, water between 0° and 4°C, and certain alloys are exceptions 
which are unexplained. 

260. Coeflficient of linear expansion. When a rod is heated 
uniformly along its entire length, each 1 cm of length will expahd 
the same amount for 1° rise of temperature, for all the centimeters 
are alike. This amount is called the coefl&cient of linear expansion. 

The coefficient of linear expansion is the change in length’ per 
unit of length at 0°C per degree change of temperature. 

Let 

lo be the length of the body at 0°C; 

It be the length of the body at t°C; 

t be the final temperature in degrees C; and 

a be the mean temperature coefficient from 0“ to f C. 

Then, 

h — k is the total change in length; 

7 - is change in length per unit length at 0°G; and 

f — 0 is the total change in temperature. 

Therefore, the change in length per unit of length at 0°C per 
degree change of temperature is 

It — lo 


a = 


lo(t - 0) 
304 


(213) 
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cLiid it ^o{l “H at')* 


(214) 


The coefficients of expansion of solids are generally so small 
and so nearly constant that for most purposes the computation 
of the final length may be based on the length h at any tempera- 
ture ii with ample accuracy. 

Eqs. (213) and (214) then become 


h — li 
li{ii — t)) 


(215) 


ht 


where t^U — tx 


and Z 2 = Zi(l + dt). 


(216) 


It will be seen from Eq. (213) that the unit of temperature 
coefficient of expansion is 

cm ft 

cm X °C ft X °F 

which are read “centimeters per centimeter per 1°C,” or “feet per 
foot per 1°F.” Here it will be seen that the units of length may be 
canceled out, and equally correctly we may say that the units of 
coefficient of expansion are: 



Since the units of length in the above cancel out, it follows that 
coefficients of expansion are not affected by the units in which the 
lengths are measured. But the units of temperature remain, con- 
sequently coefficients are different when different temperature 
units are used. 

The temperature coefficient of expansion of a substance per 
1°F is obviously 6/9 of its value for 1°C. Bearing this in mind, the 
above equations may be used as well with Fahrenheit as with 
centigrade temperatures. 
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Coefficients of Linear Expansion per 1°C * 


Aluminum 25.5 X 10“® 

Brass 18.0 

Glass (Pyrex) 3.0 

Glass (soft) 8.5 

Invar 0.9 

Iron 11.9 

Platinum 8.9 

Quartz (fused) .... 0.54 

Tungsten 3.4 


The difference in the expansion of different metals for the same 
temperature change is well shown by the compound bar of 



Fig. 227. Differential Expansion 


Fig. 227. This consists of a thin strip of copper or brass welded to 
a thin strip of iron. As may be seen in the table, the coefficient of 

linear expan- 
sion for brass 
is greater than 
that for iron. 



Fig. 228. Thermostatic Switch 


Hence, when 
the bar is heat- 
ed, it bends 
with the copper 
or brass on the 

outside of the curve. This was the principle em- 
ployed in the bimetallic thermometer of Fig. 225. 

The thermostat (Fig. 228) likewise uses a bimetallic 
strip. 

In the same way, the balance wheel of watches 
is built of a bimetallic strip to compensate for tem- 
perature changes. Clock pendulums are frequently 
made compensating by means of a cylindrical bob Fig 229. 
containing mercury (Fig. 229). As the pendulum Gompensat- 
rod expands downward, the mercury expands upward Peudulum 
just enough to* maintain the center of mass unchanged in position, 
♦Mainly from Kaye and Lajby’s Tables, 
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On railroads, the expansion of metal bridges is provided for by 
having the trusses or beams rest on rollers at one end. Similarly, 
small gaps are left between the rails to allow for expansion. 


261. Area and volume expansion. Quite analogous to the ex- 
pression for the coefScient of linear expansion, we define the 


Mean coefficient of area expansion, b = 


and 

Mean coefficient of volume expansion, c = 
From these, on clearing fractions, we have: 

At = Ao(l “1" hi) 

and 


Vt = Fo(l -1- ct). 


At — Ao 
Aot 

(217) 

Vt-Vo 

Voi 

(218) 


(219) 


(220) 


Here again the coefficients of expansion are characteristic of the 
substance and depend upon the scale of temperature (C or F), but 
they are independent of the units of area or volume, provided only 
that the same units are used on both sides of the equations. 

Values of these coefficients are usually tabulated for 1°C. For 
Fahrenheit temperature their values are 5/9 of what they are for 
centigrade, since 1°F is 
5/9 as large as 1°C. 

The relations between 
the coefficients b and c 
and the linear coefficient 
a are easily calculated. 

Consider a body (Fig. 

230) whose length, width, 
and height are k, Wo, and 
ho, respectively, at the temperature 0°. Then at 0° its volume 
is: Fo = loWoho. On being heated to t°, each of these dimensions 
will expand, according to Eq. (214), and we, shall have: 

lt = Ul + af) 

Wt — wo{l + at) 

hi = 7io(l -1- aO 



Fig. 230. Volmnetric Expansion 
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and the final volume V t will be : 

Vt = lowAO- + aty 

= lowMl + 3ai + SaH^ + aH^). 

Since a is usually quite small, the terms SaH^ and aH^ are negh- 
gible compared to 3ai, except with very large values of t. 

Hence, 

Vt ^ Zoico/io(l 4" 3£ii) 

The initial volume was 

Vo = loWoho 

and substituting these valu^ in Eq. (220), 

loWoho{l + Zat) = loWohoO- + ct) 

whence 

c = 3a. (221) 

That is, the volume coefficient of expansion is approximately 
equal to three times the linear coefficient for the same substance. 

Similarly, it may be shown that the area coefficient of expansion 
is approximately equal to twice the Hnear coefficient, that is: 

b = 2a. (222) 

The expansion of a plate having a hole in it is of importance. 
The plate expands exactly eis if the piece that originally filled the 
hole had not been teiken out; and if this piece and the plate are 
heated to the same temperatme, the removed piece will always 

fit the hole regardless of 
what that temperature 
may be. 

This fact will be rec- 
ognized at once when one 
recalls that the cast-iron 
piston of a steam engine 
fits the cast-iron cylinder just as weUwhen hot as when cold. It 
may be nicely demonstrated by the ball and ring of Fig. 231. 

At room temperature, the ball is a neat fit for the ring in any 
position and continues so, as long as the two are heated together. 
If the ring is heated alone, it becomes a loose fit; and if the ball is 
heated alone, it wiU not pass through the ring. The experiment 


Camboscq 




Fig. 231. Ring Expands as if SoKd. (Courtesy 
Cambridge Botanical Supply Co.) 
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shows also that the material of the ball expands equally in all 
directions, which is characteristic of isotropic substances. 


262. Anomalous expansion of water. Above 3.98°C, water, like 
most substances, expands with increase of temperature. But from 
0° to 3.98°C it violates the general rule and contracts. Hence, 
the specific volume, i.e., the volmne of unit mass, is a minimum 
at the temperature 3.98°C. 

Density, being mass per unit volume, is the reciprocal of specific 
volume; hence, density of water is a maximum at 3.98°C. It 
will be recalled that this was the 
reason that the liter was defined 
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Fig. 232. Temperature-Density 
Curve for Water 


at this temperature. 

The variation of density is 
shown in Fig. 232. 

This peculiarity in the be- 
havior of water is a most fortu- 
nate provision of nature. As the 
water of a pond, for example, 
cools, the surface layer becomes 
denser and descends to the bot- 
tom until the whole body of water is at the temperature 3.98°C. 
On further cooling, the top layer becomes less dense and remains 
at the top until it freezes. Freezing therefore takes place from the 
top downward, leaving the water at the bottom at the tempera- 
ture 3.98°C until the entire mass is frozen. Usually all the water 
does not freeze, and aquatic life can continue at this tempera- 
tiue. 

If, however, water obeyed the usual law of expansion, rivers and 
lakes would freeze from the bottom upward. Many would freeze 
throughout every winter and might not thaw out completely dur- 
ing the summer. Aquatic life would to a large extent be destroyed. 
In temperate climates, skating would be safe but infrequent. 


263. Absolute temperature. Our defining equation for tempera- 
ture, Eq. (210), states that change of temperature is proportional 
to the corresponding change of the thermometric property. If 
pressure, for example, is the thermometric property, we obviously 
cannot change it to a smaller value after it has become zero. 
Hence we cannot measure a temperature lower than that cor- 
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responding to zero pressure, and this temperature is therefore the 
absolute zero on that scale. 

The absolute zero on any scale of temperature is the tempera- 
ture at which the thermometric property becomes zero. 

Hence, by making the value of the thermometric property x in 
Eq. (210) equal to zero, we can calculate the temperature of 
absolute zero ak on each scale. Writing Jo for t and 0 for x, we 
have: 

Jo - ti d — Xi 


k 

Jo 


■ k 

■ k = 
Jo 

Xi — Xi 


Xi — Xi 
-Xi{k - 


k) 


^2 ^1 

1 

/ X2 - Xl \ 

\xi(k - k)/ 


+ iv 


But hy Eq. (213), ^ ^ j is the coefficient of expansion of the 

thermometric substance for the property which we are using. Ccdl 
this coefficient a. 

Then the temperature of absolute zero is: 


Jo — + tv 

(ju 


(223) 


Hence, on any scale of temperature the absolute zero is the 
negative reciprocal of the coefficient of expansion for the thermo- 
metric property and substance used to establish that scale, plus 
the temperature of the lower fixed point. On the centigrade scale, 
the temperature of the lower fixed point being zero, the tempera- 
ture of absolute zero is the negative reciprocal of the temperature 
coefficient, that is: 


o^O 


1 


for the centigrade scale. 


In the table below are given the temperature coefficients for the 
indicated property of varioiB substances and the temperature of 
absolute zero on the corresponding centigrade scale. 
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Substance 

Property 

Temperature Coef. 

Temp. Abs. Zero 

Nickel 

Resistance 

0.0044 • 

-227.3°C 

Platinum 

Resistance 

0.00392 

-255.1 

Nitrogen 

Pressure 

0.003674 

-272.18 

Oxygen 

Pressure 

0.003672 

-272.33 

Hydrogen 

Pressure 

0.0036624 

-273.04 

Helium 

Pressure 

0.003662 

-273.07 

Mercury 

Volume 

0.000182 

-5494,00 

Iron 

Length 

0.0000119 

-84000.00 


From this table it will be seen that the permanent gases are in 
very good agreement, all giving absolute zero in the neighborhood 
of — 273°C, and that the other types of thermometer are not in 
agreement. For this reason, and because of the fact that the zero 
as computed for the absolute thermodynamic scale of Lord Kelvin 
is — 273.16 d= .01°C, we ordinarily use — 273°C as the temperature 
of absolute zero. But it should be noted that this is only an ap- 
proximation. 

Absolute temperature on the Kelvin scale is therefore obtained 
by adding 273° to the temperature on the centigrade scale, and is 
indicated by the symbol if. Thus, at a pressure of 1 standard 
atmosphere, the temperature of boiling water is 100°C, or 
373°K. 

By Eq. (223) we find the temperature of absolute zero on the 
Fahrenheit scale to be — 459.69°F. Consequently, absolute tem- 
perature on the Fahrenheit scale is obtained by adding 459.7° to 
the temperature Fahrenheit, and is indicated by the symbol i?.* 
For example, the boiling point of water at 1 standard atmosphere 
pressure is 212°F or 671.7°R. 

264. The law of Charles, or Gay-Lussac. While experimenting 
with balloons, Jacques Charles, a French physicist, observed in 
1787 that the volume coefficient of expansion was about the same 
for all the ordinary gases. This fact was again discovered in- 
dependently by Joseph Louis Gay-Lussac in 1802. About 1842, 
the very accurate experiments of Regnault gave the value of the 
coefficient as approximately 1/273. 

* In honor of W. J. M. Rankine, Professor of Engineering in the University of 
Glasgow, Scotland. 
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Using this value in Eq. (220), we have, when P is constant 



But (273 + t) is our definition of absolute temperature. 
Calling 

(273 + 0 = 7’ 

273 = 70 

Vt^V 

and substituting in Eq. (b), we have: 

Vt = ^T- (c) 

Since Vo and To are both constants, we may call Vo/ To = C' = 
constant, so that 

V = C'T 
or 

V o: T when P is constant. (224) 

Eq. (224) is the law of Charles, or Gay-Lussac : When the pressure 
of a given mass of a gas is constant, the voliune is directiy pro- 
portional to the absolute temperature. Eq. (226) is also often 
called Charles’ law. 

266. The general law of an ideal gas. The laws of Boyle and 
Charles describe the behavior of an ideal, or perfect, gas when its 
mass is constant and its pressure, volume, and temperature vary 
two at a time. A general expression giving the value of any one of 
these properties when all three of the others vary may easily be 
deduced. 

Let the pressure, volume, and absolute temperature of a given 
mass of a gas at a certain time be Po, Vo, and To, respectively. 

1. Keeping the pressure Po constant, let the absolute tempera- 
ture be changed to T ; then the'new volume Vi will be, by Charles’ 
law: 
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2. Keeping the temperature T constant, let the pressure be 
changed to P; then the new volume V will be given by Boyle’s 
law: 

PV=PoVi 


PV 

T 


= Po^T 
1 0 

PoVo 


But 


PoVo 


To 


(b) 


is a constant, which we shall call r, so that 


PV = rT. (c) 

3. If we keep P and T constant and double the mass M of the 
gas used in the foregoing discussion, we would obviously double 
V; hence r would have to be doubled in order that Eq. (c) may 
remain true. 

Or, if we hold V and T constant and double the mass M of the 
gas used, we would obviously double P; hence, again r would have 
to be doubled to maintain the equation. 

Thus r must contain M as a factor, and we may write: 

r = RM. (d) 

Then the general law of an ideal gas becomes : 

PV=RMT (225) 

where R is the gas constant for unit mass. 

The value of (22) depends upon the units chosen for the other 
quantities and, in the case of real gases, upon the kind of gas. 

We may deduce a value of i? as follows: 

Let M be the mass of 1 gm-molecule ( = 1 mole) ; 

Po be the pressure of 1 std. atm. (= 1.0132 x 10® baryes)*; 
and 

To be the temperature of melting ice ( = 273.16°K). 

Then Vo is the volume of 1 gm-molecule ( = 22,415 cm®), 
and substituting these values in Eq. (225), we have: 

1.0132 X 10® X 22415 
^ “ lx 273.16 

= 8.3143 X 10’ ergs per gram-molecule per l°K. 

* Dynes per cm^, commonly called “bars.** 
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This value of i? is a universal constant for all gases that closely 
approximate an ideal gas, provided that 


M is expressed in gram-molecules, or moles; 

P is expressed in baryes; 

V is expressed in cubic centimeters; and 
T is expressed in absolute degrees Kelvin. 

If M is expressed in grams, the above value of R must be di- 
vided by the molecular mass * of the gas. 

266. Other relations from the gas law. From the general law 
of an ideal gas, we can deduce two other useful relations. 

FromEq. (b). Sec. 265, 


PV = PoFo7 


If volume and mass are kept constant 
V = Vo 


and 


Then 


or 


P P 

Y ~ (a) 


P = C'T (226) 

P cc T when V and M are constant. 


This is often called Charles’ law. 
By definition, 


Therefore 


T = t-V 273 and To = 273. 
•PV . p.v^-^) 

= PoVo(l + 2 ^ i) 

^PoVo(l + et). 

* Commonly called “molecular weight.” 


(226a) 


EXPANSION 


315 


If we keep F = Fo = constant, and observe the variation of P 
with we have: 

PFo = PoFo(l + cO 

P = Po(l + cO. (227) 

From Eq. (227) it is clear that for an ideal gas the temperature 
coefficient for pressure is the same as for volume; and experiment 
shows that this is very nearly true for actual gases. See tables. 

267. The ideal gas. Free expansion. In the study of gases and 
the refined measurement of temperature, it becomes necessary to 
know whether the molecules of a gas exert 
forces of attraction or repulsion upon one 
another. 

To determine this. Joule, in 1844, made 
the following free expansion e:^eriment. 

Two copper vessels (Fig. 233), connected by 
a pipe, were submerged in a well-stirred 
water calorimeter. Vessel A contained air ^ 

at 22 atmospheres pressure, and vessel B was 
evacuated. When valve F was opened, the air expanded into the 
vacuum of B until the pressure was the same in both vessels. 
During this free expansion (i.e., without external work), no change 
of temperature was observed. 

However, the large quantity of water used tended to mask emy 
slight temperature change. Consequently, in 1852, Joule and 
Thomson (Lord Kelvin) devised the more sensitive porous plug 
experiment, in which the gas expanded slowly through a plug of 
cotton wool from a region of high pressme to a region of low 
pressure. Air, oxygen, and carbon dioxide were cooled during the 
expansion; but at certain temperatures hydrogen was heated.* 

From this experiment it appears that the molecules of actual 
gases exert a slight attractive force upon «ne another. In that 
case, work would be required to separate them; and this work, 
being done at the expense of the heat energy of the gas, would 
cause a slight cooling, different for different gases. Hence we 
define a perfect gas as follows : 

Edwin Edsei, Heat for Advanced Students (New York, The Macmillan Company, 
1936), p. 372. 



Fig. 233. Joule’s 
Experiment 
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An ideal, or perfect, gas would be a gas that would obey the 
general gas law and would exhibit no change of temperature on 
free expansion; i.e., its molecules would exert no forces of attrac- 
tion or repulsion upon one another. 

No such gas exists, but the so-called permanent gases (i.e., 
gases with very low critical temperatures) approximate perfect 
gases sufficiently closely for most practical purposes. 

268. Van der Waals’ equation. In general, real gases are more 
compressible than the gas law requires at ordinary temperatures 
and pressures, and are not compressible enough at high pressures; 
but for hydrogen PVis always slightly too high. 

This is accounted for in part when we recall that in deducing 
Boyle’s law (Sec. 205) by the kinetic theory of matter we did not 
take into consideration the diameter of the molecules or their 
mutual attractions for one another. This has been done to some 
extent in Van der Waals’ equation: 

(P + Y^{V -b)= RT (228) 

where a and b are assumed to be constants characteristic of the 
gas. The term ajV^ represents the pressure equivalent to the 
mutual attractions of the molecules; and b, the “co-volume,” 
appears in theory to be about 4 VS times the volume the gas 
would occupy if its molecules were in actual contact. 


Constants op Van der Waals’ Equation * 


Gas 

a 

(atmospheres) 

6 

(liters per mole) 

Hydrogen 

0.19 

0.00023 

Oxygen 

1.36 

0.0316 

Water 

« 

5.87 

0.0332 


Van der Waals’ law expresses the behavior of reed gases some- 
what more accurately than does the general gas law, especially 
near their points of liquefaction. 

* G. H. Cartledge, Introductory Theoretical Chemistry (Boston, Ginn and Company, 
1929), p. 40. 
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269. Temperature and molecular kinetic energy. From Sec. 205 
we have: 


P = \nmv^ 


where n is the num b er of molecules in 1 cm®; 
m is the mass of 1 molecule; and 

is the average squared velocity of the molecules. 
Multiplying both mnnerator and denominator by 2, 

P = fn(im»®). (a) 

But (imF) is the average kinetic energy of a molecule, which 
we will call E: 


E = imp (b) 

so that 

P = %nE. ic) 

If we keep the original mass and volume of the gas constant and 
reduce the temperature from i°C (= T°K) to 0°C (= To°K), n 
would remain unchanged but P would decrease to Po* Therefore 
E would decrease to a new value Eo, so that 


Po = 


(<i) 

Dividing Eq. (c) by Eq. (d), 

P 

E 

(e) 

Po " 

Eo 

But from Eq. (a) of Sec. 266, 

P 

T 

(f) 

Po “ 

To 

Therefore 

T 

E 

(229) 

To ~ 

Eo 


In words, the absolute temperature of a given gas is propor- 
tional to the average kinetic energy of its molecules.* 

From this law, it does not follow necessarily that the molecules 
of two different gases at the same temperature would have the 


* It appears from statistical theory that this law is not true near the temperature 
of absolute zero. 
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same average kinetic energy. But if we consider Avogadro’s law 
to be satisfactorily established by chemical evidence and the 
mass spectrograph (Sec. 508) and reverse the argument of Sec. 207, 
it is easily shown that 

^ mivi^ = m2^2^ 

for the same value of T, where mi, m 2 , and are the masses 
and average squared velocities, respectively, of two different 
gases. 

This is Maxwell's law which he deduced independently from the 
kinetic theory of matter (Sec. 206) : At the same temperature, 
the molecules of all gases have the same average kinetic 
energy.* 


^ PROBLEMS 

^Assuming the highest summer temperature to be 35°C and the lowest 
winter temperature to be — 20®C, what allowance should be made for the ex- 
pansion of a 1200-ft steel bridge? 

2. Assuming the highest summer temperature to be 40®C and the lowest 
winter temperature to be —10®, what allowance should be made for the ex- 
pd^on of a 40-ft steel exposed beam? 

V t|^A wheel is 2.5 m in circumference at 15®C. An iron tire measures 2.49<|Ltm 
around its inner circumference. To what temperature must the tire be raised 
in order that it may just slip on? 

4. A steel tape was measured at 20®C and found to be 99.78 ft long. At 
40®C its length was found to be 100.04 ft. What was its coefficient of expansion? 
At what temperature would it be exactly 100 ft long? 

/ 6. If the temperature coefficient of expansion of brass is 19 X 10”® per 1°C, 
^hat is it per 1®F? 

^ If steel rails are 30 ft long and have a coefficient of expansion of 11 X 10“® 
per FC, what space must be left between the ends of rails to allow for expansion 
when the temperature varies from ~10®F to 70®F? 

Calculate the area at 70°F of a plate of sheet iron which is 6 ft long and 
^t^deat32®F. 

^ . CiA glass flask holds 1240 gm of mercury at 15®C. How much mercury 
overflow when the whole is heated to 95°C? 

V 0 At 68°F the volume of a balloon is 300 yd®. If no gas is allowed to escape, 
ywhat will be its volume at a height at which the pressure is 0.75 atmosphere 
1/ temperature 41°F? 

y (jLJ A liter of dry air at standard conditions weighs 1.296 gm. What would 
be the mass of 3 liters at 115®C and a pressure of 4 atmospheres? 

* It appears from statistical theory that this law is not true near the temperature 
of absolute zero. 
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11. What will be the mass of a cubic meter of air at 60°C and a pressure of 
45 cm of mercury? 


12. What would be the volume at standard conditions of a mass of gas which 

at 77°G and 1.1 atmospheres pressure occupies a volume of 12 liters? i 

13. Compute the value of the gas constant R for air when pressures are in 
grams per square centimeter, volumes in cubic centimeters, masses in grams, 
and temperatures in degrees centigrade. 

14. Compute the value of the gas constant R when pressures are in pounds 
per square inch, masses in pounds, and temperatures in degrees Fahrenheit. 

f A liter of dry air at standard conditions weighs 1.296 gm. What would 
3 mass of 5 liters at 47®C and a pressure of 10 atmospheres? 

16. What is the mass of 8 m^ of air at 60°C and a pressure of 58 cm of mercury? 

17. An automobile tire has an average diameter of 24 in. and a cross-sectional 
diameter of 5 in. Supposing the tire empty, what volume of air measured at 1 
atmosphere pressure must be added to inflate the tire to 34 lb gauge pressure? 

1^. What is the mass of atmospheric air in a room 9 ft by 14 ft by 16 ft when 
me barometer reads 77 cm of mercury and the temperature is 20°C? 

[/ 19. An auditorium is 22 ft by 70 ft by 100 ft. What mass of air does it contain 
when the temperature is 15°C and the pressure 75 cm of mercury? 

20. What is the draft in inches of water produced by a chimney 30 m high, 
if the average temperatures of the air outside and inside are 10°C and 85®C, 
respectively? (“Draft” is the difference of pressure outside and inside at the 
bottom of the chimney.) 

21. The observed reading of a barometer at 20® C is 71 cm. What correction 
must be made to this to reduce it to 0®C, if the volume coefficient of expansion 
of mercury is 0.000182 and the linear coefficient of brass 0.0000184 per 1®C? 
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CALORIMETRY 

270. Heat units. The process of measuring quantity of heat 
is called calorimetry. Before we can proceed with calorimetry, it 
is necessary to define units of quantity of heat. 

The calorie (also called the gram-calorie, the lesser, or the nor- 
mal calorie) is the amoimt of heat required to raise the tempera- 
ture of 1 gm of water from 14.5° to 15.5°C.* It is equivalent to 
4.185 joules. 

The greater calorie (or kilogram-calorie) is defined as 1000 
calories. The “food calorie” used in expressing the energy values 
of different foods is always the greater calorie. 

The British thermal unit (Btu) is the amount of heat required 
to raise the temperature of 1 lb of water from 59° to 60°F. 

1 Btu = 1 lb X 1°F = 453.6 gm x f°C = 252 calories. (230) 

271. Specific heat. The specific heat c of a substance is the 
number of calories required to raise the temperature of 1 gm of 
the substance i°C, or the number of Btu required to raise the 
temperature of 1 lb of the shbstance l°r. 

Numerically this is the same in both systems of units. For if 
the specific heat of a substance is c(cal/gm°C), we have, on reduc- 
ing each unit to its British equivalent : 

cal leal 1/252 Btu 1 Btu 

‘^gm°C ‘^l gm X 1°C " ‘’1/453.6 lb x 9/5°F “ ‘’l lb x 1°F‘ 

Thus the nxmaber of calories required to .raise the temperature 
of 1 gm of a substance 1°C is the same as the number of Btu re- 
quired to raise the temperature of 1 Ib of the same substance 1°F. 

The specific heat of water at 15°C is 1 cal/gm°C by the defini- 

/“Two Other calories are sometimes used: 

1. The calorie is the amount of heat required to raise 1 gm of water from 19.5° 

to 20.5°C (= 4,182 joules). 

2. The mean calorie is 1/100 the amount of heat required to raise 1 gm of water 
from 0° to 100°C (== 4.1853 joules). 
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tion of the calorie. Jt was assumed to be unity at all temperatures 
until Henry A. Rowland, in his famous experiment on the me- 
chanical equivalent of heat, proved that it is not. The variation 



TEMPERATURE n) 

Fig. 284. Specific Heat of Water 

of the specific heat of water with temperature based on the 15° 
calorie is shown in Fig. 234. 


Table of Mean Specific Heats * 


Substance 

Temp. Range 

Specific Heat 

Aluminum 

17-I00°G 

0.217 

Copper 

15-^100 

0.09305 

Hydrogen (liq.) 

-253 * 

fi.q 

Ice 

-21 to -1 

0.502 

Iron 

18-100 

0.113 

Lead 

20-100 

0.0305 

Lithium 

0-100 

1.09 

Mercury 

20-40 

0.03318 

Silver 

15-100 

0.0563 

Steam (superheated) 

100-500 

0.48 

Zinc 

20-100 

0.0938 


f.' 


272. Thermal capacity. Water equivalent. The thermal capac- 
ity of a body is the, amount of heat required to raise the tempera- 
ture of the body 1°C or 1°F, as the case may be. If the mass of a 
body is M and its specific heat, c, then 

Thermal capacity of body s cM cal or Btu. (231) 

Clearly the thermal capacity of a body will not be the same in 
the cgs and fps systems because the values of M will be different. 

The water equivalent of a body ^ the mass of water that re- 
quires as much heat to raise its temperature one degree as is 

* Chiefly from Hand Book of Physics and Chemistry (The Chemical Rubber Co.). 
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required to raise the temperature of the body one degree. From 
the definitions of the calorie and the Btu, 

Water equivalent of body ^ cM gm or lb mass (232) 
where c is a pure number numerically equal to the specific heat. 

273. Quantity of heat. By the definition of the preceding sec- 
tion, the thermal capacity cM of a body is the amount of heat 
required to change its temperature 1°. Hence, if the temperature 
of a body rises from to h, the 

Quantity of heat gained = cM{h ~ k) heat units.* (233) 

If the temperature of the body falls, a similar expression will 
represent the amount of heat lost by the body. 

274. The method of mixtures. One of the best methods of 
determining the specific heat of a sohd or a liquid is the following, 

known as the meihod of mixtures. 

In Fig. 235, the inner j^ssel 
C of a calorimeter is nearl^Hiled 
with a known mass of water at a 
known temperature, and is placed 
inside a constant-temperature 
enclosure, or outer vessel, V. 
This outer vessel is double- 
walled, filled between these walls 
with water, and lagged with a 
heavy layer of felt F. The spec- 
imen (S is heated to a known 
temperature and lowered quickly 
into C without splashing. The 
mixture of the water, the speci- 
men, the stirrer D, the thermom- 
eter A, and the inner vessel, thus 
come to a new steady temperature observed on A. The specific 
heat is then computed as follows: 

Let M be the mass of the specimen; 

Ml be the mass of the inner vessel and the stirrer; 

M 2 be the mass of the water in the inner vessel; 

* Provided the body does not undergo a change of state. See Chap. XXI. 
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c be the specific heat of the substance of the specimen; 
Cl be the specific heat of the substance of the inner vessel 
and the stirrer; 

C 2 be the specific heat of the water; 

< be the initial temperature of the specimen; 
ti be the initial temperature of the inner vessel, stirregr, 
water, and thermometer; and '' 

U be the final temperature of the inner vessel and its con- 
tents. 

Then, cM is the thermal capacity of the specimen; 

CiMi is the thermal capacity of the ioner vessel and the 
stirrer; 

C 2 M 2 is the thermal capacity of the water; 
z is the thermal capacity of the thermometer (previ- 
ously determined) ; 

cM{t ■— fa) is the heat lost by the specimen; 

CiMi{U ~ fi) is the heat gained by the inner vessel and 
stirrer; 

CiMiih — ti) is the heat gained by the water; and 
z{t 2 — ti) is the heat gamed by the thermometer. 

If we assume that the specimen is transferred from the heater 
to the inner vessel so quickly that its loss of heat in transit is 
neghgible, and if we believe in conservation of energy, we may 
write the equation; 

Heat lost = Heat gained 
cM(t — fa) — (ciMi “h C 2 M 2 "i” z)(f 2 

whence 

(CiMi -f- CaMa + z)(f2 
” M(f - fa) 

276. Calorific value. The calorific value of a fuel is defined as 
the number of heat units liberated by the complete combustion 
of unit quantity of the fuel. 

With solid and liquid fuels, unit mass is used. The determina- 
tion is made in a calorimeter similar to that of Fig. 235, but pro- 
vided with a watertight bomb B (Fig. 236), in which the fuel is 
burned in an atmosphere of oxygen. 


-h) 

(234) 
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The quantity of a gas that could be got into the bomb is so 
small that tests of gases are usually'-made with a continuous flow 
calorimeter, and the quantity is unit volume at standard condi- 



Fig. 236. Oxygen Bomb Calo- Fig. 237. Continuous Flow 

rimeter. (Courtesy Park Calo- Calorimeter 

rimeter Co.) 


tions. Figure 237 shows in cross section Mann’s modification of 
Junker’s continuous flow cedorimeter. 

The gas is burned continuously under the ceilorimeter, and the 
hot products of combustion pass outward as shown, through the 
tubes which are surrounded by water. This water flows through 
the calorimeter at a steady rate. 

Let V be the volume * of gas burned after conditions have be- 
come steady; 

M be the mass of water passing through the calorimeter 
after conditions have become steady; 
ti be the initial temperature of water; 
h be the final temperature of water; 
c be the specific heat of water; and 
H be the calorific value of the gas. 

Then the total heat received by the circulation water is 
cM(fr- 

* Reduced to Standard conditions. 
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Since the calorific value H is defined as the heat liberated per 
unit volume, the 

Total heat liberated = HV. 

And if the average temperature of the water at inlet and outlet is 
the same as room temperature, radiation losses may be neglected 
so that 

HV = cM{U - k) (235) 

and 

cal/cm® or Btu/ft®. 

Adjustment should be made so that the products of combustion 
leave the calorimeter at room temperatm-e. 

PROBLEMS 

1. What is the thermal capacity of 10 lb of iron? 

2. What is the water equivalent of a nickel vessel weighing 150 gm and a 
co|)per stirrer weighing 40 gmP 

I 3. How much heat if required to raise the temperature of 65 gm of mercury 
fr<|)m — 5®C to its boiling point at atmospheric pressure? 

^ From the definitions, compute the relation between a calorie and a Btu. 
6. Starting with the definitions, compute the number of Btu in 1 kg-cal. 

6. The caloriQc value of a certain bitunodnous coal is 14,500 Btu per lb. 
Calculate the value in calories per gram. 

7. A piece of copper at 100®C is dropped into 1500 gm of water and raises its 
temperature from 20°C to 22.5®C. What is the mass of the copper? 

j C) If the specific heat of glass is 0,199 and that of mercury is 0.033, compute 
tfie water equivalent of a thermometer when 2 gm of glass and 8 gm of mercury 
^i|e submerged. 

^ ^ A copper kettle weighing 1 kg contains 5 kg of water at 20®C. Find the 
amount of heat necessary to raise the temperature of the water to the boiling 
point when the barometer reads 76 cm of mercury. 

10. A teacup whose mass is 150 gm and temperature 15°C has 125 cm^ of boil- 
ing water poured into it, and the final temperature is 82°G. What are the water 
. equivalent and the specific heat of the teacup? 

) |D A metal ball weighing 90 gm is heated to 100°C and dropped into a copper 
csdOTimeter having a mass of 80 gm and containing 100 gm of water at 10°C. If 
tlip final temperature is 16°C, what is the specific heat of the metal? 

A piece of silver, whose mass is 70 gm, is heated to the temperature of a 
furnace and then dropped into a copper calorimeter (mass 80 gm) containing 
110 gm of water at 20°C. If the final temperature of the water is 35°C, what 
is the temperature of the furnace? 
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13. A metal ball weighing 80 gm is heated to 100°C and dropped into a copper 
calorimeter having a mass of 60 gm and containing 150 gm of water at 15®C. 
If the final temperature is 20°C, what is the specific heat of the metal? 

1 14. How much heat will be required to raise the temperature of the air in a 
room 5 m by 5 m by 3 m from 0°C to 20®C, when the pressure is 1 std. atm.? 

A sample of coal weighing 1.1 gm is burned in a steel bomb whose mass 
is 1500 gm. The bomb is submerged in 2000 gm of water in a copper calorimeter 
whose mass is 600 gm. If the rise in temperature is 3.4°C, what is the calorific 
value of the coal? 

16. In a continuous flow calorimeter, the combustion of 1180 cm® of gas raises 
the temperature of 755 gm of water from 19°C to 38.5®G. Find the calorific 
value of the gas. 

A specimen of gasoline weighing 0.1 oz is burned in a fuel calorimeter 
containing 7.5 Ib of water. If the calorimeter is of copper weighing 3.6 lb and 
:he temperature rises from 63°F to 78.7°F, find the calorific value of the gasoline 
n Btu per lb. 

18. When 2.5 ft® of city gas were burned in a continuous flow calorimeter, 
125 lb of water were raised from 61°F to 73°F. If 18 Btu were carried off in the 
products of combustion, what was the calorific value of the gas? 
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CHANGE OF STATE 

276. Kinetic theory. We have seen that in accord with the 
kinetic theory of matter, a body expands when its temperature 
increases, justifying the behef that the meeui distance between 
molecules increases. It might be expected, therefore, that if we 
continue to raise the temperature, the mean distance between 
them would become so great that a molecule would no longer be 
restrained to its original molecular neighborhood by the attrac- 
tions of those neighbors, but might wander with many coUisions 
through the entire mass, Hke bees in a swarm. Cohesion would be 
so greatly reduced that the body might not even retain its definite 
solid shape — and, as we know, it does not, but conforms to the 
shape of the containing vessel. 

The phenomenon of changing from the solid state, or phase, to 
the liquid state is called melting, or fusion. 

277. Melting point. If a beeiker filled with crushed ice at, say, 
— 10°C is heated over a burner, it will be found that melting will 
begin when some of the ice reaches 0°C. Thereafter, the mixture 
of ice and water, if well stirred, will remain at this temperature 
until aU the ice is melted. 

The temperature at which a substance changes from the solid 
to the liquid state is called its melting point. Every pure, crystal- 
line substance has a definite melting point; * but amorphous sub- 
stances like glass, sealing wax, and butter have not. 

278. Heat of fusion. In the above experiment of melting ice, 
after melting began, the temperature remained constant imtil all 
the ice was melted, notwithstanding the fact that we were adding 
heat all the time at a constant rate. All pure, crystalline sub- 
stances behave in this way. The heat added during the process of 

* ■ . . 

* Provided it does not decompose before melting. 
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melting appears to be necessary to effect the change of state only, 
and does not affect the temperature. 

The amount of heat required to change a unit mass of a sub- 
stance from the solid state to the liquid state without change of 
temperature is called its heat of fusion. It is characteristic of the 
substance. 


Heats op Fusion 
(in cal/gm) 


Copper 

. . . 43.0 

Ice 

. . . 80.0 

Iron, cast 

. . . 23.0 

Lead 

. . . 5.4 

Mercury 

. . . 2.8 

Tin ... 

. . . 14.6 

Zinc 

. .. 26.6 


Since the heat of fusion does not raise the temperatme of the 
substance, it seems to disappear; hence for a long time it was 
called the “latent (i.e., hidden) heat of fusion.” But the kinetic 
theory accounts most clearly for its disappearance. If the mole- 
cules are farther apart and freer to move in the liquid than in the 
solid state, work is required to overcome the force of cohesion and 
to break them away from their molecular moorings. The heat of 
fusion is undoubtedly utilized in doing this work and is stored in 
the system as energy, for it is given out when the substemce again 
solidifies. We have seen that temperature depends upon the 
average linear kinetic energy of the molecules. During fusion the 
temperature does not change, so we infer that the average linear 
kinetic energy of the molecules does not change. Therefore the 
heat of fusion must be stored as potential energy. 

279. Freezing is the passing of a substance from the liquid to 
the solid state. After freezing begins, the temperature remains 
constant until the entire mass is solid. This temperature is called 
the freezing' point. For pure, crystalline substances the freezing 
point is the same as the melting point; and usually the former is 
more easily determined with accuracy. 

The curve plotted while a substance cools and freezes, using 
times as abscissas and temperatures of the substance as ordinates, 
is called the cooling curve (Fig. 238). Cooling curves are much 
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used in metallurgy and in the calibration of temperature measur- 
ing devices. 

If carefully cooled without jarring, many substances may be 
cooled below the freezing point without sohdifying. Water, for 



Fig. 238. Cooling Curve of Tin. (Courtesy of Professor Vance White) 


example, may be cooled as much as 10°C below the freezing point 
without freezing. But if jarred, or if a small crystal of ice is 
dropped in, it freezes at once with the evolution of its heat of 
fusion. 
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280. Change of volume during freezing. Most substances con- 
tract on freezing, as the kinetic theory would lead us to expect, 
but water, cast iron, and bismuth are 
exceptions. 

Water expands about 9% on freez- 
ing, and on further cooling the ice 
contracts somewhat, the maximum 
volume being at 0°C (see Fig. 239). 

This accounts for the fact that water 
pipes often break while thawing that 
did not break on freezing. The ice 
may form plugs in the pipe, and if 
melting takes place between two of these plugs, the pipe is most 
hkely to break just as the ice melts, since the volume is a maxi- 
mum at that time. 


m, 
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An interesting fact in this connection is that, other circum- 
stances being the same, water that has been heated freezes more 
quickly than water that has not been heated. The former has lost 
its occluded air, which gives a cushioning effect. Hence hot water 
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pipes often freeze and burst when cold water pipes beside them do 
not. 

Cast iron meikes sharp castings because, on freezing (1230°C), 
it expands and fills the mold snugly. 

281. Effect of pressure on change of state. Pressure aids the 
state in which the volmne is least. 

Hence, if a substance expands on melting, increase of pressure 
will tend to keep it from melting, and the temperature must be 
raised higher than the normal melting point to cause melting; 
i.e., increase of pressure raises its melting point. Similarly, if a 
substance contracts on melting, increase of pressme lowers the 
melting point. 

282. Regelation. Ice affords a good example of the lowering 
of the melting (freezing) point. Let a loop of thin wire be placed 
around a block of ice about 3 in. square in cross section, and a 
mass of 2 or 3 kg suspended from the loop, as shown in Fig. 240. 

The wire being very thin, the weight causes considerable in- 
crease of pressure beneath the wire. This lowers the melting 
point — since ice contracts on melting — be- 
low the temperature of the ice, and con- 
sequently the ice melts under the wire. The 
water thus produced, not being able to 
support the load, flows around to the up- 
per side of the wire, where, the pressme 
being relieyed, it again freezes and gives 
out its heat of fusion, most of which 
passes through the wire (a good con- 
ductor) and aids the melting below the wire. 

Thus the wire gradually cuts its way through the ice; but freez- 
ing takes place behind the wire, so that when the loop finally cuts 
out, the block is as solid as at first. 

This phenomenon of refreezing when the pressure is reduced was 
discovered by Faraday and is called regelation. Often it may be 
observed in snow that is bcurely frozen. When one steps in such 
snow; the increase of pressure under the shoe lowers the freezing 
point below the temperature of the snow, so that it melts. When 
the foot is raised, the excess pressure being removed, the water 



Fig. 240. Regelation 
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freezes again — but this time as ice. Hence the footprints remain 
molded in ice. 

The change of melting point with pressure is usually small; 
e.g., the melting point of ice (freezing point of water) is lowered 
only 0.0072°C by an increase in pressure of one atmosphere, so 
that for most purposes the change may be neglected. 

283. Vaporization. We know that most liquids, if left in an 
open dish, gradually disappear. This is in accord with the kinetic 
theory, for the molecules having the highest speeds might be ex- 
pected to break away from the liquid surface occasionally and 
pass into the space above. There, having complete freedom of 
movement and relatively few collisions compared to the number 
in the liquid state, these molecules are in the state of a gas. 

Vaporization is the passing of a substance into the state of a 
vapor, or gas. It may occur in three ways: 

1. Sublimation is the changing of a solid directly into a gas 
without passing through the liquid state. (See Sec. 289.) 

2. Evaporation is the vaporization of a liquid from its siuTace 
only. It takes place quietly at all temperatures. 

3. Boiling, or ebullition, is the vaporization of a liquid when 
bubbles of vapor, forming throughout the body of the liquid, rise 
and break at the surface. 

284. Boiling point. If we continue to add heat after a substance 
has melted, its temperature will rise till boiling begins. Its tem- 
perature will then remain constant, if the substance is pure, imtil 
all the liquid has passed into the vapor state. 

The boiling point at a given pressure is the temperature at 
which boiling takes place. Since the bubbles break at the surface, 
the vapor pressure inside the bubbles must be at least equal to 
the total pressure above the liquid, whether that is due to the 
vapor alone or to a mixture of the vapor and other gases. 

For pure substances, the temperatiue of the vapor just above 
the liquid is the same as that of the boiling liquid. Impurities in 
general tend to raise the boiling point, but the temperature of the 
vapor just above the liquid is stm that of the pure solvent. 

Since all substances expand on vaporizing, the general principle 
of Sec. 281 predicts the fact that an increase of pressure raises 
the boiling point, and a decrease of pressure lowers it. 
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Table of Boiling Points * 

(At 1 standard atmosphere) 

Helium. . . —267 °G 

Hydrogen..... .—252.6 

Nitrogen..... —195 

Oxygen ........... — 182.7 

Ammonia —33.6 

Water 100 

Mercury... 357.3 

Sulphur 444.7 

Iron 2450 

Platinum 3910 

The variation of the boil- 
ing point of water with pres- 
sure is shown in Fig. 241. 
From this it is seen that the 

" TEMPERATURE CO 

Fig. 241 . Vapor Pressure Curve of Water ( = 212°F) Only when the pres- 

sture is 1 standard atmosphere. 

The lowering of the boiling point of water by reducing the 
pressure is shown in a striking way by the following experiment. 
With the stopcock of Fig. 242 
open, the water in the flask F 
is first brought to boiling. The 
thermometer will then read 
100°C if the barometer reads 76 
cm of mercury. Let the brnner 
then be removed from beneath 
the flask and the stopcock 
closed. Boiling will at once 
cease, and the water may be 
allowed to cool for 5 or 10 min- 
utes until the temperature is 
60° or 70°C. If the connection 
to the vacuum pump is then opened and the pump started, 
the water may be made to boil vigorously again by merely re- 
ducing the pressure. 

On Pike’s Peak the beuometer usually stands at about 46 
cm, and the boiling point is therefore about 188°F. With this 
low boiling point, many cooking processes are slowed up enor- 

* From Hand Book of Physics and Chemistry . 
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mously, if not naade impossible. The difficulty is overcome by 
the use of pressure cookers (Fig. 243). The relief valve on these 
cookers may be adjusted so that the con- 
tents will boil at any desired temperature. 

286. Freezing and boiling points of solu- 
tions. In the case of a solution, the freez- 
ing point is lower and the boiling point is 
higher than for a pure solvent, on account 
of the attraction of the molecules of the 
solute for those of the solvent. 

Raoult’s law states that the depression 
of the freezing point and the elevation of 
the boiling point of a solution are propor- 
tional to the molecular concentration of 
the solute, except in the case of acids, 
bases, and salts, or of a reaction between 
the solute and the solvent. 

Thus, 1 gram-molecular weight of methyl 
alcohol (32 gm) in 1 liter of water lowers 
its freezing point to — i.86°C; and the same depression is pro- 
duced by 1 gram-molecular mass of any other solute with the 
exceptions mentioned. 

Similarly, 1 gram-molecular mass of any non-volatile solute 
(say, 342 gm of cane sugar) in 1 liter of water raises the boiling 
point by 0.52°C; and the same elevation is produced by 1 gram- 
molecular weight of any solute with the exceptions named. 

286. Heat of vaporization. Although we continue to add heat 
at a constant rate to a substance while it is vaporizing, its tempera- 
ture does not increase. The heat must therefore go to increase 
the potential energy of the substance; for if its Mnetic energy 
changed, its temperature edso would change, as is indicated in 
Sec. 269. That the heat is stored in the substance is evidenced by 
the fact that it is given out again when the substance condenses, 
i.e., returns to the liquid state. We conclude, therefore, that this 
“latent heat,” as it was formerly called, is utilized in overcoming 
the mutual attractions of the molecules and pushing them apeirt 
the relatively great distances which separate them in the gas state. 

The amount of heat required to change a unit mass of a sub- 



Fig. 243. Pressure 
Cooker. (Courtesy Cen- 
tral Scientific Co.) 
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stance from the liquid to the gas state (or phase) without change 
of temperature is called the heat of vaporization of that substance. 

This varies with the temperature at which vaporization takes 
place. For water, Henning gives the following relation: * 

L = 598.8 - .599f (236) 

where L is the heat of vaporization in 15° calories, and t is the 
temperature of boiling in degrees C. 

At a boiling point of 100°C, this formula gives 538.9 cal/gm as 
the heat of vaporization of water. A more recent value by Hen- 
ning (1909) is 538.7 cal/gm. 

Heats of vaporization and of fusion are readily obtained 
experimentally by an obvious application of the method of mix- 
tures (Sec. 274). 

287. Saturated and superheated vapor. If a hquid is in a closed 
vessel, the molecules having the highest sneeds escape into the 
space above the liquid where they dart about in aU directions, 
impinging on the sides of the containing vessel and occasionally 
colliding with one another. As the liquid surface is one boundary 
of the gas space, many of these escaped molecules, in their random 
motion, will dive back into the liquid. 

As evaporation proceeds, a condition is finally reached when as 
many molecules per second dive back into the hquid as evaporate 
from it. Thereafter the amounts of hquid and vapor remain un- 
changed. The two phases (or states) of the substanc&are said to 
be in equilibrium; and the vapor is said to be saturated. 

A saturated vapor is a vapor which is in equiUbritun with its 
liquid. 

A vapor produced in a closed vessel in contact with its hquid 
wiU always become saturated after a time, if there is sufficient 
hquid, and it wiU then exert a pressure which wiU depend only 
upon the temperature. That is, at a given temperature a saturated 
vapor produces a definite pressure which is characteristic of^ the 
substance. This pressure is caUed its saturated vapor pressure, 
or vapor tension; and when plotted against the corresponding 
temperature it gives the saturation curve (Fig. 241) . f The pres- 

* For fuller discussion, see J. H. Poynting and J. J. Thomson, Text-book of Physics, 
Vol. Ill: Hea< (Philadelphia, J. B. Lippincott Company, 1913), p. 181 . 

t This is also the boiling-point curve, since, in order for the bubbles to break at 
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sures are those observed when there is no other substance present 
in the vessel. 

If there had been some other gas such eis air above the liquid 
(chemical action being excluded, of course), the other gas or gases 
would only slow up the process of evaporation. The vapor would 
stiU become gradually saturated and exert the same vapor pressure 
as if no other gas were present. Then the total pressure would 
finally be the original pressure of the other gas plus the saturated 
vapor pressure of the hquid. This is in accord with Dalton’s law 
of partied pressures and is easily demonstrated as follows. 

At room temperature, say 20°G, let a thin 
bulb containing water be suspended in a 
flask of air at atmospheric pressure b, the 
two mercury columns of the manometer be- 
ing therefore at the same height; and let the 
flask be tightly closed (Fig. 244). If the bulb 
is now broken by being shaken off the hook, 
the water will gradually vaporize and the 
pressure will increase until the outer mercury 
column stands 1.75 cm higher them the inner 
one, that being the saturated vapor pressure 
of water at 20°C. Since the manometer is open Fig. 244. Determi- 
to the atmosphere, the total pressure P within va^r 
the flask is then: 

P = b + 1.75 cm of Hg. 

If aU the hquid is evaporated in a closed vessel so that nothing 
but vapor remains, or if some of the vapor is removed to another 
vessel out of contact with its Hquid, and is further heated, the 
vapor is then said to be superheated. 

A vapor is superheated when its temperature is higher than, 
that of saturated vapor at the same pressure. 

Superheated vapors obey the gas laws much more exactly 
than do saturated vapors. If we have in a vessel a saturated va- 
por without any hquid, and if we increase the pressure, keeping 
the temperature constant, some of the vapor will condense and 
the rest will remain saturated. On the other hand, if we decrease 

the surface, the saturated vapor pressure within the bubbles must be at least equal) 
to the total pressure above the liquid, whether that pressure is due to the vapor- 
alone or to a mixture of the vapor and other gases. 
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the pressure (as by increasing the volume), the vapor will be su- 
perheated. 

288. The triple point. If a mixture of ice and water is main- 
tained at 0°C and 1 std. atm. pressure, the amounts of solid and 

Hquid present will remain un- 
changed. The solid and liquid 
phases (states) are said to be in 
equilibrium. We have seen in the 
preceding section that a liquid 
may be in equilibrium with its 
saturated vapor, as may also a 
solid. 

In Fig. 245 are plotted three 
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Fig. 245. Triple Point 


tures and corresponding pressures 
for which water is in equdlibrixun 
with its vapor (boiling-point curve); AC gives the temperatures 
and corresponding pressures for which ice is in equilibrium with 
water (melting-point curve) ; and A D gives the temperatures and 
corresponding pressures for which ice is in equilibrium with water 
vapor (sublimation curve). 

These three curves meet in a point A, the triple point. 
The triple point is the point on a temperature-pressure diagram 
showing the temperature and pressure at which all three phases 
of a substance are in equilibrium at the same time. 


289. Sublimation. Sublimation is the passing of a solid directly 
into the gas state without going through the liquid state. From 
Fig. 245 it is seen that this will occur at any temperature below 
that of the triple point when the vapor pressure of the substance 
in the surrounding space is less than its saturated vapor pressxxre 
for that temperature, as is shown by the sublimation curve DA. 

For example, the triple point of water corresponds to a pressure 
of 0.46 cm of Hg and a temperatme of 0.0076°C. At — 2°C, say, 
the curve shows that the saturated vapor pressure of ice is 0.39 cm 
of Hg. Hence, if the pressure of water vapor in the space sur- 
rounding the ice is not as great as 0.39 cm of Hg, the ice will con- 
tinue to sublime until its vapor pressure reaches that value. Then 
equilibrium will be estabhshed and sublimation will stop. This 
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accounts for “clothes freezing dry” when the temperature is be- 
low 0.0076°C and the atmosphere is very dry. In the reverse 
process, hoar frost forms directly from the water vapor in the 
atmosphere without passing through the liquid state. 

Iodine, camphor, and naphthalene (moth balls) sublime at 
ordinary room temperatures. Solid carbon dioxide gets its trade 
name, “dry ice,” from the fact that it always sublimes under 
ordinary conditions and hence never wets neighboring bodies. 
The triple point for carbon dioxide corresponds to a pressure of 
5.11 atm. and a temperature. of — 56.4°C. As generally furnished, 
dry ice has a temperature of about — 76°C, which is far below its 
triple point. The pressure of its saturated vapor at that tempera- 
ture is 1.19 atm. , whereas the pressure of carbon dioxide vapor nor- 
mally in the atmosphere is negligible. Hence solid carbon dioxide 
always sublimes unless constrained in a gastight vessel capable of 
sustaining considerable pressure. 

Heat of sublimation is the amount of heat required to change 
the unit mass of a substance from the solid to the gas state with- 
out change of temperature. 


290. Hiunidity. Water vapor is one of the normal constituents 
of atmospheric air at altitudes of less than 10 mi, but the amount 
in a given volume of air varies greatly at different times and places. 

The process of measuring the humidity, or the amount of 
moisture in the air, is called hygrometry from the Greek word, 
hygros, meaning “moist.” 

Absolute humidity is defined as the number of grams of water 
vapor per cubic meter actually in the air at a given time. It is 
measured by means of a chem- 
ical hygrometer (Fig. 246). A 
measured volume of air is 
passed through drying tubes 
containing CaCh or P 2 OB until 
thoroughly dry, i.e., until the 
tubes cease to gain in mass. 

The increase in the mass of the drying system is the mass of 
water that has been abstracted from the air; and this mass, 
divided by the volume of air used, gives the absolute hu- 
midity. 



P 

Fig. 246. Absolute Hygrometer 
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The amount of water vapor that a given volume can hold de- 
pends upon the temperature: the higher the temperatme, the 
more it will hold, and vice versa. When any volume of air contains 
all the vapor it can hold at that temperature, it is said to be satu- 
rated. Strictly speaking, it is the space that is saturated. 

If moisture-laden air is sufficiently cooled, it will finally become 
saturated; then vapor will begin to condense as dew. 

The dew point is the temperature at which the moisture in the 
atmosphere begins to condense. 

If a mass of moist air is suddenly chilled below the dew point, 
the excess moisture is condensed and precipitated as rain. When 
rain drops are cooled below the freezing point, hail is formed. If 
the temperature is below the triple point, snow is formed in the 
upper atmosphere or hoar frost on bodies near the earth’s surface. 
That is, snow emd hoar frost freeze directly from the vapor state 
without going through the liquid state. 

Generally speaking, we are not so much concerned with abso- 
lute as with relative hunoidity. 

• Relative humidity is defined as the ratio of the mass of moisture 
^Qtually in a given volume of air at any time to the mass that the 
^ven volume could hold if saturated at that temperature. Or, 
Relative humidity is the ratio of the ^solute humidity at a given 
time to the absolute humidity if the air were saturated at that 
temperature. It is therefore a fraction and is usually expressed in 
percentage. 

Relative humidity plays a most important role in daily life, for 
it is relative rather than absolute humidity that makes us un- 
comfortable on the damp warm days that we call “sultry.” The 
habitat of plants and animals is contingent largely upon the aver- 
age relative humidity. 

Until recently it was thought that the most healthful humidity 
was about 50%. However, the following excerpt from a report of 
a committee of the American Medical Association, appointed to 
study air conditioning, seems to disprove this belief : “Under 
ordinary indoor conditions during the heating season, variations 
of humidity are relatively unimportant as far as warmth and 
comfort are concerned, and from the standpoint of health there 
are no data to prove artificial humidification is necessary. . . . 
No one disputes the injurious effect of low humidities to furni- 
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ture, but the argument about health has little foundation in 
fact.” * 

Relative humidity is a determining factor in the location of 
many industries. Leaf tobacco can be handled only in a very 
moist atmosphere. The fact that the average relative hinnidity 
of the New England states was suitable for the spinning and 
weaving of cotton was one of the chief reasons that the industry 
first developed in those states. Today, however, hmnidity may 
be maintained at any desired value by automatic humidifiers. 

Relative hmnidity is commonly measured by one of four 
methods: 

1. By determining the absolute humidity with 
a chemical hygrometer under the given conditions, 
and again for satmated air at the same tempera- 
ture, then dividing the former by the latter in 
accord with the definition. 

2. By means of the wet-and-dry-bulb hygrom- 
eter. This consists of two accurate thermometers 
mounted side by side on a vertical board, as in 
Fig. 247. The bulb of one of these is bare, while 
that of the other is covered with a porous cotton 
wick, the lower end of which dips into a reservoir 
of water. Evaporation from the wick cools the bulb 
inside the wick. The rate of evaporation depends 
upon the relative humidity of the air. If the rela- 
tive hmnidity is high, the air is nearly satmated; 
hence it takes up water slowly and the cooling effect 
is slight. When the air is very dry, evaporation is Hygromef«** 
rapid and cooling great. The bare bulb, however, (Courtesy Cen- 
is not affected by the humidity. Hence the differ- Scientific 
ence of the temperatmes given by the dry and 

the wet bulb thermometers is indicative of the relative humidity 
of the atmosphere. For best results, a current of air should be 
blown across the bulbs at a speed of 6 or 8 ft/sec. 

The instrument-does not read directly. Observations are made 
of the temperatme on the dry bulb, the- difference of tempera- 
ture of the two bulbs, and of the barometer. With these values, 

* C. F. Yaglou, Journal of the American Medical Association, CXVIII (May 15, 
1937), 1708. 
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the relative humidity is found from tables prepared by method 1 
or from curves (Fig. 247a) plotted from such tables. 

3. By means of the dew-point hygrometer (Fig. 248), which is 
the device most generally used. Air is pumped through ether 
contained in the polished nickel vessel N. The evaporation of the 


Fig. 248. Dew Point Hy- 
grometer. (CourtesyofProfessor J. M. Cork) grometer. (Courtesy Central 

Scientijfic Co.) 

ether quickly cools N and its contents, so that moisture begins 
to condense on the outside. The average of the temperature at 
which the moisture appears and the temperature at which it dis- 
appears when the pumping is stopped is taken as the dew point. 

If we assume that the mass of water vapor in a given volume 
of air at any time is proportional to the pressure which that vapor 
exerts, it follows that, approximately, 

Relative humidity = ^ (237) 

where pa is the pressure of saturated water vapor at the dew point, 
and 

Pt is the pressure of saturated water vapor at the tempera- 
ture of the atmosphere as given by thermometer B. 
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4. By means of the hair hygrometer. This utilizes the well- 
known property that hair has of elongating in a moist atmosphere. 
The device is arranged 
so that a number of 
strands of human hair 
H (Fig. 249) are kept 
taut by a spring. 

When the humidity 
increases, the elonga- 
tion of the hair is 
taken up by the spring 
and causes a hand to 
move over a gradu- 
ated dial or drum. 

The instrument must be calibrated by one of the other methods. 



Fig. 249. Hair Hy^ometer. (Courtesy Central 
Scientific Co.) 


95 

90 

^85 

iao 

|70 

|65| 

60 

55 

SO 




291. Critical state. Before 1863, oxygen, hydrogen, and nitro- 
gen were called permanent gases because no method was known 
by which they could be liquefied. In that year. Dr. Thom| 

drews carried out on carbon 
series of experiments which! 
clear understanding of why fo 
tempts to liquefy these gases 
failed. 

Figure 250 shows the results of 
Andrews’ experiments. These curves, 
plotted with volumes as abscissas and 
pressures as ordinates, are called iso- 
thermals because for any one curve 
the temperature was held constant. 

If 1 gm of the gas at, say, 25°C, 
is compressed, the pressure increases 
as the volume decreases until the gas begins to liquefy. The 
pressure then remains constant (curve horizontal) until all the 
gas is liquid. After that, the liquid being only slightly compres- 
sible, the pressure rises very rapidly. 

For any temperature up to a certain value the isothermal curve 
wiU show this horizontal portion representing the condition when 
part of the substance is gas and part liquid. But as the experi- 


mLUMES (Relative) 
Fig. 250. Critical State 


merit is made at successively bigher temperatures, a value is finally 
found (31.1°C for CO 2 ) at ^hich the horizontal portion of the 
curve reduces to a single point. At the conditions represented 
hy this point hquid and vapor have the same density. The en- 
tire mass changes from all-gas to aU-Hquid as the values of pres- 
sure and volume represented by this point are passed through. 

The critical point is the point whose coordinates ^ire the volume 
and pressure at which a vppor and its hquid have th^ same density . 

The specific volume for the critical point is called the critical 
volume. ' ^ 

The pressnre for the critical point i|: ^^ed the critical pressure. 

The temperature of the isothermsd 'curve oh which the critical 
point occurs is called the critical temperature. 

The critical temperature is defined as the highest temperature 
at which a gas can be liquefied by pressure alone. That is, above 
the critical temperatme a substance exists only ns a gas, and it 
must be cooled below the critical temperature Before it can be 
liquefied. 

j^his basis we distinguish between a gas and a vapor: above 
mqal temperature a gaseous substance is called a gas; below 
temperature, a vapors 

I'' the following table it is clear that the so-called “per- 
ient” gases could not be liquefied until methods of producing 
.'^ry low temperatmes had been developed. 



Critical Temperatures 


Air 

-140 

Ammonia 

+130 

Helium 

-268°C 

Hydrogen 

-234 

Nitrogen 

-146 

Oxygen. 

-118 

Water 

+365 


292. Refrigeration. The production of low temperatures is 
caRed ref rigeration. 

One of the earliest methods of refrigeration was by means of 
freezing mixtures. Of these, the most familiar is the mixture of 
crushed ice, or snow, and conunon salt (NaCl). In order to pa'ss 
into the hquid state, the ice requires heat, as does the salt on dis- 
solving. This heat is taken from the mixture itself at the expense 
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of its temperature. In the proportion of 1 part of salt to 3 of ice, 
this mixture will fall from —1° to — 21.3°C, which Fahrenheit is 
said to have considered the lowest temperature attainable and 
hence to have chosen as the zero of his scale of temperature. 

Similarly, a mixture of 3 parts of calciuii^ chloride (CaCl 26 H 20 ) 
crystals to 2 parts of crushed ice yields a temperature of — 55°G, 
if both are originally at 0°C. Carbon dioxide snovif (dry ice) and 
ether produce a temperature of — 80°C. 

Freezing mixtures, however, are relatively expensive and trou- 
blesome. Where long-continued production of coohng is required, 
the principle invariably employed is that of evapoxation. ’ 

Evaporation is a Cooling process. This fact is attested by the 
familiar experience that we feel cool when water or alcohol evap- 
orates from the skin. It ^ readily accoimted for by the kinetic 
theory of matter. Since the molecules ^that escape as vapor are 
the ones with the highest speeds, those that arb left in the liquid 
have the lower speeds. Hence the mean kinetic energy of the 
molecules of the liquid is lowered, and therefore ite temperature^ 
Or, to put it another way : in order to vaporize, the molecules 
acquire their heat of vaporization from somewhere and 
from the substance itself at the expense of its own tei 

An excellent example of this*method is the productioir oj 
dioxide snow. A tank of liquid CO 2 is turned with its outfe 
ward and clamped in a stand, as shown in 
Fig. 251. A bag of loosely woven material is 
tied over the nozzle, and the liquid is allowed 
to escape into it. Here part of the liquid evapo- 
rates, taking its heat of vaporization (33 cal/gm) 
from the remaining liquid so rapidly that this 
liquid is frozen to snow-like crystals, “carbon 
dioxide' snow.” In commerce, this snow is com- 
pressed into cakes at a pressure of 600 to 800 
lb/in.2 and sold as “dry ice.” It has several 
advantages: its temperature is — 76°C; its heat of sublimation 
is large (153 cal/gm) ; it sublimes instead of melting, and con- 
sequently it does not “wet” the container. ■ 




Tig- 251. Mak- 
ing Solid Carbon 
Dioxide 


293. Refrigerating machines. The drdinary ice plant for the* 
manufacture of ice from water employs the same principle, that 
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evaporation is a cooling process. Figure 252 shows a schematic 
drawing of a compression ammonia system. 

Liquid ammonia at room temperature and high pressure is 
contained in the tank S, its quantity being indicated by the glass 
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Fig. 252, Manufacture of Ice 



gauge G. When the expansion valve E is opened, the liquid 
asses into the* coils A, where it takes up its heat of vaporization 
cal /gm) from the coils and their surrounding liquid. This 
ay be brine, which surrounds the cans containing the water 
zcfti and which is pumped around through the rooms that 
e cooled. Or, as in the plate system of ice-making, the 
are submerged in the water to be frozen and the ice is 
in sheets directly on these cods. 

The cool ammonia gas at low pressure is drawn into the com- 
pressor C, from which it is expelled at high pressure (and hot) 
into the coils of the condenser B, Water trickles over these pipes 
from the serrated edges of the water trough W, and, as it evapo- 
rates, takes up its heat of vaporization from the pipes until the 
ammonia gas inside is cooled below its critical temperature 
(130°C). It then liquefies, giving out its heat of vaporization to 
the pipes and cooling water, and returns to the tank S. The cycle 
is repeated indefinitely. “Electric” refrigerators are of this type. 

The absorption type refrigerator is shown in Fig. 252a. The 
refrigerant, a mixture of anomonia 30% and water 70% by weight, 
is heated in the generator G, whence it is elevated as in a coffee 
percolator to the separator S. The ammonia gas being but 
slightly soluble in hot water escapes in <S and passes to the con- 
denser C; while the water, cooled in the absorber A, flows back 
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to the generator. Condenser and absorber are provided with 
cooling disks. 

In C the ammonia gas condenses to liquid ammonia which 
passes to the evaporator E. Here each gram of ammonia takes up 
its heat of vaporization as it evapo- 
rates, thus cooling its surroundings. 

It then passes back to the absorber 
where it is taken up by the relatively' ^ 
cool water in which it is highly solu- 
ble. 

The total pressure in the system 
is maintained at several hundred 
pounds per square inch by the ad- 
dition of hydrogen, which is prac- 
tically insoluble in water, and the 
system is then hermetically sealed. 

At this pressure, condensation takes 
place in C at ordinary room tempera- 
tures. At the same time the vapor 
pressure of ammonia in JS is low 
enough to permit evaporation readily. 



Fig. 252a. The Gas Refrigerator. 
(Courtesy of Servel, In^ | 


294. Liquefaction of gases. Success in liquefying all the sft- 
called permanent gases in quantity has been achieved by what is 
known as the regenerative process due to K. P. G. von Linde (1895). 
This employs the principle that a gas cools on expanding, because 
its molecular kinetic energy is trguxsformed into potential energy 
in pushing back the surrounding air and in expanding the gas it- 
self, as in the porous plug experiment (Sec. 267). 

A schematic drawing of a hquid-air machine is shown in 
Fig. 253. Atmospheric air, purified and dried, is drawn into the 
first stage Ci of the compressor, compressed to about 250 Ibs/in.*, 
and delivered to the second stage C 2 , where it is compressed to 
about 3000 Ibs/in.^, with consequent heating. 

This hot air at high pressure is cooled by passing through the 
refrigerating bath in R, and is led to the interchanger 1. The 
interchanger consists of three long copper pipes, number 1 being 
inside nmnber 2, and number 2 inside nmnber 3. The triple- 
walled tube thus made is wound into a helix (but is shown straight 
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in the figure for clearness) and is housed in a felt-covered cylin- 
der H. 

The air enters the interchanger by the innermost tube 1 and, 
on passing through the valve Vi, expands down to 250 lbs /in. 

Cooled by this expansion, 
some of it returns between 
tubes 1 and 2 to com- 
pressor Ca, and in so do- 
ing it lowers the tempera- 
tine of the gas that is 
approaching in tube 1. 
The rest of it expands 
from 250 Ibs/in.^ down 
to atmospheric pressure 
through valve Fa. The 
second expansion cools 
this part still further; 
and as it passes between 
tubes 2 and 3, it lowers 
yet more the temperature 
of.thfe gas in 2, finally passing out to the atmosphere. 

TMs process of successive, or regenerative, cooling is continued 
until the air is brought below its critical temperature (— 140°C), 
after which it begins to liquefy. The boiling point of liquid air is 
— 191°C at a pressure of one atmosphere. It must therefore he 
further cooled to this temperature before it will remain liquid for 
any length of time. When this has been done, valve Fs is opened 
and the clear liquid drips into the Dewar flask D (see Sec. 304). 
Eight hundred cubic feet of ordinary air produce about 1 ft® of 
liquid air. 

At first the liquefied air contains both liquid nitrogen and 
liquid oxygen. But at standard atmospheric pressure the boiling 
point of nitrogen is — 195.5°C, while that of oxygen is — 182.7°C. 
Hence the nitrogen evaporates first, leaving, after a few hours, 
practically pure oxygen. 

By suitable adaptations of the regenerative method, hydrogen 
(boiling point — 252.8°C) was hquefied by Sir James Dewar in 
1898, and was solidified by him the following yem. Using liquid 
hydrogen to cool compressed helium, which was then allowed to 
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expand, the Dutch physicist H. K. Onnes succeeded, in 1908, in 
reducing this, the last of the “permanent gases,” to liquid form. 
The boiUng point of helium at atmospheric pressure is — 268.9°C, 
and by allowing liquid helium to evaporate in a vacuum, Onnes 
produced a temperature which he estimated, from the vapor pres- 
sure, to be only 0.82°C above absolute zero. 

In 1926, Keesom produced solid helium at a temperaturd of 
— 271.9°C and a pressme of 26 atmospheres. 

PROBLEMSC^, 

i/ the heat required to change 400 gm of ice at —lO^C to water at 

60°C. 

2. Taking the heat of fusion of ice to be 80 cal/gm, compute its value in 
Btu per lb. 

3, , What is the average rate at which heat penetrates into a refrigerator if 20 
Ib of ice in it are melted in 24 hours? 

/ 4f^If 200 gm of ice at — 8°C are placed in 80 gm of water at 25°C, find the 
temp^ature of the mixture and the amount of water when equilibrium is es- 
tablished. 

, J^How much steam at 100° will be required to melt 1 kg of ice at — 10°C? 

/6. How much heat will be required to change 10 lb of ice at 20°F into steam 
at i atmosphere pressure.^ 

7. How much ice at 0°C must be mixed with 1 gal of boiling water at 100°C 
to make a mixture at 50°G? 

8. Steam at 212°F is turned into a cast-iron radiator whose mass is 150 lb 
an 1 i^hose temperature is 32°F until its temperature becomes 75°F. How much 
st< pn is condensed? 

Mjiy'iiow much steam at 100°C must be added to 40 gm of ice at — 20°C, so 
thaj^he final temperature of the mixture will be 70°C? 

If the heat of vaporization of ammonia is 297 cal/gm, how much liquid 
ammonia at 0°C must be evaporated to make 1 kg of ice from water at 16°C? 

11. How much steam at 100°C must be added to 40 gm of ice at — 8°C so 
that ^he final temperature of the mixture will be 50°C? 

A copper ball is heated in a steam bath at a pressure of 76 cm of mercury, 
and is then dropped into a hollow block of ice. If 8 gm of ice melt, what is the 
mass of the ball? 

'A What will be the ,fiaal temperature when 150 gm of ice at 0°C, 400 gm 
of water at 20°G, and 40 gm of steam at 100°G are mixed? 

14. If 500 gm of superheated steam at 180°G are mixed with 2500 gm of ice 
at — 2°G, what is the final temperature of the mixture? (Specific heat of the 
steam = 0.48 cal/gm; of ice = 0.50 cal/gm.) . , i 
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TRANSFER OF HEAT 


296. Modes of transfer. Heat, which we have seen to he molec- 
ular energy, is transferred from place to place in three ways: 

1. By conduction. 

2. By convection. 

3. By radiation. 

Radiation is perhaps the most important, since it is in this 
manner that heat comes to us from the sun. 



Fig. 254. Relative Conductivities 


296. Conduction is the transfer of heat from molecule to mole- 
cule of the same body or of different bodies. 

If we assume that the temperature of a body depends on the 
mean linear kinetic energy of its molecules, then molecules at 

higher temperatures would transfer 
some energy to those of lower tem- 
perature when they collide; and hence 
heat would flow along a body from 
the region of higher to the region of 
lower temperatme. This is just what 
we know takes place, and it would 
seem that the rate of flow of heat by 
conduction would be different for different kinds of molecules, 
or materials. The experiment of Fig. 254 verifies this. 

Rods of aluminum, copper, and iron, having the same dimen- 
sions, are fastened in a central sphere of copper which is provided 
with a handle. If balls of beeswax of equal masses are stuck to 
the lower sides of the rods at the outer ends, and the central 
sphere is heated over a Bunsen flame, heat will be transferred to 
the wax by conduction along the rods. 

The balls will melt loose first from the copper, then from the 
aluminum, and last from the iron. Hence we conclude that copper 
is a better conductor than aluminum, and alu min um better than 
iron. ' 
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Silver is the best conductor known, although copper is almost 
as good. Dry air is one of the poorest conductors of heat. 

297. Thermal conductivity. 

Just as we should expect, the 
amount of heat H transmitted by 


/ 

¥ J 




/ MOT £ 

? S- COLD j 


H~--d 

Fro. 255 


cross-sectional area A of the body, 
the difference of temperature 
{U ~ ti) between two cross sec- 
tions, and the time of flow T ; and inversely as the distance d be- 
tween the two cross sections. (See Fig. 255.) 

Algebraically, 


or 



H = 


kA{U-U)^ 

d 


(238) 


The coefficient k depends upon the choice of units and is called 
the thermul conductivity. To enable us to define k in words, we 
make all the factors of the right side of the equation unity except 
k, thus: 


Heal 


k 1 cm=^ 1°C 
1 cm 


sec. 


From this it is seen that: The thermal conductivity k oi a sub- 
stance is the number of calories transmitted in 1 second between 
opposite faces of a cubic centimeter of the substance when the 
temperature difference between those faces is 1°C. A siTnilar 
definition would apply if all the units were taken in the British 
system. 

For most pure metals the thermal conductivity decreases when 
the temperature increases; but the reverse is true of alloys and of 
most electrical insulators, e.g., glass. Liquids and gases in general 
are very poor conductors of heat. 

On comparing these values with the electrical conductivities of 
the same substances, it will be found that, in general, good heat 
conductors me also good conductors of electricity, and vice versa. 
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Table of Thermal Conductivities 
(In cal cm"^ sec”i°C^^) 


Substance 

Temp. 

k 

Silver 

18°C 

1.006 

Copper 

18 

0.918 

Aluminum 

18 

0.504 

Iron 

18 

0.161 

Glass 


0.0025 

Quartz (fused) 

20 

0.0024 

Brickwork 


0.0015 

Water 

17 

0.0013 

Ice 


0.004 

Snow 


0.0005 

Air 

0 

0.00006 

I 


For pure metals, 


k 

yT 


is approximately constant 


where k is the thermal conductivity ; 

7 is the electrical conductivity; and 
T is the absolute temperature. 


298. Heat insulation. In the construction of refrigerators, cold 
storage rooms, and even in residences, it is important to reduce 
the loss of heat by conduction through the walls as much as pos- 
sible. Various so-called insulating materials such as ground cork, 
rock wool, hair felt, etc., all of which have low thermal conduc- 
tivities, are commonly used in such cases. 

But still, dry air is the most effective heat insulator (except a 
vacuum); and the efficacy of these many materials lies in their 
ability to prevent convection currents and hold the air stationary 
in tiny compartments. For this reason, pipe covering material is 
made cellular by concentric layers of corrugated magnesia or 
asbestos paper. • 

The insulating value of wool for clothing is due largely to the 
fact that wool fibers have a sHghtly rough surface to which air 
adheres with exceptional tenacity. 

299. Convection is the transfer of heat by the motion of the hot 
body as a whole, as when heat is carried from a furnace to upper 
rooms by steam or hot air. Convection plays a more prominent 
part in daily affedrs than does conduction. 
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Fig. 256. Convection in Air. (Courtesy 
Cambridge Botanical Supply Co.) 


The Gulf Streeun and the Trade 
Winds are natural convection cur- 
rents, and hurricanes and torna- 
does originate as convection cur- 
rents over highly heated portions 
of the earth. 

In industry, and in the ordinary 
household utilities, convection is 
employed for many useful pur- 
poses. Figure 256 illustrates the 
production of chimney draft. The 
air over the candle expands on be- 
ing heated, so that its density is . 
less than that of the cooler air 
outside. Hence it is buoyed up- 
ward like a piece of wood released 
under water, in accordance with the principle of Archimedes, the 
colder air descending to take its place. A circulation, or convec- 
tion current, is therefore set up: 
hot air upward at the left, cool air 
downward at the right. 

Another illustration of convec- 
tion is furnished by the hot-water 
tank of Fig. 257. The water, heated 
in the water front which forms one 
side of the firebox, expands with 
consequent decrease of density. It 
is therefore buoyed up by the more 
dense cool water, and rises to the 
top of the tank. If not drawn off 
in the service mains, it gradually 
cools somewhat, mixes by diffu- 
sion with the cooler water, and 
descends on the side opposite to 
the stove, thus taking part in the 
circulation as shown by the arrows. 



Fig. 257. Convection in Hot- 
Water Tank. (From Snyder’s 
Physics, courtesy of Allyn and 
Bacon) ^ 


300. Radiation. Most of our 
heat comes to us from the sun, but 
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the space that separates us from that luminary (93,000,000 mi) is 
practically devoid of matter. It is therefore impossible that this 
heat comes to us by conduction or convection, for either of these 
methods would require intervening matter. Hence we say that 
this heat, or solar energy, is transmitted to us by waves similar to 
those of light. The process is called radiation, which name is also 
often applied to the waves themselves. 

Radiation is the transmission of energy by electromagnetic 
waves. These waves were supposed to occur in the ether — a hypo- 
thetical, aU-pervading medium proposed by James Clerk Maxwell 
for the accommodation of light waves. But ether waves consist 
of varying electric and magnetic fields, and are not material waves 
like those in water. According to niore recent theory the idea of 
the ether is urmecessary, but we shall retain it for the present as a 
convenient concept. 

The ether waves themselves are not heat; they merely transmit 
energy. When they fall upon matter, the waves set the molecules 
of the matter into vibration, and the energy has then become heat. 
This is attested by the fact that the empty space between the 
earth and the sun, which is practically devoid of matter, is not 
heated, although these waves pass through it. The energy of the 
waves in transit is often called “radiant energy,” “radiation,” 
“radiance,” or “radiant heat.” But it is not heat in the ordinary 
sense until it falls upon matter and sets the molecules in motion. 

301. Radiant heat and light. The radiation, or radiant heat, 
that reaches us from a hot stove, like that from the sun, has aU 
the properties of light (it may be reflected, refracted, polarized, 
etc.) except that it is not visible; i.e., its wave lengths are too long 
to produce in the eye the sensation of sight. 

Bodies that transmit heat waves are said to be diathermanous; 
those that do not, athermanous. It is surprising to see that hard 
rubber, though opaque to light, transmits long heat waves well, 
whereas clear glass is quite opaque to them. 

Therein lies the secret of the greenhouse effect. A large part of 
the radiation of the sun that reaches the surface of the earth con- 
sists of the visible waves and the short infrared, because the very 
short (ultraviolet) waves and the very long (infrared, or heat) 
waves are largely absorbed by our atnaosphere. The glass roof of 
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a greenhouse, being very transparent to these visible waves, 
admits them, and their energy is converted into heat when they 
strike the objects inside. As these objects warm up, they them- 
selves become radiators; but their temperatures not being high, 
they emit only very long waves. Glass is athermanous to heat 
waves longer than about 1.5m, hence these longer waves radiated 
by the bodies in the greenhouse cannot get out. A greenhouse 
therefore acts as a heat trap, and the ternperature inside will be- 
come higher than the outside temperature iu direct sunlight. For 
the same reason, an ordinary thermometer reads too high when its 
bulb is in direct sunlight. 

The carbon dioxide and water vapor in the lower layers of the 
atmosphere serve in the same way to trap the long heat waves 
radiated by bodies on the earth. Consequently the temperature 
near the earth’s surface is much higher than that in the upper 
regions of the atmosphere. 

302, Ideal black body. An ideal black body is defined as a 
body that absorbs aU the radiation that falls upon it. In the fol- 
lowing section it will be seen that an ideal black body, when suffi- 
ciently heated, emits radiation of all wave lengths. The type of 
radiation from an ideal black body depends only upon its absolute 
temperature. 

No perfect black body is known, but a surface coated with lamp 
black or bismuth black serves as a very good one. Lummer and 
Pringsheim have found * that the blackened ^^ 22 ^ 222 ^ 22 ^^ 
interior of a uniformly heated enclosure (Fig. 

257a) having only one opening, and that very | 
small, is practically a perfect black body for 
experimental purposes ; for the fraction of the 257 a. Black Body 
radiation entering the hole that will come of Lummer and Prings- 
back out, after repeated reflections, is neg- 
ligible. The interiors of most large furnaces and of long heated 
tubes closed at one end closely approximate black body condi- 
tions if kept at a steady temperature. 

303. Radiating, or emissive, power. The radiating, or emissive, 
power of a surface at a given temperature is the amount of energy 

* J. M. Cork, Heat (New York, John Wiley & Sons, 1933), p. 156. 
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radiated by it per square centimeter per second when at that 
temperature. 

Although radiation originates in the volume elements of a body, 
radiating power is greatly affected by the nature of the surface, as 

may be shown by means of Leslie’s cube 
(Fig. 258). The faces of the cube c are 
finished in four ways: one is highly pol- 
ished metal; one is painted white; an- 
^ other red; and another black. If this 

-( L-.— P ' ‘ cube is filled with boiling water and 

] placed at a defi ni te distance from a ther- 

mopile T connected to a galvanometer G, 
found that the deflections are 
'=5=*^ different when the different faces are 

Fig. 258. Leslie s Cube presented to the thermopile. The highly 

polished metal surface has the least radiating power, and the 
black surface the greatest. A rough surface radiates better than 
one that is polished. 

The emissivity of a surface is the ratio of the emissive power 
of the surface to the emissive power of an ideal black surface 
under the same conditions. 

Absorptivity,* formerly called absorbing power, is the ratio of 
the energy absorbed by a surface at a given temperature to the 
total energy incident upon it. From the definition of an ideal 
black body, its absorptivity is unity. 

If we fill the cube of Fig. 258 with liquid air instead of boiling 
water, the galvanometer will then deflect in the opposite direc- 
tion, for the former hot junction will now be the cold junction. 
The surface of the cube facing the thermopile is then absorbing 
heat radiations from the thermopile; and it will be found that the 
black surface has the greatest absorptivity and the highly polished 
one, the least. 

While the emissivities and absorptmties of different surfaces 
differ greatly, the emissivity of any one surface equals its absorp- 
tivity. If this were not true, we could polish one set of jrmctions 
.^a thermopile and blacken the other set, place the pile in a 
and have perpetual motion. For the black surface, being a 


Not to be confused with “absorption coefficient.” See F. K. Richtmyer, Iniroduc- 
iion to Modern Ph ysics (New York, McGraw-Hill Book Company, 1928), p. 186. 
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better absorber than the polished surface, would become warmer; 
the thermopile would develop an emf which would operate a suffi- 
ciently delicate motor; and enough of these devices would give us 
unlimited power. This is obviously absurd on its face; as a matter 
of fact, both sets of junctions stay at room temperature, neither 
rising above the other. Clearly, then, the black surface must radi- 
ate as rapidly as it absorbs; and the polished surface must radiate 
as rapidly as it absorbs. Hence, for any one surface the emissivity 
at a given temperature equals the absorptivity at that tempera- 
ture. 

Reflectivity is the ratio of the energy reflected by a surface at a 
given temperature to the total radiation incident upon the sur- 
face. If a body is so thick that no radiation passes through it, 
the energy that is not absorbed must be reflected. 

From the foregoing facts we are able to state the law of Kirch- 
hoff and Stewart: Bodies which are good reflectors are poor radi- 
ators and vice versa; and the wave lengths a body absorbs are the 
same that it radiates. For this reason, teakettles and hot water 
bottles are made of polished metal in order to reduce the loss of 
heat by radiation. 

304. The Dewar flask. This most useful device for keeping 
substances hot or cold was invented by Sir James Dewar in 1892, 
and illustrates well the application of the preced- 
ing principles. 

The flask is a double-walled bottle (Fig. 259), 
the space between the walls being exhausted to a 
very high vacuum. This prevents loss of heat by 
conduction or convection (except up the neck) 
since there is no matter between the weJls to con- 
duct or to convey heat. 

The outer surface of the inner wall and the inner 259. ^ewar 
surface of the outer wall are both made mirrors by 
a deposit of silver. These excellent reflectors reduce to a mini- 
mum the loss of heat by radiation. 

Dewar flasks are usually made of glass, but they are now availa- 
ble also in polished steel. Comparatively cheap forms of this flask 
are found on the market under various trade names. 

Liquid air is generally kept in the best grade of Dewar flask, the 
top being closed by a loose plug of cotton wool. In summer a liter 
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(quart) of liquid air will keep for two or three days in a flask of 
this kind. 

306. Radiometers. Radiation is 
usually measured by means of a radi- 
ometer consisting of a vacuum ther- 
mocouple on the hot junction of which 
is fastened a small, thin “receiver” of 
silver or copper whose smface oppo- 
site to the junction is coated with 
bismuth or platinmn black. The glass 
bulb containing the thermocouple 
must be provided with a window of 
rock salt or sylvine or fluorite, which 
are very diathermanous. 

The deflections of a sensitive gal- 
vanometer connected to such a vac- 
uum thermocouple are proportional 
to the radiant energy per second fall- 
ing upon the receiver. W. W. Co- 
blentz of the Bureau of Standards has 
constructed radiometers of this type 
capable of registering the radiation 
from a candle at a distance of 53 mi (Sec. 448). 

Another type of radiometer (devised by 
Edward L. Nichols) consists of two tiny vanes 
of mica or glass mounted on a light horizontal 
bar which is suspended at its middle point by 
a dehcate fiber of quartz and carries a very 
small mirror. One side of each vane is black- 
ened, the other side not (Fig. 260). 

This moving system is suspended in a partly 
exhausted tube having a diathermanous win- 
dow. The radiation falls upon the blackened 
side of one vane, the other vane being com- 
pletely shielded from the radiation; and the de- ^ 

flection is proportional to the intensity of the tesy Central Sden- 
incident radiation. Co.) 

This type of radiometer is constructed also with four or more 
vanes so as to make the radiation motor (Fig. 261) often seen spin- 


Fig, 260. Nichols’ Radiometer 
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ning merrily in the sunlight in display windows. The action is as 
follows. 

Radiation is absorbed more rapidly by the blackened surfaces 
than by those not blackened. Hence the temperature of the black- 
ened sides will rise slightly higher than that of the other sides. 
Molecules of the rarefied air in the bulb are heated more when they 
come in contact with the blackened surfaces than when they strike 
the unblackened ones. Hence they rebound with greater speeds 
from the black surfaces, and give those surfaces an impulse in the 
opposite direction. The wheel therefore turns with the unblack- 
ened surface leading. 

306 . Provost’s theory of exchanges. Recognizing that the rate 
at which energy is radiated by a body depends only upon its 
temperature and the nature of its surface, Pierre Pr6vost formu- 
lated the following theory : All bodies above the temperature of 
absolute zero are radiating heat all the time, and all bodies are 
receiving heat all the time; and when the temperature of a body 
is constant it is receiving heat at the same rate as that at which it 
is radiating. 

307 . The Stefan-Boltzmaim law. In 1879, Stefan obtained from 
experimental data the law that the total heat H of all wave lengths 
radiated per square centimeter per second by a black body is pro- 
portional to the fourth power of its absolute temperature T. Sub- 
sequently Roltzmaim derived the same law from electromagnetic 
theory. Stated algebraically, 

H = CT\ (239) 

The Stefan-Boltzmann constant C has the value: 5.72 X 10“® 
erg cm~® deg~^ sec“^ when cgs units are used. 

308 . Rate of radiation. If a certain body is at the temperature 
T°K and its surrounding body or bodies have the temperature 
T°K, then the body is radiating to its surroundings an amount 
of heat H per cm^ per sec and is absorbing from its surroundings 
an amount Hi per cm* per sec. If both the body and its surround- 
ing body or bodies are black bodies, then by the Stefan-Boltz- 
mann law: 
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and 


H = Cr 


H, = CTiK 


Hence the net rate of radiation of the body is: 

H-Ht = C{T^ - Ti*). (240) 

309. Planck’s law of radiation. The Stefan-Boltzmann law 
gives the rate of radiation of energy of all wave lengths together 
from a black body. In order to find how much energy was radi- 
ated in each wave length band of width dX, i.e., in the wave 
length range from \ to X + dX, Lummer and Pringsheim passed 

the radiation of a black body through 
a spectrometer, thus resolving it into 
its constituent wave lengths. Meas- 
uring the energy in each wave length 
band separately, they obtained curves 
similar to those of Fig. 262. 

Of various attempts to fit an equa- 
tion to these curves, the most success- 
ful was that of Max Planck of the 
University of Berlin. His equation 
gives, with a high degree of accmacy, 
° ' WM£ LENGTH (A) ^ ^ ^he distribution among the different 

Fig. 262. Distribution of Blade wave lengths of the energy radiated 
Body Radiation ]jy experimental black body. It 

is therefore known as Planck’s spectral distribution law: 





(241) 


where Jx is the energy radiated per sec per cm^ of surface per 
unit of dX in the interval from XtoX + dX; 

T is the absolute temperature of the black body in °jK; 

X is the mean wave length in the interval; 

e is the base of the Naperian system of logarithms; 

Cl is the first radiation constant and depends upon the 
choice of units ; and 

C 2 is the second radiation constant upon which chiefly 
depends the shape of the curve. 
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For cgs units,* 

Cl = 3.697 X 10““ erg cm^ sec“^ 

C 2 = 1.438 cm deg. 

The product represents the energy radiated per cm^ per 
sec in the wave length band whose width is d\. Hence the area 
imder the curve represents the total energy of aU wave lengths 
radiated per sec from each cm^ of the surface of the black body. 

310 . The quantum theory. In attempting to derive his spectral 
distribution law as a rational equation, Planck found that the 
classical electromagnetic theory of Maxwell led to obvious incon- 
sistency. He therefore abandoned Maxwell’s theory, which re- 
quires that energy must be radiated in a continuous, uninter- 
rupted stream, and evolved for the purpose the entirely new 
quantxun theory (1900). 

The quantum theory assumes that energy is radiated in discrete 
pieces, or packages, each containing an amount of energy called 
a “quantum,” or “photon.” 

A quantum of energy = hv (242) 

where his a. universal constant, called Planck’s constant, and y is 
the frequency of the waves of the radiation. 

In cgs units, h = 6.62 X 10“^ erg sec; and v is equal the velocity 
of the radiation (= that of light) divided by the wave length X. 

, = ^ > < (243) 

From this it is seen that v is large when X is small, and vice versa. 
Consequently, the amount of energy represented by one quantum 
is different for radiations of different wave lengths, being greater 
for short wave lengths and less for long wave lengths. 

The quantum theory accounts satisfactorily for the spectral 
distribution of radiation from a black body, for the photoelectric 
effect (Einstein), and for spectral series (Bohr), and is the corner- 
stone of much of modern physics. However, it does not account 
for interference, polarization, and similar phenomena easily ex- 
plained by the electromagnetic wave theory. 

* R. T. Birge, in the Rev. Mod. Physics, Vol. 13, No. 4 (Oct., 1941). 
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In 1924, Louis de Broglie suggested that the ultimate particles 
of matter might be essentially wave-like in nature, which was 
confirmed in 1927 when Davisson and Germer showed that elec- 
trons could be diffracted like fight. From such considerations, the 
new “wave mechanics” of Schroedinger and Dirac and the “quan- 
tum mechanics” of Heisenberg have evolved. Their success thus 
far makes it hopeful that they will ultimately reconcile the dis- 
crepancies between the wave and quantum theories of radiation. 

311. Wien’s displacement law. The curves of Fig. 262 show 
that as the absolute temperature T increases, the wave length 
(Xmaac) in wluch the maximum energy is radiated is displaced 
toward shorter wave lengths, as is shown by the dotted curve. 
This is true for all bodies. 

A familiar illustration of this shift to shorter wave lengths is the 
fact that with a small current in the filament of an electric lamp 
the fight emitted is quite red. As the cmrent (and temperature) 
is increased, the fight becomes yellow and finally quite white on 
account of the increasing amount of blue (short) radiation emitted 
at the higher temperatures. 

Wilhelm Wien has shown that, for a black body, 

XmaxT = Constant. (244) 

which is Wien’s displacement law for black body radiation. It 
may be deduced from Planck’s law, and is confinned by experi- 
ment. 

312. Black body temperature. An ideal black body not only 
absorbs aU radiations that fall upon it, but at any given tempera- 
txire it radiates at the maximum possible rate in each wave length. 
That is, at a given temperature no body can radiate in a given 
wave length more rapidly than a black body at the same tempera- 
ture. 

If any non-black body is radiating at a certain rate in a given 
wave length, its black body temperature is the temperature that 
an ideal black body must have in order to radiate in that' wave 
length at the same rate as the non-black body. 

Since non-black bodies are less efficient radiators than black 
bodies, it follows that the true temperature of a non-black body 
is always greater than its black body temperature. For example. 
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a piece of iron whose true temperature is 1200°C will register a 
black body temperature of only 1140°C when tested with an 
optical pyrometer using red light. If green light were used, the 
black body temperature for that wave length would be different 
from that for the red.* 

313. The radiation pyrometer. The platinum resistance ther- 
mometer is not reliable above 800°C, nor the platinum platinum- 
rhodium thermocouple above 1500°C. Temperatures higher than 
these are measured by some form of radiation pyrometer. By such 
means the temperature of the surface of the sim is found to be 
about 6000°K. 

Radiation thermometers are of two types: 

1. Those called radiation psnrometers, in which the total radia- 
tion, or a d^nite part of it, is focused upon and absorbed by some 
kind of receiver which actuates 
an indicator. 

2. Those called optical pyrom- 
eters, in which a photometric 
match is made between the im- 
age of the hot body and a fila- 
ment or other device whose tem- 
perature (and color) cm be 
controlled in a definite way. 

An excellent example of the 
first type is the total radiation 
pyrometer of Fery (Fig. 263). 

The observer, sighting through 
the eyepiece I, focuses the image 
of the hot body by means of 
the gold-plated, concave mirror 
M on the blackened surface of a 
small silver disk D. To the back 
of this disk is attached a thermocouple T which is connected 
to a sensitive galvanometer G. 

If the image of the hot body completely covers the disk, the 
readings of the galvanometer, which indicate the temperature, are 

* Burgess and LeChatelier, Measurement of High Temperatures (New York, John 
Wiley and Sons, 1912), p. 242. 



Fig. 263. Total Radiation Pyrometer^ 
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practically independent of the distance of the pyrometer from the 
hot body. 

Since the total radiation of all wave lengths is focused on the 
disk D, the scale of temperature for this radiation pyrometer is 
defined by the Stefan-Boltzmann law. 

The instrument is usually calibrated by observations on a black 
body at known temperatures. The galvanometer scale may have 
these temperatures metrked directly upon it, or a curve may be 
drawn by plotting the temperatures against the readings of G in 
microvolts. In either case the instrument gives the black body 
temperature of the observed body when corrections are made for 
the energy reflected by the body. 

314. The optical pyrometer. This also is a radiation pyrometer, 
but employs only a narrow band, or range, of wave lengths and 



Fig. 264. Optical Pyrometer. (Courtesy of the Leeds and Northrup Co.) 


not the total radiation. Hence the scale of temperature for py- 
rometers of this type is defined by Planck’s law of radiation (or 
the simplified form of this known as Wien’s law). The effective 
wave length is usutdly about 6500 A. 
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An optical pyrometer of the disappearing filament type is shown 
in Fig. 264. The image of the hot body is brought to a focus by the 
lens L in the plane of the filament F. The current in F is varied 
by means of the rheostat X until the dip at the center of the fila- 
ment disappears against the image of the hot body as a back- 
ground. The reading of the milliammeter H then corresponds to 
the temperature of the hot body. 

The instrument is calibrated against a black body at known 
temperatures and consequently gives the black body temperature 
of the body observed, if correction is made for surface reflection. 

PROBLEMS* 

^ 1. How much heat per hour will pass through a window whose area is 1.5 
and^ thickness 3 mm, when the temperature is 20°C inside and 0°C outsideP 

/ 2 . A piece of asbestos board 20 cm square and 1.5 cm thick transmits 120,000 
cal per hr when one surface is at 100°C and the other at 350®C. Compute the 
coefficient of thermal conductivity for the board. 

3/ In British units the coefficient of thermal conductivity is expressed in 
Btulper hr per ft^ per in. thickness for a temperature difference of 1®F. If the 
cqpiicient for brick in cgs units is 0.0015, compute its value in British units. 

4. If the thermal conductivity of pine wood is 0.98 Btu per hr per ft^ per in. 
thickness per 1®F difference of temperature, how much heat will pass through a 
door 3 X 7 ft whose average thickness is 0.8 in. in 24 hr, when the inside and 
outside temperatures are 70® and 10°F, respectively? 

6. How much heat per hour will pass through a glass window 2 X 3.5 ft if 
the glass is 1/10 in. thick, when the temperature is — 10®F outside and 70®F 
inside? 

6. A house has 400 ft^ of brick wall 13 in. thick. If the conductivity of brick 
is 4.5 in British units, how much heat is lost per hour by conduction, when the 
thermometer outside is at 32°F and that inside is at 70°F? 

7. If, in the above house, there are 360 ft^ of window glass 1/8 in. thick, how 
much heat per hour is lost through the glass? 

8. Assuming perfect circulation of water, how much heat will pass per hour 
through a wrought-iron crown sheet 2.5 ft^ and 3/8 in. thick when the water is 
at 212®F and the temperature in the firebox is 700°F? 

9. In a meat market, the refrigerator showcase has 90 ft^ of exposed glass 
1/4 in. thick. If the inside temperature is 35®F and the outside temperature 
75°F, how much heat passes into the case in 24 hr? 

* A thin layer of air or water next to the surface of a conductor may make the 
actual temperature at the surface quite different from that in the neighboring me- 
dium. This accounts for the seeming great difference between theoretical and prac- 
tical results sometimes observed in this type of problem. 
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316. Thermod 3 mamics is that branch of the science of heat 
which treats of the relations between heat and mechanical work. 
It was founded by the French physicist, Sadi Carnot (1796-1832), 
in an endeavor to increase the efficiency of the steam engine. 

316. The first law of thermodynamics is merely the extension 
of the law of conservation of energy to include heat, or molecular 
energy. It may be stated as follows: Heat may be converted into 
work, or work into heat; and the amoimt of work is proportional 
to the heat. Algebraically, 

W cc H 

W = JH (245) 

where W is the work in work units; 

H is the corresponding heat in heat units; and 
J is a constant, depending upon the choice of units, called 
the mechanical equivalent of heat. 

The ordinary steam and gas engines are, strictly speaking, 
heat engines and convert heat into work. Hero’s reaction tur- 
bine (Fig. 265) illustrates this. Water is contained 
in the spherical boiler, to which heat only is sup- 
phed. The heat changes the water into steam 
which, dischargiug through the tangential nozzles 
N, N, reacts against them and turns the turbine 
eis shown. 

Even more familiar are conversions of work into 
heat. Particles from a grinding wheel are heated 
to incandescence. When a hole is bored into hard 
wood or metal, both the drill and the material are 
heated. If a volatile liquid such as alcohol is 
placed in a brass tube (Fig. 266) and this is turned rapidly be- 
tween the halves of a wooden brake, the heat developed will va- 
porize the alcohol smd cause the cork to be blowm out. 
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Fig. 265. Hero’s 
Engine 
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317. The mechanical equivalent of heat- The constant of pro- 
portionality J in Eq. (245) is called the “mechanical equivalent 
of heat,” or “Joule’s equivalent,” after James Prescott Joule, who 
was one of the first to make a determination of its value. 

In words, the mechanical equivalent of heat is the number of 
units of mechanical work which are equivalent to one unit of heat. 



Brake Fig. 267. Rowland’s Apparatus 

The classical determination of this constant was made by 
Henry A. Rowland in 1879 at the Johns Hopkins University, using 
the apparatus illustrated (in principle) in Fig. 267. 

A known mass of water, placed in vessel V, is stirred by the two 
sets of perforated paddles, one of which is fixed to V and the other 
to the shaft S. V is rotated by the motor M and gears G. The 
shaft S and its attached paddles are held stationary relative to the 
earth by the spring balances F, F, The friction between the water 
and the paddles causes the work done in stirring to be converted 
into heat; in consequence, the temperature of the water rises, be- 
ing measured by thermometers not shown. 

Let N be the total number of revolutions; 
h — h be the rise in temperatmre of water and calorimeter; 
M be the mass of water; 
c be the mean specific heat of water; 

G be the thermal capacity of calorimeter, paddles, etc.; and 
F be the reading of the spring balances. 

The work W done by the paddles on the water is, by Sec. 77, 

Te = i2Fr)2irN 


r 
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and the heat H produced is, by Sec. 273, 

H = (cM + 0(4 - 4). 

Hence, 

W 4TNFr 

^ ~ H “ (cM+ 0(4- 4)' 

The accepted values of J are now: * 


( 246 ) 


J = 4.185 joules/calorie 
= 778 ft-lb/Btu. 

In making this research, Rowland foimd that his results for J 
differed when the runs were made over different temperature 
ranges. From this he concluded that the specific heat of water 
was not constant as it had always been assumed to be; but that 
it was different at different temperatures. A special investigation 
was therefore made to determine the variation of the specific heat 
of water with temperature, and the results are shown in Fig. 234. 


318. Two specific heats of a gas. The amount of heat required 
to raise the temperature of 1 gm of a gas I'C will depend upon 
how the gas is constrained. The two most 
important cases are: 

(a) When the volume is constant (c*). 

In Fig. 268a, let 1 gm of gas be confined 
in a cylinder whose piston is fastened by a 
setscrew, so that the volume is constant. 
The heat apphed has only one thing to do; 
i.e., to increase the kinetic energy of the 

(a) (6) molecules corresponding to a rise of 1° in 
Fig. ^8. Two Specific temperature. The amount of heat required 

to do this IS c„. 

(b) When the pressure is constant (cj,). 

In Fig. 268b, the setscrew has been removed so that the piston 
may rise. When heat is applied the pressure tends to increase, and 
the piston being free, is pushed upward against the constant 
pressure due to the atmosphere and the weight of the piston. In 
this case, therefore, the heat applied has to do three things : 

1. To increase the kinetic energy of the molecules an amount 
corresponding to a rise of 1° in temperature. 

* International Critical Tables. 
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2. To do external work in lifting the piston and pushing back 
the atmosphere. 

3. To do internal work in separating the molecules of the gas 
itself, except in the case of a perfect gas^ 

The amount of heat required to do this is Cp. It would seem ob- 
vious from these facts that 

Op ^ 

and this is confirmed by experiment. 

The ratio of the specific heats of a gas is an important quantity. 
For air, 

7 = ^ = IM. (247) 

It may be readily shown * that for a perfect gas 

R 

Cp — — — (248) 


where R is the gas constant for unit mass and J is the mechanical 
equivalent of heat. pi 


319. The P-V diagram. Let a gas at con- 
stant pressure p expand behind a piston from 
a volume i)i to a volmne «2 (Fig. 269). 

If A is the area of the piston, the total 
force F acting on the piston is F = pA\ [ jp;y | | ’ 

and if the length of the stroke is L, the ' p - ■ 

work done is: 

Fig. 269. Pressure- 

W = FL cos <l> = pAL. Volume Diagram I 



But AL is the change of volume, (»2 — Vi) = Av, so that 


W == p(v2 — Vi) = pAv. (249) 

But p(v 2 — vi) is the crosshatched “area under the curve,” i.e., 
the area bounded by the curve, the ordinates of its end points, and 
the r-axis. 

Therefore the area under a p-v curve is proportional to the 
work done by the substance during the changes represented by 

* Edser, Heat for Advanced Students (New York, The Macmillan Co., 1936), 
p.295. 
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the curve.* This relation is true »rhether p is constant during the 
change or not. For suppose the values of p vary as. shown by the 
curve MN of Fig. 270. The area under the 
curve may be divided into a number of nar- 
row rectangles, each of width dv, so small 
that within this width p may be considered 
constant. Then each little rectangle repre- 
sents an amount of work, 



dW — p dv 

and the total work done during the whole 
change from Mto N is, in the convenient symbols of the calculus. 


W 


= fpdv 


which in proper units is also the total area under the curve. 


320. Reversible and irreversible processes. Cycle. A reversible 
process, or change, is an ideal one in which equilibrium conditions 
prevail at every instant. That is, it must take place with infinite 
slowness, and there must be no friction or other cause whereby 
energy is disseminated so that it cannot be returned to its original 
source and condition without the expenditure of additional 
energy. 

Strictly speaking, there •are no reversible processes in nature, 
although many approach reversibility sufiSciently closely for 
practical purposes. Thus, slow evaporation of a substance in a 
well-insulated vessel is practically reversible, because if the tem- 
perature of the heater is lowered ever so httle, some of the vapor 
will condense, returning its heat to the source, and this can be 
continued until both substance and heater are in their original 
condition. Similarly, the slow compression of a fine steel spring is 
a reversible process. 

All processes that are not reversible are said to be irreversible. 
The latter include all processes involving friction and electrical 
resistance. Of a different type is the following example. Consider 
two 1-liter flasks connected by an airtight tube and stopcock. Let 
one contain air at 3 atmospheres pressure and the other at 1 atmos- 

* The factor of proportionality will depend upon the scales used in laying off the 
p's and v's on the diagram. 
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phere. If the stopcock is opened, air will flow quickly from the 
former to the latter flask; there will he temporary turbulence; but 
a state of thermal equilibrium will finally be attained with the 
pressure 2 atmospheres in each flask. Even if the flasks axe well 
insulated so that there is no appreciable loss of energy, the gases 
cannot be restored to their original condition without work from 
an outside source. The process described is irreversible. 

A cycle is a succession of changes, or processes, that at the end 
bring the body or system back to its initial state. A reversible 
cycle is a cycle all of whose processes are reversible. 

321. Indicator diagrams. The device shown in Fig. 271, known 
as an indicator, automatically draws a p-v diagram whose abscis- 
sas and ordinates are proportional 
to the volumes and pressures, 
respectively, of the substance in 
the cyhnder of the engine at 
each instant during a revolution 
or cycle. Such a curve for a steam 
engine is shown in Fig. 272, and 
Fig. 273 shows the cross section 
of the engine. 

Just before the piston B reaches 
the end of its travel to the left, 
the slide valve d opens the left 
port and permits steam from the 
steam chest c to enter behind the 
piston and push it to the right. Fig. 271 . Steam RnginR indicator. 
While the steam is being ad- 
mitted, the indicator draws the 
“admission line” MiV of the indicator diagram. 

At N, “cutoff” takes place, the valve d closing the port so that 
no more steam is admitted. The steam entrapped in the space A 
then expands, pushing the piston ahead, and the indicator draws 
the “expansion Kne” NO. The valve then coimects the space A 
to the exhaust pipe e, and the pressure drops quickly almost to 
atmospheric. The reverse stroke then begins and the steam is 
pushed out of A by the piston, as is indicated by the line Q<S. 
When the piston reaches the position corresponding to 5, the valve 
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again closes the left part, trapping some steam in A. This steam 
is compressed during the remainder of the back stroke, as is indi- 
cated by the “compression hne” 
SM, to the original pressure 
at M. 

This cycle of operations is 
repeated over and over. 

In Sec. 319, we saw that the 
eaea under a p-v curve is pro- 
portional to the work done by 
a substance in expanding (or 
being compressed) through those values. 

Consequently, the area crosshatched vertically in Fig. 272 
under the line MNOQ represents the work done by the steam on 
the piston during the expan- 
sion stroke; and that cross- 
hatched horizontally under the 
curve QSM represents the work 
done on the steam by the pis- 
ton during the exhaust stroke. 

Therefore, the difference of 
these areas, which is that inside 
the diagram, indicates the net, 
or effective, work done by the 
steam on the piston during one 
complete cycle. 

Fig. 273. Cylinder of Steam Engine. 

322. Indicated horsepower. (From Carhart and Chute’s Physics, cour- 

From an indicator diagram 

such as the above the input, or indicated horsepower (I.H.P.), 
of an engine is easily computed. 

The “mean effective pressure” is obviously proportional to the 
average vertical width of the indicator diagram. The volume 
swept through per stroke is F = AL, where A is the area of the 
piston and L is the length of the stroke. 

The work IFi done in one cycle is therefore: 

W, = PV= PAL 



and if there are N cycles or power strokes per minute, the total 
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work done per minute is: 

W = PALN. 


Hence the indicated horsepower is: 


LHP. 


PLAN 

33,000 


(250) 


provided that 

P is the mean effective pressure in Ibs/in.^; 

L is the length of the stroke in ft; 
yl is the area of the piston in in. and 

is the number of power strokes per minute. 


322a. The steam turbine. The reciprocating engine has certain 
inherent defects : the sliding bearings are difficult to keep in adjust- 
ment, the speed is restricted to a few hundred revolutions per 
minute, and the entering steam is chilled by coming into contact 
with metal at the temperature of the exhaust steam. 

The steam turbine (Fig. 273a) does not have these disadvan- 
tages. It consists of a rotating cylinder, or rotor R, having fas- 




C 5 C 5 


tened radially to its surface a series of curved blades which move 
between a series of similar blades fixed to the housing H. The 
steam enters at A and is deflected by the first ring of fixed blades 
so that it impinges on the first ring of movable blades, driving 
them forward. From these it passes into the second ring of fixed 
blades, which deflect it against the second ring of movable blades, 
and SO on as shown at the right side of the figure. 

In its passage through the tm-bine, the steam expands and cools 
as its energy is imparted to the rotor; and it is exhausted through 
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the large pipe E. As in the case of the water turbine, the input 
power is PV, where P and V are the pressure and corresponding 
volume per second of the entering steam. 

Steam turbines are made developing up to 160,000 kw on a 
single shaft with thermal efficiencies as high as 28% as compeued 
to 21% for the best reciprocating engines. StiU higher efficiencies 
are secured by using mercury and steam turbines in combination. 

323. The gas engine. The gas engine is today probably the 
most familiar form of heat engine. The fuel, mixed with the proper 
amount of air, is biuned inside the engine cylinder, instead of un- 
der a separate boiler as in the case of the steam engine. The heat 
evolved by the combustion causes the gaseous products of com- 
bustion to expand, pushing the piston outward; and thus the heat 
is converted into mechanical work. 

Most gas engines are of the four-stroke-cycle, or “fom-cycle,” 

type. That is, a complete 
cycle consists of four strokes 
(Fig. 274), as follows: 

1. Intake stroke: the ex- 
plosive mixtiue is drawn into 
the cylinder through the 
valve Xi as the piston de- 
scends. 

2. Compression stroke: Xi 
©loses and the mixture is compressed as the piston rises. 

3. Power stroke: the mixtiue is exploded by a spark just before 
the piston reaches the end of the compression stroke, and the pis- 
ton is driven downward. 

4. Exhaust stroke: the products of combustion are exhausted 
(driven out of the cylinder) through the valve x^. 

The cycle is then repeated, beginning again with the intake 
stroke. 

324. The temperature-entropy diagram. The first law of ther- 
modynamics states that work and heat are mutually convertible. 
We have seen that the area of a p-v diagram represents work, and 
it often aids analysis to have a diagram of the same type to repre- 
sent heat. 



Fig. 274. Four-Stroke Cycle Gas Engine 
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When a body gains or loses heat, the change most conuhonly 
observed is that of its temperature. Temperatufe is accordingly 
taken as one of the coordinates for the desired diagram. The 
other coordinate that we shall have to use, in order that the area 
of the diagram may represent the heat gained or lost by a body, 
has been called by Clausius the entropy of the body. 

Entropy is just as real a property as pressure, volume, and 
temperature. These, however, can be detected by the senses of 
touch and sight, whereas entropy cannot be detected by any of 
the five senses. But neither can radio waves be so detected, 
although we are perfectly sure of their existence. Both were first 
predicted by mathematical reasoning. 

Experiment indicates that if the temperature of a body were 
reduced to absolute zero, its entropy also would become zero; 
but generally we deal only with differences of entropy, as shown 
in Fig. 275. 

Consider a body at an absolute temperature T in a nonconduct- 
ing and nonradiating vessel, and let its entropy be emd its heat 
content Hi above those of some chosen ^ 
zero condition. Plotting and T on rec- ~ 
tahgular axes, this initial condition is rep- 
resented by the point A in the diagram. 

Keeping the temperature constant, let heat 
be added to the body until it has the 
amount Hz above that of the zero condi- Temperature- 

tion. Its entropy will then have increased lagram 

to a new value ^2 above that of the zero condition. Plotting 
these coordinates, the final condition of the body is represented 
by the point B. The quantity of heat added is then proportional 
to the area imder the temperature-entropy curve AB; or, with 
properly chosen units. 

Hi — Hi = T{<(>2 — <pi) 

i<t>2, - <t>i) ^ ' (251) 

Hence, for reversible processes, the change of entropy of a body 
is defined as the ratio of the heat absorbed by the body to the 
absolute temperature at which the change takes place. 

If we allow the temperature to change also, the heat must be 
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added by infinitesimed amounts dH, so small that for a single such 
addition the teiliperature may be considered constant. The en- 
tropy edso will then change by an infinitesimal amount dtf>, and 
the definition takes the most general form: 



As an example, let us take 1 gm of water as the body, and 
compute its change of entropy when it passes from the soHd state 
(ice) at 0°C to the liquid state at 100°C, the pressure being 1 std. 
atm throughout. 

To melt the ice, its heat of fusion (79.7 cal) must be added at 
the constant absolute temperature (273° A). The change of en- 
tropy during melting is therefore: 

( 4 ,, - 4,,) ^ ^ = <^-292 cal/°A. 

After the ice has all melted, the addition of further heat causes 
the temperature to rise; and we shall have to find the correspond- 
ing change of entropy by adding up the little d4>'s given by 
Eq. (252). This is the process of integration: 

dH p dT 373 

.3 f -L ^ = 1 X log, II = 0.312 cal/°A 

where the specific heat c of water is taken as approximately unity. 

The total change of entropy of 1 gm of water at atmospheric 
pressure, when passing from the state of ice at 0°C to fiquid water 
at 100°C, is the sum of these two parts, i.e., 

(</>3 - <Ai) = 0.292 -1- 0.312 = 0.604 cal/°A. 

As will be seen later, increase of entropy is a measure of the 
thermodynamic degradation of energy, i.e., of its loss of availa- 
bility for conversion into useful work. 

326. The second law of thermodynamics. It is a matter of 
common observation that heat tends of itself to pass from a hot- 
ter to a colder body. The second law of thermodynamics postu- 
late that it always tends so to do. 

Thus, if we place a red-hot iron in water, experience leads us to 
expect the iron to cool and the water to be heated. It would not 
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violate the first law of thermodynamics for heat to pass from the 
water to the iron, causing the former to freeze and the latter to 
become white hot; but the second law affirms that the probability 
of such a transfer is zero. 

The law has been stated in many ways. One of the best state- 
ments is the following, due to Clausius: No self-sustaining, cycli- 
cal process can transfer heat from a colder to a hotter body. 

In an electric refrigerator, heat is transferred from the cold in- 
terior to the warmer exterior. But to do this, work is required by 
an external agent, generally a motor; and the process is not self- 
sustaining, because energy must be supplied to the motor or other 
agent from an outside source. 

Heat is often referred to as the lowest form of energy, because, 
w^hereas all other forms — electrical, mechanical, chemical, etc. — 
are ultimately transformed 100% into heat by friction and other 
dissipative causes, when heat is transformed into other forms of 
energy, some is always wasted or rendered less available. An ex- 
ample is the energy rejected to the sink by the Carnot engine 
(Sec. 327) which is more efficient than any other engine. That 
energy is unavailable for use in an engine whose sink is at a tem- 
peratxire equal to or higher than Ti. 

Analysis shows that this loss of availability of energy is meas- 
ured by the increase in the entropy of the system. Such loss 
takes place in all actual processes in nature: they are all irreversi- 
ble, and in irreversible processes, the entropy of the system in- 
creases. Hence another statement of the second law of thermo- 
dynamics is : The entropy of the universe tends to become a maximum. 

326. Isothermal and adiabatic curves. The energy that a body 
has in virtue of the motion and structure of its molecules is called 
its intrinsic energy. The intrinsic energy of a body may change 
in various ways, but the two simplest changes are the following: 

1. An isothermal change is one that takes place without change 
of temperature; i.e., T = constant. 

2. An adiabatic change is one that takes place without the 
addition or withdrawal of heat as such from the body. 

In an adiabatic change, the intrinsic energy of the body may 
change on account of changes of pressure, volume, and tempera- 
ture. But if A H stands for the gain or loss of energy as heat— i.e.. 
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by conduction, convection, and radiation — then an adiabatic 
change is defined by AH = 0. During a reversible adiabatic 
change, the entropy is constant; but in an irreversible adia- 
batic change the entropy increases. 

For a perfect gas, the equations of these curves on a p-v dia- 
gram are as follows: 

1. Isothermal. In the general gas law (PF = RMT), R and M 
are constant if we deal with a given mass, say, 1 lb. If the change 
is isothermal, T is also constant. Hence the equation of an iso- 
thermal for a perfect gas is: 

PV — C', a constant, 

2. Adiabatic. In more advanced texts * it is shown that for a 
perfect gas, the equation of an adiabatic is: 

PV^ = C”, a constant, 

where y is the ratio of Cp to c® (Sec. 318). 

Since in an adiabatic expansion no heat is added to keep up the 
temperature of the medimn, while in an isothermal, expansion 
heat is added, it follows that the pressure will fall more for a given 
change of volume when the expansion is adiabatic than when it is 
isothermal. Hence, at a given point on a (p-v) diagram an adia- 
batic curve is steeper than an isothermal for the same body. 
Thus, in Fig. 276b, BC is steeper than AB. 

Although it is practically impossible to produce perfectly iso- 
thermal or adiabatic chaises in the laboratory, these concepts are 
of the utmost importance in thermodynamic theory. 

327. Carnot’s ideal engine. Just as there is an advantage for 
theoretical purposes in considering an ideal transformer, a perfect 
gas, an ideal black body, etc., there is also an advantage in con- 
sidering an ideal heat engine. Sadi Carnot, in an endeavor to 
improve actual heat engines, proposed such ah engine in 1824, 
though it could not possibly be constructed. 

This ideal engine (Fig. 276a) is frictionless. The piston and 
cylinder walls are perfect nonconductors of heat, but the cylinder 
head is a perfect heat conductor. R is a source, or reservoir, of 
heat at the absolute temperature T%, A?' is a perfect nonconduct- 

* Edser, op. cii., p. 312. 
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ing shelf; and S is a sink, or receiver, of heat at the absolute 
temperature Ti. R and S have perfectly conducting tops and 
great capacity, so that their temperatures are not altered during 
the operation of the engine. 

The heat medium used in the engine may be anything, but for 
the sake of definiteness we will call it a gas. Suppose the piston 
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Fig. 276. Carnot’s Ideal Engine and Cycle 

near the bottom and the gas to have pressure, volume, and 
temperature p 2 , v^, T^, respectively, represented by point A on 
the diagram (Fig. 276b). 

The Carnot cycle, all the processes of which must be reversible, 
consists of four parts: 

1. The cylinder is placed on the source R and the piston is 
released. As the gas expands an infinitesimal amount, its tem- 
perature decreases an infinitesimal amount. But, as the cylinder 
head is a perfect conductor, heat immediately flows into the gas 
from R, so that the expansion takes place at the constant tem- 
perature Ti, as indicated by the isothermal AB. 

2. The cylinder is placed on the nonconductor N, and the gas 
is allowed to expand -without gain or loss of heat as such, until the 
temperature falls to Ti, as shown by the adiabatic curve BC. 

3. The cylinder is placed on the sink S; a hypothetical flywheel 
(not shown) pushes the piston downward; the gas is compressed 
at the constant temperature Ti, as shown by the isothermal curve 
CD, and loses heat to the sink. 

4. The cylinder is then replaced on N, and the mechanism 
allowed to compress the gas adiabaticaUy along DA back to its 
initial condition (pi, v%, Ti) at A; and the cycle is complete. The 
point D must be correctly chosen so that the adiabatic curve 
through D will also pass through A. 

Since the slope of an adiabatic curve is greater than that of an 
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isothermal through the same point, the p-v diagram will enclose 
an area which, in accordance with Sec. 319, is proportional to the 
work done hy the engine in executing one Carnot cycle, as this 
cycle is called. 

If Hi is the amount of heat received by the gas from the source, 
and Hi the amount discharged into the sink, the heat converted 
into useful work is Hi — Hi heat units. Changing this into work 
units by the first law of thermodynamics ; 

Useful work got out of engine = W = J{Hi ~ Hi) 

Total work applied to engine = J Hi 

Hence 

Efficiency of Carnot engine = ^ (253) 

This engine is representative of reversible engines, that is, 
engines that execute reversible cycles. It may be made to 
traverse the cycle in the reverse order A DC BA by means of 
an external motor. In so doing an amount of heat Hi will be 
withdrawn from the sink at the temperature Ti, and an amount 
W 

Hi = Hi + -j- will be delivered to the source at the higher tem- 
perature Ti, where W is the amount of work done on the engine 
by the motor and equals the external work done by the engine 
when operating on the direct cycle. 

By means of the second law of thermodynamics, it may be 
shown* that all ideal reversible engines (i.e., having different 
working substances as heat media) operating between the same 
two temperatures have the same efficiency; and that no irreversi- 
ble engine can have a higher efficiency than this when working 
between these temperatures. This is known as Carnot’s theorem. 

328. Kelvin’s absolute thermodynamic scale of temperatxire. 
In 1848, Lord Kelvin recognized in Carnot’s cycle a means of 
defining a scale of temperature that would be independent of any 
medium. 

Consider two adiabatic curves A and B on a p-v diagram 
(Fig. 277). Let a certeiin mass of any medium be employed in a 

* Edser, op. p. 336. 
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Carnot’s engine, taking in an amount of heat Hm from a source 
at 100°C, and discharging an amount Ho into a sink at 0°C. 

The total crosshatched area would then represent the useful 
work done and the heat usefully employed during this cycle. 

Let this same area now be divided by isothermal lines into 100 
equal areas. We may assign to these isothermals the numbers 99, 
98, 97, . . . 0, and think of the 
total amount of work as having 
been obtained from 100 little 
Carnot’s engines each executing 
one of the little cycles, receiving 
heat from the preceding engine 
as a source, and discharging 
heat into the following engine 
as a sink. The isothermals that 
we have drawn would define a 
scale of temperature. 

Let us continue dividing the 
area between the two adiabatics 
and below 0°C by isothermal 
lines into little areas each equal 
to one of those already cut off 
above, until the medium has no 
more heat. Then no more Car- 
not cycles can be executed be- 
cause there is no heat to be re- 
ceived by the next engine. With Fig. 277 

the last isothermal, we will have arrived at a natural absolute zero 
(— 273.16°C) of temperature. Using this absolute zero, the scale 
of temperature defined by the isothermeJs we have drawn is 
Kelvin’s absolute thermodynamic scale. 

The Kelvin scale is identical with the temperature scale defined 
by a perfect gas,* and closely approximates the constant volume 
hydrogen scale. Since it is obviously impossible to construct a 
thermometer to indicate temperatures on the Kelvin scale, they 
are determined by calculation and are indicated by the symbol 
CK). 

That the Kelvin scale of temperature is independent of the 

* Ibid., p. 341. 
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properties of any thennometric substance is easily shown. Sup- 
pose that the amount of work represented by the area of each 
little cycle diagram in Fig. 277 is w work units. Then, by Sec. 316, 


and 


w = Jh, 



is the amount of heat converted into work during each little cycle. 

The number of cycles counted from absolute zero is always the 
same as the number T of the upper isothermal of the last cycle 
counted. Hence, for a Carnot engine operating between any two 
temperatures T^, Ti, on the Kelvin scale. 

Hi = hTi and Hi — hTi 

and therefore the 


Efficiency of Carnot’s engine = 


Hi - Hi 

Hi 


HTi - Ti) 

hTi 



(254) 


Since the efficiency of the Carnot engine is independent of the 
heat medium used, it follows that the Kelvin absolute scale of 
temperatmre is independent of any medium. 

/ PROBLEMS 

1. ^Find the heat developed by the brakes of a 2500-lb car when bringing 
the car to rest from a speed of 45 mph on a level road. 

2. Find the heat developed by the brakes of a 3000-lb car when brought to 
rest from a speed of 60 mph on a level road. 

3. If t}j4 calorific value of coal is 14,000 Btu per Ib, how much water must 
be store^t a height of 100 ft to have the same potential energy as that stored 
in 1 Ib/of coal? 

iu k. lead bullet is fired from a gun with a speed of 400 m/sec against an iron 
plate. If the mass of the bullet is 10 gm and 50% of the heat developed goes into 
the bullet, how much is its temperature raised? 

6. A double-acting steam engine having a diameter of 12 in. and a stroke of 
18 in. makes 400 rpm. If the mean effective pressmre shown by the indicator 
card is 38 Ib/in.2, what is the input power? 

6. A double-acting steam engine has a piston diameter of 10 in. and a stroke 
of 16 in. If the speed is 500 rpm and the mean effective pressme as shown by 
the indicator card is 40 lb/in.“, what is the input power? 
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7. A steam plant uses 400 lb of coal per hr and has an over-all eJGficiency of 
7%. What is the horsepower of the plant? (Calorific value of coal = 14,500 
Btu/lb.) 

8. If a steam engine has an over-all efficiency of 11% and develops 5 hp, how 
much heat must be supplied to it per minute? 

9. A steam plant uses 500 lb of coal per hr and has an over-all efficiency of 
8%. What is the horsepower of the plant? (Calorific value of coal = 14,000 
Btu/Ib.) 

10. If the calorific value of gasoline is 20,000 Btu/lb and its specific gravity 
0.72, how Ep^y gallons will be required to operate a 45-hp gasoline engine for 
1 hr if inefficiency is 25% ? 

11. * A 65-hp automobile requires 3 gal of gasoline per hr on an average run. 
What is its efficiency? (Calorific value of gasoline is 20,000 Btu/lb.) 

12. If an automobile running at 50 mph develops 36 hp and has an engine 
efficiency of 18%, how many miles per gallon can it travel using gasoline hav- 
ing 120,000 Btu per gallon? 

13. A cubic inch of water makes approximately 1 ft® of steam at a pressure 
of 1 atmosphere. How much mechanical work is done in vaporizing 1 lb of 
water in the open air? 

14. A certain steam engine receives steam at 150°C and exhausts it to the 
atmosphere at 100®C. What is its maximum possible efficiency? What would 
its maximum efficiency be if it exhausted into a condenser at 50°C? 

15. If superheated steam is used at 330°C, what would the thermodynamic 
efficiency be in the second part of problem 14? 

16. A combination mercury-steam turbine unit takes saturated mercury vapor 
from a boiler at 480°C and exhausts it into a steam boiler at 240°C. The steam 
turbine takes steam at this temperature and discharges it into a condenser at 
40°C, What is the thermodynamic efficiency of the combination? 
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But in no case ... is there a pure creation or pro- 
duction of power without a corresponding exliaustion 
of something to supply it. 


— Michael Faraday, 1840 



CHAPTER XXIV 


ELECTROSTATICS 

329. Historical. The fact was recorded by Thales of Miletus 
(640-546 B.c.) that when amber was rubbed with fur it acquired 
the ability to attract light bits of material, such as chaff, feathers, 
and hair. Other substances (hard rubber, sealing wax, glass, sul- 
phur, etc.) were found when 
rubbed to possess the same 
property as amber. 

A body that has this prop- 
erty of attracting light bits of 
paper, silk, gold leaf, etc., is 
said to be electrified, from 
electron, the Greek word for 
amber; and its condition is due 
to wha,t Sir Thomas Browne, 
in 1646, called “a charge of 
electricity.” Any quantity of 
electricity is still referred to as 
a charge. 

For many years certain ma- 
terials, notably the metals, 
could not be electrified by rub- 
bing. But Stephen Gray’s dis- 
covery (1730) that electricity 
moves along, or is conducted by, some substances, suggested to 
Du Fay (1698-1739) that metals too could be electrified by rub- 
bing if they were supported on glass, hard rubber, or sulphur. 
This was found to be true and led to the following classification 
of bodies: 

Conductors, if they permit electricity to flow along them so 
readily that the effects of electrification are not observed; and 

Nonconductors, or insulators, if they retain their charges of 
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Tabue of Conductivity 
(From Good Conductors to Poor 
Conductors) 

Silver 
Copper 
Other metals 
Carbon 

Solutions of acids and salts 

Animal tissue 

Linen 

Cotton 

Dry wood 

Paper 

Silk 

Glass 

Mica 

Ajnber 

Sulphur 

Hard rubber 

Air 
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electricity for a considerable time and hence exhibit the effects 
of electrification. 

T his distinction between conductors and nonconductors is not 
a sharp one. All substances can be arranged in a table according 
to their conductivities, as in the table above, 
from the best conductor (silver) at the top to 
the poorest conductor, or best insulator (dry 
air), at the bottom. But one cannot draw a 
hne in this table and say that all above this 
line are conductors and all below it are insu- 
lators. The conductivity merely decreases grad- 
ually from the top to the bottom of the table. 
There is no perfect conductor and no perfect 
insulator. 

330. Du Fay’s law. The first law of electro- 
statics was given in 1733 by Du Fay, after 
many experiments which may be summarized 
as follows: 

If a group A of pith balls (Fig. 278), sus- 
pended by silk threads, is charged by contact 
with a piece of sealing wax that has been 
rubbed with fur; and if a second group B of 
pith balls similarly suspended is charged by 
contact with a glass rod that has been rubbed 
with silk, it is found that: 

Any two balls of group A repel each other. 
Any two balls of group B repel each other. 
Any hall of group A attracts any ball of 
group B. 

Any ball of group B attracts any ball of 
group A. 

From such observations Du Fay concluded that there were two 
kinds of electricity: one developed on glass when rubbed with 
silk (“vitreous”) ; the other developed on sealing wax when rubbed 
with fur (“resinous”). He then gave the law as follows: Like 
charges repel each other; unlike charges attract each other. This 
law is entirely qualitative. 

Nowadays we call the kind of electricity exhibited by glass when 




Fig. 278. Du Fay’s 
Experiment 
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rubbed with silk, positive ( + ) ; and that exhibited by sealing wax 
when rubbed with fur, negative (—), as suggested by Benjamin 
Franklin. But it should be 
carefully noted that these are 
just names for the two kinds 
of electricity, and do not al- 
ways carry the same conno- 
tation as the terms ‘‘positive” 
and “negative” in algebra and 
geometry. 

Conductors can be electri- 
fied as well as nonconductors, 
if they are supported by a 
nonconductor; and any two 
different substances, if held 
by insulating handles, are 
electrified on being separated 
from contact. The rubbing is 
not necessary; it serves only to 
secure a larger area of contact. 

These facts enable us to test various kinds of material and ar- 
range them in what is called an electrostatic series, such that if 
any two substances in the series are separated from contact, the 
one higher up in the series will be charged positively, and the 
lower one, negatively. 

331. Electrical nature of matter. There is abundant evidence, 
which we shall see as we proceed, that matter is made up of four 
fundamental constituents: * 

1. Electrons, the smallest particles of negative electricity, the 
mass of each being 1/1838 that of a hydrogen atom. 

2. Positrons, the smallest particles of positive electricity, the 
mass and charge being equal to those of the electron in magnitude. 

3. Protons, positive particles having a charge equal to that of 
a positron, but a mass 1837 /1838 that of a hydrogen atom. 

4. Neutrons, neutral particles (i.e., having no charge) with a 
mass equal to that of a proton. 

* Theory seems to require the existence of a fifth particle, the “neutrino,” having 
no charge and a mass equal to that of an electron. However, its existence has not yet 
been confirmed experimentally in a satisfying way. 


Electrostatic Series 
(From Positive to Negative) 

+ 

Glass (with clean, polished surface) 

Fur 

Wool 

Ivory 

Quartz 

Glass (passed through Bunsen flame) 

Cotton 

Silk 

The Hand 
Wood 
Metals 
Hard Rubber 
Sealing Wax 
Rosin 
Sulphur 
Gutta Percha 
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The hydrogen atom consists of a proton as a central nucleus 
and one electron external to the nucleus. 

All other atoms appear to consist of a nucleus, composed of 
protons and neutrons, and enough electrons external to the nucleus 
to make the atom as a whole neutral. The number of external 
electrons is therefore equal to the number of protons in the nucleus 
of a neutral atom. 

This number is called the atomic number of the atom, and 
determines the position of the corresponding element in the 
periodic table. 

Positrons, but recently discovered, appear to take no part in 
conduction. 

Electrons, on the other hand, are abundant, are readily dis- 
engaged from the atom, and are mnch less massive than protons. 
Consequently, when electricity is said to move along a conductor, 
the motion is of the electrons only, except in the case of fluid 
conductors. 

This theory supplies us with a very simple explanation of why 
any two bodies exhibit charges when separated from contact. For , 
it is hardly reasonable to suppose that the electrons of two ele- 
ments would be held to the nucleus with exactly the same force; 
consequently, we shoidd expect more electrons to be disengaged 
from one kind of matter than from some other kind when they 
are separated after contact. The piece that loses electrons should 
exhibit a positive charge; and the other piece should exhibit an 
equal negative charge, for it has gained the electrons lost by the 
first piece of matter. The charges are indeed equal, as will be 
demonstrated in Sec. 334. 

On the basis of this theory, we are able to account also for the > 
difference between conductors and nonconductors. In conductors 
the electrons are rather loosely held to the nucleus, and readily 
move from molecule to molecule; whereas in nonconductors the 
electrons are firmly held by the nucleus and are far less free to 
drift from molecule to molecule. In solid condnctors, the protons 
do not flow but remain in the atom of which they constitute part 
of the nucleus. 

332. Electroscopes. An electroscope is a device for detecting 
the presence of a charge of electricity and its kind (H- or — ). It 
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gives also a rough indication of the quantity of electricity con- 
stituting the charge. 

A small ball of corn or alder pith suspended by a silk thread 
was one of the earliest forms of electroscope and was used by 
Henry Cavendish for quantitative 
determinations in 1773. This pith 
ball electroscope (Fig. 279) is greatly 
improved if the ball is coated with 
a conductor, such as aluminum or 
gold foil. 

Much more sensitive, however, is 
the gold leaf electroscope (Fig. 280), 
perfected by Abraham Bennet in 
1786. It consists of two narrow strips 
of gold leaf G, G, each about 0.00001 
in. thick, attached to a conducting 
rod R which projects through the 
insulating stopper S of the containing 
vessel V. The function of V is to pre- 
vent disturbance of the leaves by 
air currents. The rod usuaUy ter- Electroscope 

minates in a ball or in a flat plate (condensing electroscope). A 
small quantity of PaOs, or other drying agent, maintains a dry 
atmosphere within the vessel. 

A part of any charge, applied to the conducting 
rod, distributes itself over the two gold leaves, 
which, being thereby charged with like kinds of 
electricity, repel each other, the angle of divergence 
being an index of the magnitude of the charge. 
Refined forms of this electroscope have been used 
FiG-asoToold Curies for the measurement of radioactivity 

Leaf Electro- and by MiUikan and Compton in the investigation 

scope o 

^ 01 cosmic rays. 

Coulomh’s torsion balance (Fig. 290) is also in effect £m electro- 
scope; but being provided with a scale, it is more properly called 
an electrometer. 




333. Methods of charging. When an excess of positive or nega- 
tive electricity has been obtained on a body by rubbing or by an 
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influence machine (Sec. 369), we may charge another body or an 
electroscope by either of two methods: 

1. By contact, when the charged body is touched against the 
body to be charged and either gives up electrons to it (negative 
charging), or takes electrons from it (positive charging). 

2. By induction. In this method, discovered in 1729 by Stephen 
Gray, the charging body does not come into contact with the body 
to be charged. It is best described by means of the series of dia- 
grams in Fig. 281. Let Bi be a conductor on an insulating 
st6md. 



(a) 




In Fig. 281a, the charged body B, say, a piece of sealing wax 
that has been rubbed with fur, is brought near the body Bi which 
is to be charged, but not in contact with it. In accordance with 
Du Fay’s law, electrons are repelled to the parts of Bi more re- 
mote from B, leaving the nearer parts with an excess of protons. 

If Bi is now touched with the finger (Fig. 281b), or otherwise 
connected to the earth by a conductor, the electrons will flow 
through this connection to the earth, leaving an excess of positive 
electricity on Bi. This positive charge does not escape because 
it is held by the attraction of the negative charge, and hence it 
is called the “bound charge.” 

Still holding the charging body near Bi, the earth connection 
is broken (Fig. 281c). 

The charging body may then be removed, and Bi is left with 
the excess positive charge (Fig. 281d). 

It will be noted that in charging by contact, the charge ac- 
quired by the body to be charged is of the same kind as that on 
the charging body; whereas by induction, these charges are of 
opposite kinds. 
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334. Eqixality of charges. 

(a) Of charges obtained by separation from contact. Let the fur 
with which a piece of ebonite is rubbed be made in the form of 
a close-fitting cap having a silk thread attached at the top (Fig. 
282). If the cap is given several turns on the rod and is then with- 



Fig. 282 . Equal (-|-) and (— ) Charges Are Developed 


drawn by means of the thread, the ebonite will show a negative 
charge as usual when brought near a positively charged electro- 
scope, for it will cause the leaves of the electroscope to diverge 
less. 

The cap will likewise show that it possesses a charge, but posi- 
tive, for it will cause the leaves of the electroscope to diverge 
more. 


If the cap is then carefully replaced on the ebonite rod (being 
handled only with insulators), and the two (i.e., the rod and the 
cap) are brought near the ball of . , 

the electroscope, the leaves of the 

latter will be imdisturbed, show- f , ‘'O l 

ing that the charges were equal, 

for they have neutralized each p \\ 

other. ' ^ 

(6) Of charges induced on an „ „„„ ^ 

insulated conductor. Let B (Fig. on Insulated Body 

283) be an insulated conductor. 

Hold near it the charged glass rod G. By means of a proof plane P 
(a small metal disk with an insulating handle), take a sample of 
the induced charge from the end H and test its sign at the elec- 
troscope. It will be found negative. 

Similarly test the charge on the opposite end J. It will be found 
positive. 

Remove G and again test B for charge at various points with 
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the proof plane. It will be found everywhere neutral. Hence the 
charges induced at H and J must have been equal, because when 

permitted to flow together they neu- 
tralized each other. 

(c) Of the inducing and the induced 
charge (Faraday’s Ice-pail Experi- 
ment). Let a metal vessel V, or 
other hollow conductor (Fig. 284), 
rest on an insulating stand S and 
have its outer surface connected by 
a conductor to the knob of an elec- 
troscope G. A metal ball B is sus- 
Fig. 284. Faraday’s Ice-pail pended by an insulating thread from 
Experiment metal cover C. Let the cover be 

held by its insulating' handle H and the ball charged positively, 
say. 

Then if the ball is lowered into the hollow conductor, the leaves 
of the electroscope will diverge until the cavity is completely 
closed. Thereafter the ball may be moved about in the hollow 
conductor without causing any change in the divergence of G. 

If the surfaces of V are tested with a proof plane just before 
it is closed by the cover, the inner surface will be found charged 
negatively and the outer, positively ; for electrons have been drawn 
to the inside, leaving an excess of protons on the outside. 

If the ball is removed, the vessel will test neutral as at first. 
Hence the charges induced on its inner and outer surfaces were 
equal, as in (6) above. 

Let the ball again be placed within the vessel, and the leaves 
of G will diverge as before. If it is touched to any part of the inner 
surface, there will be no change in the divergence of the leaves, 
from which we may conclude that the charge on the outer surface 
has suffered no change. But on removing the ball, it will be found 
to be completely discharged, and the proof plane will show that 
there is no longer any charge on the inner surface. Since there 
was no change in the charge on the outer surface, the charge on the 
inner surface must have been exactly equal and opposite to that 
on the ball, and they consequently neutralized each other. Also, 
since the charges on the inner and outer surfaces were equal, the’ 
charge on the ball must have been equal to the outer charge. ; 
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' Since the charging body was completely enclosed in the hollow 
condnctor, we have here dealt with the total induced charges, 
just as we dealt with total charges in cases (a) and (b), above. 

Thus, in all cases, the total positive and negative charges are 
equal, whether obtained by separation from contact or by induction. 

336. Conservation of electricity. Since it appears from the pre- 
ceding section that electrification consists not in making, or pro- 
ducing, electricity but merely in separating the equal charges of 
opposite kinds that were already present in the neutral body, it 
follows that we can neither create nor destroy electricity; or, the 
total quantity of electricity in the universe remains constant. 

This statement requires a slight qualification. Recent research 
(see Sec. 657) has revealed that sometimes when a photon, or 
quantum of energy, disappears, an electron and positron are 
formed; emd it appears probable that an electron and a positron 
will recombine to form a quantum of energy. But these trans- 
formations involve such minute quantities of electricity and 
energy that for practical purposes we may consider electricity to 
be conserved, just as are matter and energy. 


336. Static charge on outer surface of a conductor. In Michael 
Faraday’s ice-pail experiment it was observed that after the ball 
had been brought into contact with the inner 
surface, there was no charge on the ball or 
on the inner surface; hut the charge on the 
outer surface remained as at first. It did not 
redistribute itself over both surfaces. Faraday 
demonstrated this fact by the following in- 
genious experiment. 

A conical hnen * hag (Fig. 285) is fastened 
at its large end to an insulated metal ring. 

It has a silk thread passing through it and 
extending about a foot beyond its apex and 285 Charge 

its base. This silk thread is fastened to the liesides on Outer Sur- 
linen bag at its apex. 

If the bag is charged with electricity, the proof plane and 
f electroscope will show that there is charge on its outer surface but 
Rohe on the iimer surface. 

* Lmen is used because it is a fairly good conductor. 
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Let the silk thread then be drawn so as to turn the bag inside 
out, and its siufaces again tested with the proof plane. The charge 
will be found now upon the new outer surface, and no charge 
will be fotmd upon the inner surface, which was originally the 
outer. 

This result might have been predicted. The particles of elec- 
tricity, being all alike, will repel each other. They consequently 
move through the conductor until each is in equilibrium as far 
from its neighbors as it can get. Hence we would expect to find 
them on the outside of the conductor, as we do. 


337. Interior of hollow conductor shielded from external elec- 
trical disturbances (Faraday’s Chamber Experiment). As a 
further test of the conditions within a hollow conductor, Faraday 
built a cubical box (each edge 12 ft long) and covered it with tin 
foil. This tin-foil chamber could be charged to a very high poten- 
tial by an external electrical machine. He writes: “I went into 
the cube and lived in it, using lighted candles, electrometers, and 
aU other tests of electrical states. I could not find the least in- 
fluence upon them or indication of anything particular given by 
them, though aU the time the outside of the cube was powerfully 
charged and large sparks and brushes were darting from every 
part of its outer surface.” 

The experiment may be repeated on a small scale by placing 
an electroscope inside a box of wire gauze, as in Fig. 286. When 

the gauze box is charged as 
highly as possible by an ex- 
ternal influence machine M 
(Sec. 369), the electroscope is 
unaffected. 

This indicates also that a 
region may be shielded from 
external electrical fields by a 
metallic network as weU as by 

Fig. 286. Faraday’s Chamber Experiment s ^ Continuous metal housing. 

It follows that the safest place 
in an electrical storm is within a building completely covered 
with metal; but metal-roofed and metal-framed buildings are 
also very good protection. 
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338. Distribution of charge on an insulated conductor. Let a 
pear-shaped conductor B (Fig. 287) be mounted on an insulating 
stand and charged negatively, 
say. If we test the charge at 
various places by touching the 
proof plane flat against the sur- 
face of the conductor, we find 
that the leaves of the electro- 
scope to which we apply the 
proof plane diverge much more 
widely when the charge is taken 
from the small end than when 
taken from the large end. 

We conclude, therefore, that 
the charge is most concentrated 
(i.e., the surface density, or 
charge per unit area of the sur- 
face, is greatest) where the 
curvature* is greatest (radius least). 

339. Effect of points. Let a pith ball covered with tin foil and 
suspended by a silk thread be brought near the small end of B 
(Fig. 287). Electrons of the coating of the ball are repelled to its 
farther side, leaving the nearer side positively charged, as shown. 
The ball is accordingly attracted to B until it touches. Thereupon, 
electrons from B flow on to the ball and neutralize its positive 
charge. Having then only a negative charge, it is repelled from B. 

The curvature of sharp points approaches infinity. Hence there 
is very great concentration of electricity at points, and particles 
of matter in the air in the neigl^orhood of charged points are 
acted upon just like the pith ball of the preceding paragraph. The 
electricity upon them is separated into equal positive and negative 
charges by induction, and they are drawn to the points. On com- 
ing into contact with a point, the nearer charge, which is of op- 
posite sign to that of the point, is neutralized; and the particle is 
left charged with the same kind of electricity as the point. Con- 
sequently it is repelled, as was the pith ball. 

These repelled particles may be sufficient in number and speed 

* In mathematics, curvature c is defined by c ^ I/r, where r is the radius of curva- 
ture. ■ 



Fig. 287. Distribution of Charge 
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to produce an “electric wind” strong enough to deflect the flame 
of a candle. If the charge concentrated on a point is great enough, 

electrons are disengaged from 
molecules of the adjacent air 
and these “ionized” molecules, 
or ions, are likewise repelled. 
When such ionization takes 
place, tiny sparks forming a 
“brush discharge” are visible at 
the points. 

The effect of points is well il- 
lustrated by the apparatus of 
Fig. 288. 

A metalhc wheel, having several spokes, sharp-pointed and 
bent as shown, is pivoted on a needle supported on an insulating 
base. When connected to a terminal of an electrostatic generator, 
the reactions of the repelled particles cause the wheel to rotate 
like a reaction turbine. 

340. Protection from lightning. Benjamin Franklin (1706-90) 
was aware of this ability of points to discharge bodies, and applied 
it in his invention of the hghtning rod (1750), which he insisted 
must be sharp pointed. These rods act in two ways: they tend to 
discharge the building and adjacent ground or the passing cloud; 
and they offer an easy and harmless path for the electricity in the 
case of a direct hit. 

It is now well recognized that a building properly equipped with 
lightning rods is very effectually protected against serious light- 
ning injury. The rods should be: 

1. Sharp pointed at the top. 

2. Extended several feet above the highest part of building. 

3. Connected to all external metal work. 

4. Not insulated from the building. 

5. Well grounded in moist earth. 

All high monuments, stacks, and buildings of modern construc- 
tion are protected by lightning rods. On some buildings the rods 
show evidence of having been struck many times. The injury 
by lightning to valuable trees at the Johns Hopkins University 
has been greatly reduced by equipping them with lightning rods. 



Fig. 288. Electricity Is Discharged by 
Points 
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In a lightning storm the safest places are: 

1. An all-metal or steel-frame building. 

2. A well-rodded building. 

3. An automobile with metal top. 

4. A cave, gulch, or foot of a high cliff. 

5. Dense woods. 

During such a storm one should: 

1. Stay dry and indoors if possible. 

2. Keep away from isolated trees, sheds, and bams, wire 
fences, open windows, and large bodies of metal, such as 
stoves. 

341. Coulomb’s law. The quantitative law obeyed by the force 
between two charges of electricity was evolved by Charles Cou- 
lomb, about 1787, by means of the tor- 
sion balance (Fig. 290), which he had 
devised in 1777. In substance, his obser- 
vations were as follows. 

A small, metal-coated pith ball is car- 
ried at one end of a pointer P, which is 
suspended by a very fine wire N from 
the torsion head M. Another ball at- 
tached to a glass rod L may be lowered 
through a hole in the cover of the cylin- 
der. The distance between the centers of 
the two balls may be determined from 
the position of P as read on the scale S. 

A charge qi is placed on the movable 
ball, and then various charges on the 
stationary ball. The force / of attraction 
or repulsion between these charges may 
then be determined from the amount 
that the wiro must be twisted to bring 
^^sion l)alls to a definite distance apart, this 

twist being measured by the angle 
through which M is turned. 

Let and be the quantities of electricity on the balls of 

the balance ; 

r be the distance between the centers of the balls; 
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/ be the force of attraction or repulsion between the two 
charges; and 

k be the dielectric constant of the medium, such as air, 
between the charges. 

Then it is found that: 

/ “ 9i, when q^, r, and k eu’e kept constant 
oc qi, when qi, r, and k are kept constant 

oc when qu q^, and k are kept constant 
cc p when qu q^, and r are kept constant. 

Hence, 

/ “ when all the factors vary 
and therefore, 

/ = units whatever (255) 

where C is a constant depending upon the choice of units. 

Equation (255) is Coulomb’s law in algebraic form. 

Expressed in words. Coulomb’s law states that the force / of 
attraction or repulsion between two point charges gi and varies 
directly as their product and inversely as the dielectric constant ft 
of the medium and the square of the distance r between them; 
but only when they are in a homogeneous isotropic medium. 

The direction of the force on each charge is along the line join- 
ing the charges. If the charges are both positive or both negative, 
/ will he -f- and the charges will repel each other, according to 
Du Fay’s law. If one is -1- and the other — , / will be — and they 
will attract each other. 

It should be noted that the law is true only for point charges,, 
i.e., when each charge may be considered concentrated at a point, 
and for uniformly charged spheres whose radii are small compared 
to the distance r between their centers. The law does not apply 
to bodies in general. 

The effect of the medium as represented by the dielectric con- 
stant k was discovered by Faraday some 50 years after Coulomb’s 
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work. The method of determining the value of k for a given 
medium is discussed in Sec. 364. 

342. Electrostatic units. Up to this point no unit of charge, 
or quantity, of electricity has been chosen. Coulomb’s law was 
established by using arbitrary quantities, which he obtained as 
follows. The stationary ball was first given any charge q^, and 
the force on any other charge qi was determined. The sphere 
carrying ^2 was then removed and touched to another metal- 
covered sphere of exactly the same size. Since the two spheres 
were exactly ahke, he assumed that the charge divided equally 
between them, so that on separation the first sphere had half its 
original charge. It was then replaced in the torsion balance, and 
the force on qi at the same distance r was measured. Similarly, 
by touching the first sphere to two conducting spheres exactly 
like it, there remained on it only one-third of its original charge, 
and so on. 

Having obtained the algebraic form of Coulomb’s law, we are 
now in a position to adopt a scientific system of units for electro- 
statics. For Eq. (255) it will be observed that we have already 
an absolute unit of force / (the dyne) and an absolute unit of 
distance r (the centimeter), but no unit for the q’s and none for k. 
Units for these last two quantities must be defined. 

As already mentioned, the constant of proportionality C of 
Eq. (255) depends upon the units chosen; consequently we may 
choose our units so as to make it any number we please. The 
most convenient value C could have would be unity, for that 
would simplify the equation. We therefore proceed to select a 
system of units that wiU make C' = 1. 

First we define the unit of dielectric constant as the dielectric 
constant of a vacuum. That is, ^ = 1 for a vacuum. Then we 
define: The statcoulomb (stc), or electrostatic unit quantity, of 
electricity is that quantity which will repel an equal like quantity 
at a distance of one centimeter in a vacuum with a force of one 
dyne. 

Substituting the above values in Eq. (255), we have 

T latatcoulomb X Istatconlomb 

idyne — G , V H ' 

J- for vacuum A 

Solving this for C', C' = 1, which was what we set out to secure. 
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Since C' is equal unity for these absolute electrosiatie units (esu) , 
we may write Coulomb’s law in the simplified form; 


f _ 9i£! 
/ - 


provided esu are used. 


(256) 


By his oil-drop experiment (see Sec. 373), Millikan has shown 
that 1 electron = 4.770 X 10"^® statcoulomb.* This appears to 
be the smallest package of electricity that occurs free in nature. 
Here the word “electron” is used as a unit of quantity, which 
was the sense in which its use was originally proposed by G. John- 
stone Stoney in 1891. 

In practical work a much larger unit quantity of electricity is 
desirable, for which we use the coulomb. This is defined in Sec. 
396; but for present purposes, as a good approximation: 

1 coulomb = 3 X 10® statcoulombs 
= 6.3 X 10^® electrons. 

343. The electric field. The region about an electric charge 
where its influence may be detected is called its electric field. 

The test charge by means of which an electric field is investi- 
gated is taken to be a unit positive charge. Actually a unit charge 
is seldom used, but results are reduced to what they would have 
been had a unit charge been used. 

The intensity, or strength, of an electric field at a point A is 
defined as the force in dynes which acts upon a unit positive charge 
when placed at the point A. 

Algebraically, 

where is the intensity in the field at a certain point in dynes 
per statcoulomb; 

qi is the (-|-) charge in statcoulombs placed at the point in 
question; and 

/ is the total force in dynes that acts on q^. 

Field intensity, being a vector divided by a scalar, is a vector. 

The direction of an electric field at a point A is defined as the 
direction of the field intensity at the point A. 

*More recent investigator finds 1 electron = 4.802 X 10”^® stc. 
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344. A line of force is the path described by a + point charge 
moving always in the direction of the field intensity. Thus, if a 
+ 1 charge is placed in the neighborhood of two small spheres 
uniformly charged with +q and — q stc, respectively, it will be 



Fig. 291. Lines of Force between Unlike Charges 


acted upon by the field intensity F' due to -\-q and by F" due to 

— q. Their resultant F will be the total field intensity at the point 
A, and will be tangent at A to th^ line of force that the +1 
charge would follow. (See Fig. 291.) 

Such lines of force may be mapped by using a small paper 
“needle” suspended on a single fiber of unspun silk. They are 
more easily obtained by scattering short bits of unraveled silk 
thread, or clippings from a camel’s hair brush, over the region 
near the charges. Unlike charges will be induced on the opposite 

ejids of the bits of silk, which will 
then arrange themselves along the 
lines of force. 

It will be observed that the 
lines of force bulge outward as if 
they repelled one another and 
that they do-not cross. They start 
Fig. 292. Lines of Force between Like ^ ~1“ charge and end on a 

Charges charge. The fines may be thought 

of as in tension, tending like elastic threads to draw the + and 

— charges together. But there is this difference; as elastic threads 
shorten the tension becomes less, whereas when fines of force 
shorten, the forcts drawing the charges together become greater. 
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Figure 292 shows the Hues of force in the neighborhood of two 
like charges. 

We may use lines of force to represent the electric field intensity 
quantiiatively. Thus, suppose at the point P (Fig. 293) the field 
intensity IF is 5 dynes /stc. This would be rep- 
resented graphically by taking a plane surface 
1 cm square, perpendicular to the direction of 
the field, and having P as its center, and by Fig. 293. Lines Used 
drawing (uniformly distributed through this Indicate Field In- 
area) 5 lines in the direction of the field. 

When an electric field is represented in this way, one can get 
at a glance a fair idea of its intensity at different points. 
Where the lines 6ire close together it is strong; where they are 
widely separated, it is weak. 

The concept of lines of force was introduced by Faraday, who 
used it very effectively to describe the behavior of electrified and 
magnetized bodies. However, it should be understood that lines 
of force are only a convenient means of representing fields of 
force graphically, and do not actually occur in nature. 

346. Electric field intensity due to r point charge. Let a point 
cheurge of +q stc be placed at some point P (Fig. 294) in a very 

large region of space filled with a 
medium of dielectric constant k, 

FiG.29‘47^7eMo?rMnrch^e ^ut Otherwise empty. We wish to 

find the field intensity ?F at a point 
A, whose distance from P is r cm, due to the charge +q. 

Imagine another point charge of +qi stc placed at the point A. 
Then each charge repels the other with a force / whose value is 
given by Coulomb’s law: 

f -Ml 
^ ~ kr^' 

But this is the force on +qi stc, and the field intensity is de- 
fined as the force on -fl stc. Therefore, 



Ml 

g: = i ^ =, g dynes 

gi gi kr^ stc 

where q is the charge that produces the field. 


( 258 ) 
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346. Electri c flux~5ensrfy7 or displacement. Consider two par- 
allel plane conductors A and B, normed to the paper, their length 
and breadth being large compared with the distance between 
them; and let them be kept uniformly charged by a generator G 
with +q aiid — q stc per cm^, respectively, in a vacuum. 

Between two such plates the field intensity (? dynes /stc is 
uniform and normal to the plates, except near the edges. This 
may be shown with bits of unraveled silk 
thread or camel’s hair, and is easily seen to 
be true theoretically after Sec. 357. 

Let a rectangular prism of dielectric be 
fitted between the plates, with its lateral 
edges parallel to the lines of force, as shown 
in Fig. 295. 

The field intensity within the dielectric 
will then be the same as in the vacuum be- 
tween the plates. But the particles of the 
dielectric will be polarized; that is, the elec- 
trons will be displaced from their normal po- 
sitions in the atoms in a direction opposite 
to that of the field. Hence, to represent the 
condition within the dielectric we should 
draw additional lines between these little 
pairs of -f and — charges that are due to 
polarization; and for a given field intensity 
F there would be more lines than in the ad- 
jacent vacuum. 

Since this increase of lines within the di- 
electric arises from the displacement of the 
atomic charges, the total number of lines per cm^ is called the 
electric displacement, or, more commonly, the electric flux den- 
sity. It turns out that if we define the flux density D to be ^ times 
the field intensity SF, where k is the dielectric constant, the re- 
lations derived therefrom lead to results that are in accord with 
experiment. Hence, 



Fig. 295. Dielectric 
Flux 


D = k'5. 


(259) 


Like field intensity, therefore, flux density may be represented 
by lines drawn as described for field intensity, the number per 
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cm^ being the numerical value of D instead of J. However, these 
lines should be called lines of displacement, not lines of force. 

The tmit of flux density is called one line per square centimeter. 
It is the flux density at a point in a medium of dielectric constant 
1 when the field intensity at that point is 1 dyne per statcoulomb. 

Since is a vector and k a scalar, I) is a vector, having the same 
direction as in isotropic media. 

We seldom actually draw the lines to represent either field in- 
tensity or flux density. But the concept of these lines, even though 
they have no actual existence, is most helpful in giving us a sug- 
gestive language in which to discuss electrostatic problems. 

347. The flux density at a point due to a point charge is found 
at once by substituting in Eq. (259) the value of ff from Eq. (258) : 


D = = k 


-i- == 1 
kr^ 


lines 

cm^ 


(260) 


where D is the flux density at the point in question; 

q is the charge in stc that produces the field; and 
r is the distance in cm from q to the point in question. 

Here it will be noticed that k has disappeared from the value 
of D. Hence the flux density produced by a given charge is inde- 
pendent of the medium; and lines representing flux density are 
continuous through different media, although in general they are 
bent at the surface of separation of two media unless normal 
thereto. 


348. Total electric flux. The toted electric flux ^ is defined as 
the total number of fines required to represent the entire field 
under consideration by the method described in the preceding 
paragraph. 

If A is the total area through which the flux passes perpendic- 
ularly, and if the flux density D is uniform, then 

^ = DA. (261) 

In case the flux density is not uniform throughout the whole 
area, we should divide the area up into little areeis dA, so small 
that the flux through each could be considered uniform. The 
definition then becomes for each dA-. 


dAf = DdA. 


(262) 
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349. Total flux from a charge g: Gauss’ law. The effect of a 
charge uniformly distributed over a sphere is the same outside 

the sphere as if it were all concentrated at 
the center. Let a charge of +q stc be 
concentrated at a point or uniformly dis- 
tributed on a small sphere. We wish to 
compute the total flux associated with 
the charge +q. 

About the charge, let, a sphere of ra- 
dius r cm (Fig. 296) be described, having 
its center at the center of the charge. 

At any point on the spherical surface, 

^ radially outward; 

hence the flux density at any point is 

jf) _ L radially outward. 

n cm^ ^ 

Since this is true for any cm^ taken at random, it is true for 
every cm^ of the sphere. From geometry, the area of the sphere is: 

A = 4irr^ cm^. 

Hence the total flux from the charge +q is: 

^ = i(47rr2) 

= iTrq lines, radially outward. (263) 

This relation is known as Gauss’ law for electric charges. 

350. Electric potential at a point. Consider a region of space 
so large as to be sensibly free from external influences and filled 
with a medium of dielectric constant k, but otherwise empty. 
Let a small charge -+-91 be placed anywhere in the region. It 
maybe moved about at wiU without any work being done, be- 
cause there is no force to be overcome since there is no other 
charge in the region to exert force upon it. 

But let a charge -kg be first placed at any point P in this region. 



the field intensity is: 


ELECTROSTATICS 


407 


and the small charge +91 then brought in. To move +qi from 
any point J (Fig. 297) to any other point Q vdll now require work, 
for +91 will be acted upon by the repulsive force from wMcb 
must be overcome along any path from J tOjGl ^ence 

Fig. 297. The Idea of Potentii 



+q confers upon the region at every point a new property, 
whereby work must be done to move any other charge up to that 
point. This property is called potential. 

Qualitatively, electric potential is that property of a system at a 
point in virtue of which work must be done to bring a charge of 
electricity up to that point. 

Electric potential F at a point is measured by the amotmt of 
work required to bring a + 1 charge from infinity up to that point. 
Hence, in general, if W units of work are required to bring Q 
units of electricity from infinity up to a certain point, the poten- 
tial V at that point is defined by the equation: 

W 

(264) 

Potential is a scalar quantity, since both W and Q are scalar 
quantities. 

361. Units of potential. The electrostatic unit of potential, the 
statvolt, is obtained by putting unity for each quantity in Eq. 
(264): 


Istatvolt — -I — - (265) 

J-statcoulomb 

This may be stated in words as follows : 

The statvolt (stv) is defined as the potential at a point when 
one erg of work is required to bring one statcoulomb of electricity 
from infinity to the point in question. 

While this is the most convenient unit of potential for electro- 
statics, it is rather large for practical purposes. The practical unit 
of potential is called the volt. 
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The volt is the potential at a point when one joule of worh is 
required to bring one couhmh of electricity from infinity to the 
point in question. That is, 

^ 1 joule 


1 volt = 


1 coulomb 


(266) 


Since 1 joule s 10^ ergs, and 1 coulomb = 3 X 10* statcoulombs, 
we have: « ' 

10' ergs 


1 volt = 


.3 X 10* statcoulombs 


= 1 

300V1 stat 


statcoulomb) 


erg 


300 


statvolt. 


(267) 


/ 

A. 




Attention is called to the fact that Eq. (266) is a working rela- 
tion, which may be considered a secondary definition. The pri- 
mary definition of the volt is given in Sec. 403. 

362. Potential due to a point charge. In Fig. 298, let -fQ be a 
point charge at P in a medium whose dielectric constant is k, 
there being no other charges in or near the region. 

By Eq. (258), JF = 0 when r = oo ; and as the -fl test charge 
gets nearer to the d-Q charge, increases but not linearly. It 

is necessary, therefore, to 
add up the amounts of 
work done in infinitesimal 
steps dr, taken so small 
that in each step may 
be considered constant. 
When the d-l charge is 
it is acted upon by the force 

= Qlkr^ dynes, radieilly away from P. To move the test 
charge toward P will therefore require a force at least as great 
as —Qjkr^ dynes; and the work done in the distance dr will be 
— (Q/kr^)dr ergs. 

The potential E at G is, by definition, the total work done on 
,the system in bringing the -f 1 test charge from oo up to G, which 
is at the distance r cm from -|-Q. The potential is therefore the 
sum of these infinitesimal amounts of work. 



Fig. 298. Potential Due to a Point Charge 
at any distance r from P, 
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Stating this in mathematical symbols, 

V = = £: ergs/statcoulomb. (268) 

In this case, work is done on the system by an external force in 
pushing the + 1 charge up to G in opposition to the field intensity 
due to Q. The potential at G is positive, and the system gains 
energy with each +1 charge so brought up. Had the charge at P 
been —Q, the +1 test charge would have been attracted up to G 
against an external force; i.e., the system would have done work 
on an external force and would have lost energy. Or we may say 
that an external force did negative work on the system in bring- 
ing up the -hi charge, and the potential would accordingly be 
negative. 


363. Potential difference. Since potential is a scalar quantity, 
the potential difference V between two points J and G is the alge- 
braic difference between the potential 

Fo at J and Fi at G (Fig. 299). j g 

^ ^ ^ Fig. 299. Potential Difference Is 

Obviously F * is a quantity of the l“d«P-dent of Path 

same kind as V 2 and Fi; and, potential difference will be meas- 
ured in the same units as potential. 

Also, since F 2 and Fi are numerically equal to the work re- 
quired to bring a + 1 charge' from =» up to J and G, respectively, 
the potential difference F is numerically equal to the work re- 
quired to carry a +1 charge from G to J. 

That is, the potential difference between two points is meas- 
ured by the work required to carry a -|-1 charge from the first 
point to the second. It is independent of the path followed in 
going from one point to the other. 

Algebraically, 


W 

Q' 


(268a) 


where IF is the work required to carry the charge Q from one 
point to the other. 


* The use of y for both potential and potential difference causes no confusion, as 
the context will always make clear which is meant. 
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364. Effect of a uniformly charged sphere. A uniform charge 
is most easily secured on a sphere by using a conducting sphere 
supported by an insulator, say, a silk thread. A charge apphed to 
such a sphere will spontaneously distribute itself uniformly over 
the surface of the sphere, on account of Du Fay’s law and the 
symmetry of the figure. 

Outside of such a charged sphere, the field intensity, flux den- 
sity, and potential at any point may be shown to be the same as 
if the entire charge were concentrated at the center of the sphere. 

Inside the sphere, the field intensity and flux density are each 
zero in consequence of the experiment of Sec. 337 ; and the poten- 
tial at all interior points is the 
same as the potential at the sur- 
face. 

366. Total potential at a point 
due to a number of charges. 
Since potential is a scalar quan- 
tity, the potential F at any point 
P (Fig. 300) due to the various charges qi, q^, qz, etc., is the or- 
dinary algebraic sum of the potentials at P due to each of the 
charges separately. That is, 

'"-fe + fe + fe + - • •. or. more briefly, 

(269) 

366. Tendency of electricity to flow from places of higher to 
places of lower potential. In Sec. 79 it was seen that if friction is 
neglected, a body has potential energy equal to the work that 
was done in getting it into the position or condition that it has. 

From its definition, potential at a point is equal (numerically) 
to the work required to bring a unit positive charge from infinity 
up to that point. Consequently, we should expect from Sec. 79 
that when a -1-1 charge has been brought up to a point, it would 
have potential energy equal (numerically) to the potential at the 
point. And if this is true, we should expect electricity to conform 
to the principle of Sec. 80, that a system tends to adjust itself so 
that its potential energy is a minimum. 


9i*s 
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Fig. 300. Potential Due to a Number 
of Charges 
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That is, electricity should tend to flow from a place of higher 
to a place of lower potential; and experiment shows that it does. 

367. Equipotential surfaces. A surface all points of which are 
at the same potential is called an equipotential surface. The fol- 
lowing facts with regard to an equipotential surface are important : 

(a) No work is done in moving a charge from point to point on 
an equipotential surface. For if work were done in carrying a 
-fl charge, say, from J to G on equipotential 
surface MGJN of Fig. 301, then G would be at 
a higher potential than J, which is contrary to 
the hypothesis that the surface is equipotential. 

(b) The field intensity F is always normal to 
an equipotential surface. For if it were not, it 
would have a component F' parallel to the surface (Fig. 302), 
and this would cause electricity to flow along the surface. But 

that would indicate that P was at a higher 
potential than some neighboring point, 
which is contrary to the hypothesis that 
the surface is equipotential. 

Since the direction of the flux at a point 
is always the same as that of the field in- 
tensity, it follows that the flux is every- 
where normal to ah equipotential sur- 
face. 

(c) A conductor in which no electricity is flowing is an equi- 
potential body. For if it were not, electricity would flow through 
the conductor from points of higher to points of lower potential; 
and this is contrary to the hypothesis that no electricity is flowing. 
Hence a conductor having a static charge (which may be zero) 
has an- equipotential surface and is equipotential throughout. If 
there is an empty cavity in the conductor, the potential at aU 
points within the cavity is the same as that of the conductor. 
For, there being no charge in the cavity, there is no flux; and 
hence no field intensity and therefore no potential difference be- 
tween points. 

368. Earth’s potential arbitrarily zero. For convenience, we 
need some body whose potential may be taken as zero, with ref- 
erence to which the potentials of other bodies may be measured. 



Fig. 302. Intensity is Nor- 
mal to Equipotential Sur- 
face 





Fig. 301. Equipo- 
tential Surface 
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(o) (6) 

Fig. 304. Variable Air Condenser. (Courtesy Central Scientific Co.) 


The earth, being on the whole a good conductor and accessible 
to observers everywhere, is the most suitable body for this pur- 
pose. Accordingly, the potential of the earth is arbitrarily taken 
to be zero. 

369. Condensers. Let a sheet of metal M be mounted on an 
insulating base and connected by a wire to an electroscope G, 
M as in Fig. 303; and let them 

be charged negatively until 
the leaves of G diverge 
widely. 

/ \ jf a second sheet of metal 

I I N, connected with the earth, 

-=^=- I ( A ) is now brought near M, the 

leaves of the electroscope will 
close considerably. The neg- 

Fig. 303. Demonstration Condenser ^ 

electrons to the earth, leaving a -t- charge bound on N. This 
charge on N attracts electrons to the nearer face of M, thereby 
reducing the number on the electroscope, so that the leaves fall. 

In this action, the presence of the grounded plate N causes 
electrons to be more concentrated, or condensed, on plate M; 
hence the arrangement is called a “condenser.” An electric con- 
denser consists of two conductors separated by an insulator. 

Parallel plate condensers, consisting of a number of metal 
plates mounted parallel and separated by sheets of glass, oil, or 
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air, are used extensively. The familiar variable air condenser of 
radio sets is of this type, shown in Fig. 304. Telephone condensers 
consist of two sheets of tin foil 3 or 4 in. wide and 
from 10 to 20 ft long, separated by paraffin paper and 
rolled into a compact bundle. The complete con- 
denser is encased in a rectangular metal can for pro- 
tection (Fig. 305). This condenser has large capaci- 
tance, small size, and convenient shape. 



Fig. 305. 
Telephone 
Condenser. 
(Courtesy 
Central Sci- 
entific Co.) 




Fig. 306 


360. Capacitance. Condensers are valuable because 
of a property now called “capacitance,” but formerly 
called “capacity.” A condenser of fixed capacitance 
is conventionally represented by Fig. 306; one of var- 
iable capacitance, by Fig. 307. 

Consider a condenser D connected, as shown in 
Fig. 308, to a battery B and a ballistic galvanom- 
eter G (Sec. 400) for measuring quantity of 
electricity. Suppose the cells of B to be all 
alike, each developing a potential difference of 
Vi units. 

Let the movable contact of B be set so that 1 cell only is in the 
circuit, and place the switch 5 on contact 1. 

The condenser then has a potential difference 

Fi maintained between its terminals; and a Fig 307 
certain quantity of electricity (electrons) will 
flow from its positive to its negative plate. This quantity, with- 
out regard to sign, is called the charge on 
the condenser. 

If the switch is then suddenly thrown 
from contact 1 to contact 2, this charge 
on the condenser will be discharged 
through the ballistic galvanometer, which 
will indicate its quantity Qi. 

Let the experiment be repeated, using 
two cells. This will double the poten- 
tial difference between the plates of the 
condenser, and we might expect that 
double the quantity of electricity would be transferred from its 
4- to its — plates. On discharging through G, we find the quan- 



Fig. 308 
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tity to be exactly 2Qi, as was anticipated. Similarly, using 
three cells, we get SQi, and so on. 

Tabulating these values of the potential difference E between 
the plates and the charge Q obtained from the condenser, we have: 


Values of V 

Vi 

2Vi 

m 


Values of Q 

Qi 

2Qi 

3(?i 


from which it is seen at once that Q is proportional to F. 
Algebraically, 

Q <x F. 

Therefore, 

Q = CF. (270) 

The constant of proportionality C is called the capacitance of 
the condenser. Solving for C, 

C = S . (271) 

which is the defining equation of capacitance. 

In words, capacitance is the ratio of the charge on a condenser 
to the potential difference between its terminals. 

361. Units of capacitance. Units of capacitance are obtained 
by making each quantity unity in Eq. (271). In the electrostatic 
system, 

Istatcoulomb /e\net\ 

statfarad = t * V,^ ^ 

J-statvolt 

The unit of capacitance so defined is called the statfarad as in- 
dicated above. In words, the statfarad is the capacitance of a 
condenser which, when charged with one statcoulomb of elec- 
tricity, has a potential difference of one statvolt between its plates. 
In the practical system, 

1 IcDulomb 

Ifarad = ~Y~ '■ 

Avolt 

That is, the farad is the capacitance of a condenser which, when 
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charged with one coulomb of electricity, has a potential difference 
of one volt between its plates. 

Solved Problem 

Compute the relation between a farad and a statfarad. 

Known: 

- n , 1 coulomb . , IT-. 

1 farad = - j- yolt 

1 coulomb = 3 X 10® statcoulombs by Sec. 342 

1 volt = statvolt. * by Eq. (267) 

iSo^uhbn: Substituting these values, for the coulomb and the volt in Eq. (a), 

, . , 3 X 10® statcoulombs 

^ = ^ statvolt 


1 statcoulomb 
1 statvolt 


But 


1 statcoulomb 
1 statvolt 


1 statfarad. 


by Eq. (272) 


Therefore 1 farad = 9 X 10“ statfarads. (274) 

Although the farad is the recognized unit of capacitance in the 
practical system of units, it is far too large for most practical 
pmposes. The unit of capacitance most commonly used is the 
microfarad (fif): 

1 microfarad = 10“® farad (275) 

= 9 X 10^ statfarads. 

362. Capacitance of an isolated sphere. Given an isolated 
sphere of radius r cm, uniformly charged with Q stc of electricity, 
it is required to find the capacitance of the sphere with reference 
to a plane at infinity. 

By Sec. 354, a charge uniformly distributed over a sphere pro- 
duces the same effects outside the sphere as if it were concentrated 
at its center. Hence, if a sphere of radius r cm is charged with 
Q stc of electricity, the potential of its surface due to its own 
charge is, by Eq. (268): 



r 


if the medium surrounding it is a vacuum or air (k = 1). 
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This V is likewise the potential difference between the sphere 
and a body, say, a plane, at infinity, for it is the work required to 
bring a +1 charge from infinity to the sphere. Therefore, 

C ^ ^ by Eq. (271) 


Q 



— r statfarads. (276) 


That is, the capacitance of a sphere in statfarads, with reference 
to a plane at infinity, is numerically equal to its 
radius in centimeters.* 

363. Capacitance of a parallel plate con- 
denser. In a given parallel plate condenser con- 
sisting of two conducting plates charged with 
+Q and —Q esu of electricity, respectively, 
and separated by a layer of dielectric whose 
thickness is t and dielectric constant k (Fig. 

Fig. 309. Parallel 309), the total flux between the plates wiU be: 
Plate Condenser 



\*tM 


= ^ttQ lines by Eq. (263). 


If we assume the charges to be uniformly distributed, this will 
give a flux density of 


n — 

~ A cm^ 


by Sec. 346 


normal to the plates, except at the edges, provided the dimen- 
sions of the plates are large compared to the distance t between 
them. 

Hence, by Sec. 346 

_ D _ AttQ dynes 
^ k ~ kA stc 

The potential difference V between the plates is, by definition, 

* This fact led to the use of the term “centimeter” as the esu of capacitance before 
the statfarad was adopted. 
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the work required to move a unit + charge from the negative to 
the positive plate, against the field intensity. That is, 


V = Ft cos 0° 


by Sec. 76 


Therefore, 


_ 

^ Ta 


t stv. 


C 


Q-A- 

V ^ 
kA 


t 


or 

hA 

Cl = statfarads. (277) 

This is the value of C for a condenser having two conducting 
plates (i.e., one layer of dielectric). If there are n conducting 
plates there will be n — 1 layers of dielectric, and the capacitance 
will be: 

kA 

Cn = “ 1) Statfarads. (278) 


364. Determination of dielectric constant. Equation (277) 
offers an obvious method for determining the dielectric constant 
of a substance. Let a parallel plate condenser be carefully con- 
structed and placed in a vacuum. Its capacitance C® will then be: 


By Eq. (277) 




(a) 


Let the space between its plates be then filled with the sub- 
stance whose specific inductive capacitance ks is to be determined. 
The capacitance Cs will now be : 

By Eq. (277) 


= M. 

AttI 


(b) 


Dividing Eq. (b) by Eq. (a), 



and since kv 1 by definition. 



( 279 ) 
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That is, the dielectric constant, or specific inductive capaci- 
tance, ks of a substance is equal to the ratio of the capacitance of a 
condenser when that substance is used as the dielectric, to the 
capacitance of the same condenser when vacuum is the dielectric. 


Table of Specific Inductive Capacitances 


Vacuum 

1.0 

Paper 

2.6 

Hydrogen 

1.00026 

Wood (dry) 

2 to 6 

Air (dry) 

1.00059 

Mica 

3 to 6 

ParajBfin 

2.1 

Bakelite 

5 

Hard Rubber 

2.5 

Glass 

5 to 9 

Oil 

2.5 

Water 

81 


366. Series and parallel connections. A number of conductors 
are said to be coimected in series when all the electricity flows 

through each conductor. 
This type of connection 
Fig. 310 . Resistances in Series is represented diagram- 

matically in Fig. 310. 

Conductors are said to be connected in parallel when a part 
only of the electricity passes through each conductor. T his con- 




Fig. 311. Resistances in 
Parallel 


nection is represented 
by Fig. 311. 

Since the plates of 
a condenser are sepa- 


Fig. 312. Condensers in 
Series 


rated by a dielectric (insulator), electricity 
does not flow through a condenser. However, the JL, 

terms “series” and “parallel” are apphed to the j|~ 

connections of condensers also when they are ar- Hr^ — - 

ranged like the conductors described above. These 
connections are represented in Fig. 312 and Fig. 313 . Con- 
Fig. 313. densers in Parallel 



366. Capacitance of a group of con- 
densers in series. Given a group of 
condensers munbered 1, 2, 3, etc., con- 
nected in series (Fig. 314), it is re- 
quired to find the capacitance of the 
group as a whole. 

Consider first the charging process 
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(switch (S on point 1). The generator G causes an electron to 
pass from plate a to plate ft, thereby giving ft a negative charge 
of 1 electron and leaving a with an equal + charge (1 proton). 
The same is true for each electron removed from a to ft. 

Hence the total +■ charge on a is equal to the total — charge 
on ft; that is 

+Qi = —Qz numerically. 

Since plates b and a are separated by a dielectric (insulator), 
plate b then becomes charged negatively and plate c charged posi- 
tively by induction from a. Similarly, plates / and d become 
charged + and — , respectively, by induction from ft. Therefore, 
by Sec. 334 (b) and (c). 


and 


+Qi = ~Qi = +Q2 

~Qs = +Q 3 = ~Q2 


numerically. 


Hence the + and — charges on all members of a group of con- 
densers in series are the same, or 

Qi = Qi — Qz‘ (a) 

Consider now the discharging process. Throw the high re- 
sistance switch S to contact point 2. This discoimects the gen- 
erator G and connects the coulombmeter B, a ballistic galva- 
nometer, in circuit with the condensers. The electrons of charge 
— Qz will flow through the coil of the coulombmeter, registering 
their quantity on the meter, and will neutralize the equal -1-Qi 
charge on plate a. 

Being no longer bound, the electrons of plates b and d will flow 
back and neutralize the equal -f- charges on c and/, respectively; 
and the whole group will be completely discharged by the passage 
of —Qs through the coulombmeter B. 

Hence the total charge Q of electricity on the whole group is, 
for aU practical purposes, equal to —Qz; for that is all that is 
measured during discharge.* 

* Since, in charging or discharging a condenser, only the quantity of electricity on 
one plate changes sides, it is customary to speak of 4*0 as “the quantity of electricity 
on a condenser.” From the above it will be seen that it would be even better to say 
that —0 is the charge on a condenser. 
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Therefore, 

Q = Qi = Q2 = Qz. 

Since the conductors are connected in series, 
V = Vi "h V2 ~l~ V3 -!-■■■• 
By the definition of capacitance, Eq. (271) : 

Q. 


(b) 

(c) by Sec. 350 


C = 

Ci = 
C2S 


F’ 

Qi. 

Fi’ 

= Qi. 

V 2 ’ 




Fi = ^ 
Cl 

F, = ^ 


Cz = 


Qi. 

Fs’ 


y - ^ 

F 3 — 7T 


(d) 


Substituting from Eq. (d) in Eq. (c) : 

4. + + . . . 

C ~ Cl ^ C2 ^ Cs ^ 

and since the Q’s are all equal, we can divide through by Q, which 
gives the relation; 


C ~ Cl ^ C, ^ C3 ^ 


(280) 


T' 

I 

I 








'Ll9z l1 



p-ft dc2 

'Q 2 ^ 







T 


367. Capacitance of a group of condensers in parallel. Given 
a group of condensers numbered 1, 2, 3, etc., connected in parallel 

(Fig. 315), it is required to find 
the capacitance of the group 
as a whole. 

Consider first the charging 
process. The generator G 
causes electrons to pass from 
the plates a, c, and / to the 
plates 6, d, and h, charging the 
latter negatively and leaving 
the former with equal positive charges as shown. 

If the switch 8 is then thrown so that the condensers may dis- 
charge through the coulombmeter B, the electrons composing the 


Fig. 315 
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charges —Qi, —Qi, and —Qs will aU flow back through the meter, 
registering their amount on the meter and neutralizing the + 
charges on plates a, c, and /. 

The total quantity Q on the group as a whole is therefore: 

Q = Qi + Q2 + Qs + • • •• (a) 

for this is the amount that is measured during discharge. 

As the condensers are connected in parallel, all the plates on 
either side form one conductor. Since a conductor having a static 
charge is an equipotential surface (Sec. 355), all the plates on 
one side come to the same potential, and aU those on the other 
side come to a different potential. Consequently, when fully 
charged the potential difference between the plates of any one 
of the condensers equals thq potential difference between those 
of any other condenser, and equals the potential difference V 
developed by the generator. 

That is, 

V = Fi = Vt = Fa = ■ • •. (b) 

By the definition of capacitance, Eq. (271) : 

C = 2 . Q = cv 
Cl 
C 2 

Ca 

Substituting from Eq. (c) in Eq. (a), we have: 

CV = CiFi + C 2 F 2 + CaFa + • • •. 

But since, by Eq. (b) the F’ s are all equal, we may divide 
through by F, which gives the relation; 


- - C.F. 

= ^; 13. - C,V, 
= Qa = CaFa 


C — Cl + C2 + Ca + • ■ •. 


( 281 ) 
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368. Energy of a charged condenser. Let a condenser of capaci- 
tance C be charged by a generator capable of developing a poten- 
tial difference V (Fig. 316). 

When the char ging begins, the potential difference between the 
plates of the condenser is 0; and when charging is 
complete, the potential difference between them 
is V. 

Hence the average potential difference V against 
which the charge Q is “pumped” by the genera- 
tor is : * 

Y ^ 0 + F ^ V 

Fig. 316 2 2 

Therefore, the work W done by the generator in transferring Q 
units of electricity from one plate to the other against the average 
potential difference of F is: ' 

W =VQ by Eq. (264) 


a ' 

& 

*Q\ 

-Q 



- In 
" 2 ^ 

-IVQ 

= lcv> 


(282) 

(283) 


where IF is in ergs if C is in statfarads and F in statvolts; and 
IF is in joules if C is in farads and F in volts. 

369. Electrostatic machines. Beginning with a frictional device 
invented by Otto von Guericke (1602-86) of Magdeburg and 
consisting of a sphere of sulphur rotating on an axis and rubbed 
by the dry pahn of the hand, various machines were devised for 
developing large charges of static electricity. Machi n es employ- 
ing the method of induction, commonly called iafluence machines, 
proved to be capable of developing larger charges and were less af- 
fected by atmospheric conditions than machines depending upon 
friction alone. 

The electrophorus is the simplest of the induction, or influence, 
machines. It consists usually of a pie pan filled with sealing wax, 

* This is true only when the variables (in this case, Q and V) are connected by a 
linear relation. Here Q — CV, which is the equation of a straight line. (Cf. case of 
i, Sec. 27.)'' ■ ■ . 
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or a plate of hard rubber, and a somewhat smaller metal lid hav- 
ing an insulating handle. 

The cake of sealing wax is electrified negatively by being rubbed 
with fur (Fig. 317a). The lid is then lifted by the handle and 
placed upon the wax. Being warped (which is necessary), it 
touches the sealing wax at only a few points; and since the wax 
is a nonconductor, the amount of negative electricity which trans- 
fers from the wax to the lid by conduction is negligible. By induc- 
tion, electrons are repelled to the upper surface of the lid, leaving 


M 




Fig. 317. Charging an Electrophorus 


an excess of positive charges on its lower surface (Fig. 317b). The 
lid is now touched with the finger, or otherwise grounded. ^The 
electrons are then repelled to the earth, and a bound positive 
charge remains on the lid (Fig. 317c). If the lid is now lifted 
from the sealing wax by its insulating handle, the fact that it 
has a considerEible charge is demonstrated by a vigorous spark 
when the knuckle is brought neeir (Fig. 317d). Without further 
rubbing with the fur and without apparent diminution of the 
original charge on the seahng wax, a great many sparks may be 
obtained by repeating the last three steps of the process. Loss of 
charge, which is negligible, occurs only at the points of contact: 
in fact, contact is not necessary. 

The sparks evidence the dissipation of energy, since with them 
are associated heat, light, and soimd. The question naturally 
arises: What is the source of so great a supply of energy.^ It can- 
not be the original rubbing with the cat fur, because the sealing 
wax does not lose its charge. The answer is found in the fact that 
the energy of each spark is stored in the system as the lid is lifted, 
and represents the work done in pulling the protons on the lid 
away from the attractive electrons on the sealing wax. Hence, 
as we should expect, the spark is more energetic when the lid is 
lifted a foot than when it is lifted only a few inches. 
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370. The Wimshurst machine has proved to be one of the best 
electrostatic generators of the influence type. Figure 319 is a 

diagrammatic drawing of 
the machine shown in per- 
r^s spective in Fig. 318, both 

figures being lettered alike. 

The machine consists of 
two circular plates, Di and 
Di, of glass or other in- 
sulating material, rotat- 
ing in opposite directions 
on the same shaft. In 
Fig. 319 these plates are 
represented by the . stip- 
pled circles. They carry 
on their outboard faces a 
Fig. 318. The Wimshurst Machine. (Courtesy number of tin-foil 

of Central Scientific Company) ® , , _ , _ 

sectors h, U, etc., which 
act as “inductors” and “carriers” of electricity. 

The action of the Wimshurst machine is essentially that of a 
continuously acting electrophorus, and is as follows. 

Because of the ions 

always present in the 

atmosphere, some sector 

J will have an excess of 

electrons. When this 

sector passes opposite 

the brush Bi it repels 

electrons to the end 

of the equalizing arm A i, 

leaving the sector on 

plate Bi and opposite 

to J charged positively 

with a bound -4- charge. 

As the plates revolve, 

the negative charges at 

J and Bi are carried to „ 

.r 1 ... Fig. 319. Diagram of Wimshurst Machine 

the left, and the positive 

charge at Bi is carried to the right. When it comes opposite the 
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brush Bz, it induces a — charge on the sector of Di that is in 
contact with Bz, leaving a bound + charge on the sector of 
Di that is in contact with Bi. 

When these sectors of Da pass out of contact with Bz and Bi, 
they carry their — and + charges to the left and right, respec- 
tively. On arriving at J this — induces a -f- charge on the sector 
under Bi, as before; and the whole process is repeated indefinitely. 

It will be seen that both plates are carrying -f- charges to the 
right and — charges to the left. These charges are drawn off from 
the sectors by the sharp points Pg and Pi, and accumulate on 
the inner coatings of the condensers Ca and Ci, respectively. 

If the switch S is closed, Ci and Ca are in series; when it is open, 
they are virtually in series with a third condenser consisting of the 
outer coatings of Ci and Ca, separated by the wooden base of the 
machine as a (poor) dielectric. In the former case the capacitance 
of the group of condensers is greater than in the latter case; and 
a greater quantity of electricity is required to bring the two sides 
of the system to a potential dif- 
ference sufficient to cause the air 
in the gap G to break down. 

Consequently, when the switch 
is closed the sparks will be larger 
and less frequent than when it 
is open, for it takes longer to 
build up the greater charge nec- 
essary to raise the potential 
difference to the break-down 
value. 

371. The Van de Graaff elec- 
trostatic generator. The largest 
electrostatic generator that has 
been built thus far is one con- 
structed in 1933 at Round HiU, 

Mass., by L. C. and C. M. Van 
Atta, D. L. Northrup, and R. J. Van de Graaff for the Massachu- 
setts Institute of Technology.* Its great size may be seen by 
comparison with the men* and the automobile standing beside it. 



Fig. 320. Van de Graaff Electro- 
static Generator. (Courtesy of Pro- 
fessor R, J. Van de (Graaff) 


Physical Review (JSA.dc^ 15, 1936). 
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in Fig. 320; and its operation may be understood from the dia- 
grammatic sketch of Fig. 321. 

The positive terminal P and the negative terminal N are 
spheres of aluminum 1/4 in. thick and 15 ft in diameter. These 
are supported on cyhnders of insulating Textohte 5/8 in. thick, 
6 ft in diameter, and 22 ft high. Each of these towers is mounted 



Fig. 321. Diagram of Van de Graaff Generator' 


on a steel truck which can be moved along a 14-ft gauge railway 
track. The over-all height is about 43 ft. In each vertical cylinder 
run two paper belts 47 in. wide which serve to separate the charges, 
just as the glass disks and the sectors do in a Wimshurst machine. 
For clearness, only one belt is shown in each diagram. 

In actual operation, charges are “sprayed” on to the belts from 
a 20,000-volt kenotron rectifying set; but the machine may be 
operated as a “self-excited” unit. The latter method, being less 
complicated, will be described here. The diagram is further sim- 
plified by considering the charges to be carried on the inner sur- 
faces of the belts, whereas in the actual machine they are carried 
on the outer surfaces. 

Friction of the dry paper belts on the motor-driven pulleys will 
develop some charge. Suppose a -f charge carried upward by the 
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belt on the left, as shown. As it passes point D it will be neutral- 
ized by electrons attracted from the point of D, leaving F with a 
-1- charge. This will induce a — charge on the inside of the belt 
and. a charge on its outside. The latter wUl attract electrons 
from the point of G, leaving G and the sphere P positive. The 
corresponding — charge, bound on the belt by the ■+■ charge on 
F, will be carried downward. On reaching C, tMs — charge repels 
an equal — charge to B and neutralizes the -T on the point of C. 
The — charge on B induces another charge on the belt, which 
is carried upward as before, and repels electrons to the point of 
A, whence they pass to H and “spray” upon the upward moving 
belt. The belt in the tower on the right carries — charges to the 
terminal N and brings down -f- charges. 

The process of separating -f and — charges is continuous in 
both towers, arid the charges accumulate on the outer surfaces of 
the spheres with consequent increase in the potential difference 
between them. Within the spheres the field intensity is zero, and 
men may work in them while the machine is in operation. 

Built to be used as an “atom smasher” in nuclear research, the 
generator develops a potential differ- 
ence of 5,100,000 volts, at which it 
can deliver a current of 1.1 milli- 
amperes. 

372. Electrostatic voltmeters. 

When the metallic case of a gold leaf 
electroscope is connected to the 
earth, and the knob to an electrified 
body, the divergence of the leaves is 
a measure of the potentied difference 
between the body and the earth. If 
a scale, which may be calibrated in 
volts, is provided to measure the di- 
vergence of the leaves, a gold leaf 

^ ^ X'J-Vr. UXiXi. JLUJICViLlUiSliauiU V Ulli- 

electroscope becomes an electrostatic meter. (Courtesy Central Scien- 
voltmeter. tific Co.) 

The Braun electrostatic voltmeter (Fig. 322) is of this type. The 
gold leaf is replaced by a light aluminum vane, delicately bal- 
anced, which deflects from its vertical supporting rod when the 
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two are charged from a body connected to the binding post A. 
The metallic case is connected to the earth or to the other body 
at B. 

The electrostatic voltmeter has the advantage that it requires 
no current; and the same scale is correct for systems in which the 
current is either direct, or alternating of low frequency. 

373. Millikan’s oil-drop experiment.* One of the most impor- 
tant of the natural constants is the quantity of electricity repre- 
sented by one electron. The magnitude of this charge (commonly 
denoted by e), in fact the independent existence of such charges, 

was determined by Professor 
R. A. Millikan at the Uni- 
versity of Chicago in a series 
of most searching and re- 
fined experiments extendmg 
over the period from 1909 to 
1917. 

His procedure, known as 
the “balanced-drop method,” 
was substantially as follows. 

An air condenser, consist- 
ing of two circular plates M 
and N (Fig. 323) sepeaated 
by a layer of air about 1.5 cm thick, is mounted in a vessel V 
within which the pressure P may be regulated by a vacuum 
pump. M and N are coimected through a reversing switch S 
to a storage battery B of 5000 to 10,000 volts. 

Droplets of oil, having diameters of the order of 1/1000 mm, 
are sprayed into F by means of the atomizer A, and a droplet D 
wiU occasionally find its way through a pinhole at the center of 
M into the space between M and N. Such droplets are too small 
to be seen by the unaided eye, and are viewed by means of a 
short-focus telescope (not shown) which is set to look perpendicu- 
larly to the paper at D. 

In general, these droplets are strongly charged by friction in 
the spraying process. If the plates M 6md N are uncharged, the 

* R. A. Millikan, Electrons (+ and —), Protons ^ etc. (University of Chicago Press), 
p. 57. 


To Vacuum Pump 



Fig. 323, Millikan’s Oil Drop Experiment 
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drop will fall freely under the action of gravity; and from its 
speed of fall, its weight mg can be computed by Stokes’ law. 

Suppose a drop under investigation is negatively charged and 
has nearly reached the plate N. If the switch S' is then thrown 
so as to make the upper plate + and the lower plate — , the nega- 
tively charged droplet will be drawn upward. The potential dif- 
' ference between the plates could then be adjusted until the weight 
was exactly “balanced” by the upward force Fq, where F is the 
uniform field intensity between the plates and q is the charge on 
the droplet. We should then have 

Fq = mg 

from which q could be found since the other factors are known. 

It is easier, however, to observe the speed with which the drop- 
let rises and falls as the charges on the plates are reversed in sign, 
and to calculate q from these and other easily obtained data.. By 
reversing the charges on M and iV just before the droplet reached 
either plate, Millikan was able to keep the same droplet under 
observation for several hours. 

The speed depends upon the charge that the droplet carries, 
and a sudden change of speed means that the droplet has cap- 
tured a -f- or a — ion from the air. By means of an x-ray tube X, 
the air between the plates may be ionized and the charge on a 
droplet adjusted almost at will, from a certaun smallest value 
to 150 times this value. 

Thousands of observations were made by many observers, and 
invariably the charge, whether H- or — , acquired by the droplet 
was an integral multiple of the smallest charge ever (but fre- 
quently) observed. There were no fractions such as halves, thirds, 
sevenths, etc. Hence we must conclude that electricity is granu- 
lar, or atomic, in structure, the unit being this smallest quantity, 
which is called the charge of one electron e. The value of this 
natural unit charge as obtained by Professor Millikan was 

e — 4.770 ± 0.005 X 10~^® statcoulomb (284) 

= 1.590 X 10-1® coulomb. 

The experiment was made also by spraying glycerine and mer- 
cury instead of oil, and the same value of e was always obtained. 
The experiment therefore demonstrated that 
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1. There is a definite mimmum quantity, or natural unit, of 
electricity that occurs in nature. 

2. All charges are made up of a whole number of these unit 
charges. 

3. These atomic packages of electricity are the same quantity 
whether obtained by friction, as cathode rays, as beta-rays of 
radium, by ionization of a gas by x-rays, or from any known 
soOTce. 

4. The electron is the same whether obtained from a conductor 
(mercury), a nonconductor (oil), or from a senai-conductor (glyc- 
erine). 

374. Piezoelectricity. Certain crystals, notably Rochelle salt, 
quartz, tommaline, and boracite, have the property, when com- 






Fig. 324. X-Cut Quartz Plate 

pressed along a certain axis, of developing opposite charges at 
definite parts of the arystal. If subjected to tension instead of 
compression, the signs of the charges are reversed. Such charges 
are called piezoelectricity (pressure electricity). They were dis- 
covered by J. and P. Curie in 1880. 

As an example, let a plate A BCD be cut from a natural quartz 
crystal (which is hexagonal), as shown in Fig. 324a, the optic 
axis being lengthwise of the crystal; and let the surfaces of the 
plate be ground approximately plane and parallel. If this plate 
is then placed between two metal electrodes M and N (Fig. 
324b) and pressure applied along the axis P, charges of op- 
posite sign will appear on the faces in contact with the plates M 
and N. 

In the reverse effect, if the plates M and are given charges 
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of the proper sign, the crystal plate will expand along the axis E 
and contract along the axis P; but there will be no change along 
the optic axis 0. Reversal of the charges produces contraction 
along axis E and expansion along axis P. This phenomenon is 
known as electrostriction. 

If charges alternating at the natural frequency of mechanical 
vibration of the crystal are impressed upon the electrodes M and 
N, the crystal may be kept in sustained vibration. Such vibrating 
crystals me our best source of constant frequency, Fig. 325. 



Fig. 325. Quartz Crystal with Zero Temperature Co- 
efficient Used in Crystal Clock. (Courtesy of Dr. W. A. 
Marrison) 


W. G. Cady has applied them to the control of the frequency of 
broadcasting; and Dr. W. A. Marrison of the Bell Telephone 
Laboratories has used them instead of a pendulum in a clock of 
the highest precision. 

Pyroelectricity. Crystals that show piezoelectrification have also 
the property, if heated above any temperature at which they are 
electrically neutral, of developing equal and opposite charges on 
two opposite faces. If cooled below the temperature of neutrality, 
the charges ageiin appear with reversed signs. The phenomenon 
is called pyroelectrification and has been known since 1700. 

PROBLEMS 

1. Charges of + 160 and — 100 esu, respectively, are 16 cm apart in a medium 
whose dielectric constant is 2.4. What force acts upon each? 

2. Charges of +200 and — 150 esu, respectively, are 20 cm apart in a medium 
whose dielectric constant is 2.5. What force acts upon each? 

3. Two small spheres each weighing 0.1 gm and having equal charges are 
suspended from the same point by silk fibers 90 cm long. If the sphares are kept 
6 cm apart by repulsion, what is the charge on each? 

4. Two small spheres, each weighing 0.15 gm and having equal charges, are 
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suspended from the same point by silk fibers 20 cm long. If the threads make 
an angle of 10 ° with each other, what is the charge on each.^ 

5. Two small conducting bails suspended by insulating threads have the 
same diameter and mass. They are charged with —20 and +60 esu, respectively, 
arid are then allowed to touch, after which they stand apart a distance of 4 cm. 
What force does each exert on the other.^ 

6.i What is the difference of potential between A and B if it requires 1200 ergs 
of work to carry a charge of +4 esu from R to A? 

7* What work is done in carrying a charge of +5 esu from a place where the 
potential is —10 esu to where it is +50 esu.^ 

8. Charges of +96 and —48 esu are 8 cm apart. What is the field intensity 
and the potential at the point midway between them.^^ 

9. In air, charges of 40 and 50 esu are placed at the vertices A and B, re- 
spectively, of a triangle ARC whose sides AR, RC, and AC are 10, 8, and 6 cm, 
respectively. Find the field intensity at C. 

10. Charges of +64 and —48 stc are at diagonal corners of a square each 
edge of which is 4 cm long. Compute the field intensity at one of the other 
corners. 

11. A rectangle A BCD has sides AR and RC 12 cm and 8 cm long, respectively. 
Charges of +200, —100, +36, and —72 esu are placed at points A, R, C, and 
jD, respectively. Find the potential at the middle point M of CD. 

12. Two point charges of +36 and —48 esu, respectively, are 5 cm apart in 
air. What is the field intensity and the potential at a point 3 cm from the former 
point and 4 cm from the latter? 

13. A condenser has a capacitance of 2 microfarads. With how much elec- 
tricity must it be charged in order to make the potential difference between its 
plates 110 volts? 

14. A parallel plate condenser is immersed in a medium whose dielectric 
constant is 2.4. What is the capacitance of the condenser if it has 17 plates of 
conductor, each 8 cm X 10 cm and 0.4 cm apart? 

16. A parallel plate condenser is immersed in oil whose dielectric constant is 
2.5. What is the capacitance of the condenser if it has 21 plates of area 30 cm^ 
each and the plates are 0.1 cm apart? 

16. A parallel plate condenser is immersed in a medium whose dielectric con- 
stant is 1.8. What is the capacitance of the condenser if it has 19 plates of con- 
ductor, each 10 cm X 15 cm and 0.2 cm apart? 

17. A Leyden jar of 15 esu capacitance has the potential difference between its 
coatings raised from —5 esu to +25 esu. Calculate the total work required. 

18. How much energy is possessed by a condenser which has a capacitance 
of 8 statfarads when the potential difference is 50 stv? 

19. Compute the combined capacitance of three condensers having capaci- 
tances of 20, 40, and 50 statfarads, respectively, when connected (1) in series, 
and (2) in parallel 

, 20, Compute the combined capacitance of three condensers having capaci- 
tances of 15, 20, and 30 statfarads, respectively, when connected (1) in series; 
(2) inparailel:'' , 
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21. Compute the combined capacitance of three condensers having capaci- 
tances of 10, 20, and 30 statfarads, respectively, when connected (1) in series, 
and (2) in parallel. 

22. Find the capacitance of the group: 

3/uf 



t2Mf 8/jf 


Jjuf 
Pkob. 22 


23. Find the capacitance of the group: 

4$tf 

1 — li — I 




tOstf 6sff 


2stf 

Pros. 23 
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MAGNETISM 

376. Historical. Thales of Miletus, one of the “seven wise 
men” of early Greece, who, according to tradition, knew that 
amber could be electrified by rubbing, is also credited with know- 
ing (600 B.c.) that a certain kind of iron ore, now called magnetite 
(Fe 304 ), would attract iron. 

Pieces of the mineral exhibiting this property were called mag- 
nets, or natural magnets, because they were found in Magnesia in 
Asia Minor. They are also called lodestones, i.e., “leading stones.” 

The first scientific work on magnets was De Magnete, published 
in 1600 by William Gfibert, physician-in-ordinaiy to Queen Eliza- 
beth. He was an ingenious experimenter, and established most 
of the conunonly known -facts about magnets except those asso- 
ciated with electric currents. 

376. Artificial magnets may be made by properly stro king a 
piece of iron or steel with a natmal magnet, or by placing the 
piece to be magnetized in a coil of wire in which electricity is 
flowing. Much stronger magnets are produced by the latter than 
by the former method. 

Magnets made of soft iron are temporary, retaining their mag- 
netism for a short time only; but if made from hard, cobalt, or 
tungsten steel, they 8U'e practicedly per/nanenl. 

Bar magnets (Fig. 326a) are preferred for many uses; but by 
bendii^ the bar before magnetization into a U-shaped horseshoe 



Fig. 326. Pennaneat Magnets 

magnet (Fig. 326b), to decrease the distance between its ends, 
much greater effect is secured, as for lifting purposes. 
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377. Magnetic poles. If a magnet is lifted out of a pile of filings 
or small tacks, these bits of iron wfil be found to cbng in clusters 
about two regions, usually near the ends (Fig. 327). 

Gilbert called these “points” at which the magnetism appeared 
to be concentrated the poles of the magnet. But they are regions 



Fig. 327. Iron Filings Cluster about Magnet Poles. (Chicago Apparatus Co.) 


rather than points, for they cannot be located with precision, and 
their positions shift somewhat as two magnets approach each 
other. 

Again, if a number of magnets are suspended so as to turn freely 
about a vertical axis, and are at a considerable distance from one 
another, it wiU be found when they come to rest that all of them 
point approximately north and south. The pole toward the north 
is called the north-seeking pole, or north pole, of the magnet; and 
the other one, the south-seeking pole, or south pole. North poles 
are called also positive poles; south poles, negative. 

A magnet always has at least two poles; a single isolated mag- 
netic pole cannot be obtained. Even if a magnet is broken into 



very small fragments, each fragment still exhibits two poles. This 
constitutes an important difference between magnetic poles and 
electric charges; a positive pole cannot be separated from an asso- 
ciated equal negative pole, whereas positive and negative charges 
of electricity can be separated readily. 

That the two poles are of equal strength may be shown as fol- 
lows. Let a magnet be placed on a piece of cork and that in turn 
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on the surface of a dish of water. The magnet will take up a north 
and south direction by a motion of pure rotation, i.e., without 
any longitudinal motion. If either pole were the stronger, the 
magnet would drift in the corresponding direction. Since it does 
not drift, the poles must be of equal strength. 

378. Du Fay’s law of magnetism. After the magnets of Fig. 328 
have come to rest, let their north and south poles be marked. If 
any one of the magnets is then removed from its support and its 
poles are presented successively to the poles of those that remain, 
it will be found that any north will repel any other north, and that 
any south will repel any other south. Finthermore, any north 
will attract any south, and vice versa. From such data, Du Fay 
gave in 1745 the law which bears bis name: Like poles repel each 
other; unlike poles attract each other. 

379. Coulomb’s law of magnetism. By means of a torsion bal- 
ance, as in Fig. 329, Coulomb obtained in 1785 the quantitative 

relation for the force exerted 
by two magnetic poles upon 
each other in air. He used 
long slender magnets so that 
the effect of the more remote 
poles could be neglected. Sub- 
sequently it was found that 
the medium in which the poles 
are immersed has an effect 
upon the force. The law is as 
follows. 

The force / of attraction or repulsion between two isolated 
point magnetic poles varies directly as their pole strengths mi 
and m 2 and inversely as a property jr of the medium and as the 
square of the distance r between them. 

In symbols, 

, mm-i 

j “ — ~r 

or 

/ = for any irnits (285) 

where C" is a constant depending upon the choice of units. 



Fig. 329. Illustrating Coulomb’s Law 
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The forces act along the line joining the two poles. 

The law is an ideal one, since it is not possible to secure isolated 
point poles, and when applied to actual magnets it gives results 
that are only approximately correct. But it is most useful as a 
basis for the definitions and theory that follow. It will be noted 
that Coulomb’s law for magnetic poles has exactly the same form 
as his law for electrostatic charges, Eq. (255). 

The effect of those media in which it is possible to suspend mag- 
nets is so slight that it is not feasible to determine the permeability 
of a medium by this relation. Permeability is therefore defimed 
in Sec. 454, where the method of determining it is described. 


4 


{vacuum 


'/cm 


"/r 

li 


380. Electromagnetic units. Thus far no units of magnetic pole 
strength have been adopted, the units used having been entirely 
arbitrary. Since C" depends 
upon the choice of units, we now 
proceed to choose units so as to ; 
eliminate C” by making it unity. 

1. The unit of permeability ii 

is defined as the permeability of 
£l VStCUUlIH Fig. 330. Umt Poles 

2. The unit magnetic pole is defined as a pole which will repel 
an equal like pole at a distance of one centimeter in a vacuum 
with a force of one dyne. 

We may imagine an experiment (Fig. 330) in which the quan- 
tities are those chosen in these two definitions. Substituting these 
values in Coulomb’s law, Eq. (285), we have: 


whence 


1 dyne 
C" 


, (1 unit pole)(l unit pole) 
(1 for vacuum) (1 cm)^ 

for these units. 


The above units are the first of the absolute electromagnetic 
system (emu), from which later on we shall obtain the practical 
system of units used in the majority of everyday electrical meas- 
urements. 

Coulomb’s law may now be written in the simplified form: 

provided emu are used. . (286) 
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For air, in which most magnetic experiments are made, ji 
= 1.0000004; and it is approximately unity for most materials. 
Hence, in the majority of cases, u may be omitted from the for- 
mula. 

381. Magnetic field. A magnetic field is a region in which mag- 
netic elfects may be detected. We do not always know where the 
magnetic field originates. For example, in Fig. 328, the fact that 
the magnets all orient themselves in a direction approximately 
north and south indicates that they are in a magnetic field, which 
we call the earth’s field— but we do not know definitely what 
causes this field. Every magnet produces about it a magnetic 
field which theoretically extends to injfinity, but its practical ex- 
tent is seldom beyond a few meters. 

When iron filings are scattered over a sheet of paper under 
which a magnet hes, and the paper is tapped to relieve friction, 



Fig. 331. Field about a Magnet 


the filings arrange themselves in symmetrical curves about the 
magnet, being most concentrated where the field is strongest 
(Fig. 331). These lines present to the eye an excellent picture of 
the distribution of the magnetic field, and gave Faraday the idea 
of “lines of force,” which he used most effectively in explaining 
many magnetic phenomena. 

Each tiny bit of iron, when it falls into the magnetic field, be- 
comes a magnet by induction and moves into a position of equi- 
librium under the forces present. Exactly similjir curves may be 
traced out by using a small compass, a dot being placed at each 
end of the compass needle and the needle then moved up until its 
south end comes to the point previously placed opposite its north 
end. 
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A line of magnetic force is therefore defined as the path followed 
by a north magnetic pole when free to move in a magnetic field. 
The direction of the field at a point is taken as the Erection of 
motion of the north pole as it describes the line of force through 
that point. 

Lines of force never 
cross one another. They 
appear to come out of the 
north end and re-enter the 
south end of a magnet. 

They are believed to be 
closed curves continuing 
through the magnet from F*®- 332. Magnetic Lines of Force Are 
its south to its north end Continuous. 

(Fig. 332), because they do so in the case of a solenoid (see 
Fig. 345); but this cannot be verified in the case of a solid 
magnet. 

In the following sections, this qualitative method of depicting 
a magnetic field is made quantitative. 

382. Test pole. The test pole by means of which a magnetic 
field is investigated is taken to be a unit positive pole. As it would 
be difficult to prepare a pole of exactly unit strength, any pole of 
known strength may be used; but results are reduced to what 
they would have been if a unit positive pole had been used. 

383. Magnetic field intensity. The intensity, or strength, H 
of a magnetic field at a point is defined as the force in dynes that 
acts upon a imit -f- pole when placed at the point in question. 
Hence, if / is the force in dynes that acts upon a pole of strength 
mi unit poles when placed at a certain point, then the field in- 
tensity at that point is: 

^ 4 ( 287 ) 

If we know the strength m of the point pole that produces the 
field under consideration, we can now find an expression for the 
intensity of that field. For when a pole of strength mi is placed 
at a distance r cm from the pole of strength m which produces the 
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field, it will be acted upon by a force / as given by Coulomb’s 
law: 

^ ~ jxr^ 

which, substituted for /in Eq. (287), gives: 

fj — HL _ dynes ^ oersteds. (288) 

jxr^ umt pole ^ ' 

The direction of H, which is also called the direction of the field, 
is the direction of the force that acts upon the +1 test pole. 
Hence H is & vector quantity. 

Magnetic field intensity may be represented by drawing lines 
of force, just as was done for electric field intensity (Sec. 344). 

The unit of H is obtained from its defining equation (287), 
where it is seen that H is unity when / is 1 dyne and mi is 1 unit 
pole. This unit of field intensity is called the oersted after Hans 
Christian Oersted, professor of physics at the University of Copen- 
hagen, who discovered in 1819 that a magnetic field surrounds a 
wire in which electricity is flowing. We have therefore: 


1 oersted = 


1 dyne 
1 unit pole 


That is, an oersted is the intensity of a magnetic field at a point 
when a unit magnetic pole placed at the point in question is acted 


upon by a force of one dyne. 



384. Magnetic moment. Since 
it is impossible to secure a mag- 
netic north pole unaccompanied 
by an equal south pole, and since 
magnetic poles cannot be located 
as definite points, experiments 
with actual magnets must be 
carried out with the two poles 
attached together. Such a com- 
bination is called a magnetic 
doublet, or dipole, and has a 
definite magnetic moment. This 
is a useful property and is readily 
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determinable without knowing the pole strength and distance 
between the poles separately. 

Consider an ideal magnet NS (Fig. 333) of length I cm and 
having poles of strength m at its ends. Let this magnet be suSt 
pended at its center 0 in a uniform magnetic field of intensity H 
by a torsion fiber perpendicular to the paper. Then each end of 
the magnet is acted upon by a force / as shown, where 

/ = Hm by Eq. (287), 

and these forces produce a couple whose torque is: 

S = fl sin d 
= Hml sin 0. 


The product ml is called the magnetic moment M of the magnet: 


so that 


M s ml 
3 = HM sin e. 


(289) 


Here it will be seen that when H — 1 oersted and d = 90°, 
M = 3. Hence, magnetic moment is measured by the torque 
necessary to hold a suspended magnet at right angles to a mag- 
netic field whose intensity is one oersted. It will be noted that 
M may be found without knowing m and I separately. 


386. Magnetic fiux density; total flux. If a piece of magnetiz- 
able material such as iron is placed in a magnetic field of intensity 
H oersteds, more than H lines/cm^ are required to carry out the 
convention of representing the state of magnetization within the 
material by lines, on account of the magnetic poles induced in the 
material itself. The analysis is quite similar to that of Sec. 346 
in electrostatics. 

The number of lines per square centimeter required is called 
the magnetic induction, or flux density B. This is found as de- 
scribed in Sec. 454, where we obtain the relations: 

li = ^ and B = nH. (290) 

The unit of flux density is logiceiUy one line per square centi- 
meter. This unit has been officially named the gauss after Carl 



442 


ELECTRICITY AND MAGNETISM 


Frederick Gauss, who, with WiQiam Weber, originated the ab- 
solute system of units in 1832. 

1 gauss = 1 line/cm^. 

If the flux density B is uniform over a certain area A perpendic- 
ular to the flux density, the total number of lines through the 
area is: 

BA (291) 

and # is called the total flux through the area. 

The line is the logical unit of flux in the electromagnetic system. 
It is ofi&cially named the maxwell after James Clerk Maxwell, 
who formulated the electromagnetic theory of hght in 1864. 

1 maxwell = 1 hne of magnetic flux. 

The practical unit of magnetic flux is called the weber after 
Wilham Weber, mentioned above. 

1 weber = 10® maxwells, or lines. 

The word “flux,” which implies a flow of something, was in- 
troduced into the hterature of magnetics in the early days when 
magnetism was thought of as a fluid. It was an unfortunate choice, 
for we are now sure that magnetism does not flow like electricity. 
Magnetic phenomena are static, and the very exact analogy be- 
tween many electrostatic and magnetic effects should be care- 
fully noted. 

By reasoning similar to that of See. 347 in electrostatics, we 
may show that at a distance r cm from a point magnetic pole of 
strength m the flux density due to that pole is : 

B = gausses, or lines/cm®. (292) 

Likewise, following Sec. 349, Gauss’ law for magnetic flux be- 
comes: The total flux from a pole of strength m unit poles is 

$ = 47rm maxwells, or lines. (293) 

386. Paramagnetic and diamagnetic substances. Prior to 1845, 
it was thought that only iron and nickel and their alloys were 
susceptible to magnetization. To Faraday this “appeared too 
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extraordinary to be probable.” Accordingly, he built very power- 
ful electronaagnets (Sec. 455) and found, as he suspected, that 
apparently all substances are affected by magnetization. He 
divided them into two classes: 

1. Paramagnetic substances, which have a permeability greater 
than that of a vacuum; i.e., m > 1- 

2. Diamagnetic substances, which have a permeability less than 
that of a vacuum; i.e., m < 1- 

These names, suggested by WheweU, arose from the fact that 
in a strong magnetic field paramagnetic substances in the form 
of rods tend to turn parallel to the direction of the field, whereas 
rods of diamagnetic substances tend to turn across (cf. diameter) 
the field.* 

Paramagnetic substances are attracted by a magnet; i.e., they 
tend to move into the strongest part of the field. The reverse is 
true of diamagnetic substances. 

A significant fact is that the most markedly paramagnetic ele- 
ments — iron, cobalt, and nickel — occur consecutively in the peri- 
odic table, their atomic numbers being 26, 27, and 28, respectively. 
These elements have permeabihties that are very much greater 
than those of other paramagnetic substances, and which obey dif- 
ferent laws. They are, therefore, placed in a special class of ferro- 
magnetic bodies, which comprises substances whose permeabil- 
ities approximate that of iron (ferrum) and behave similarly. To 
this class belong certain alloys, notably Heusler’s alloy (15 Al, 
61 Cu, 24 Mn), Permalloy (78 Ni, 22 Fe), Perminvar (45 Ni, 
25 Co, 30 Fe), and Alnico (12 Al, 20 Ni, 5 Co, 63 Fe). 

The great majority of other substances have permeabilities so 
nearly unity that for most purposes they behave like a vacuum 
or air with respect to a magnetic field, and are commonly referred 
to as being nonmagnetic. If, however, observations are carried to 
six or eight significant figures, manganese, aluminum, air, and 
oxygen are found to be paramagnetic; whereas copper, tin, zinc, 
wood, paper, glass, rubber, body tissue, water, nitrogen, hydrogen, 
and helium are diamagnetic. Bismuth is the most diamagnetic 
substance known. 

* Theory predicts that in a perfectly uniform magnetic field, which is extremely 
difficult to secure, the latter statement does not hold true.— A. G. Webster, Theory 
cf EHectricity and Magnetism (New York, The Macmillan Co., 1897), p. 371. 
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Substance 

Permeability 

Substance 

Permeability 

Soft wrought iron j 

3750 

Vacuum 

1. (by definition) 

Cast semi-steel 

1400 

Air 

1.0000004 

Machine steel 

460 

Platinum 

1.00002 

Nickel 

296 

Water 

0.999991 

Cobalt 

177 

Bismuth 

0.9998 

Heusler’s alloy 

115 




The influence of the medium on the magnetic behavior of a 
substance was first observed by Faraday. A body behaves as 
peiramagnetic or diamagnetic according as its permeability is 
greater or less than that of the surrounding medium. Thus a 
tube of ferric chloride places itself parallel to the magnetic field 
when suspended in a ferric chloride solution of less concentration, 
but it turns crosswise to the field in a solution of concentration 
greater than that in the tube. 

387. Terrestrial magnetism. The fact that magnets point 
nearly north when properly suspended was known in Europe as 


Fig. 334. Compass. 

(Courtesy Central Sci- 
entific Co.) 

early as the twelfth century, 
and probably earher in China. 

A magnet mounted so as to ro- 
tate freely in a horizontal plane, 
for use in determining direction, 
is called a magnetic compass (Fig. 334). Columbus used such a 
compass on his first voyage to America. 

This north-pointing property of magnets is easily accounted 
for by considering the earth itself to be a great magnet. It is 
usual to cal the pole near the geographical north pole, the “earth’s 
north magnetic pole”; although obviously it must be magneti- 
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N 

Fig. 336. 
Free Mag- 
netic Needle 


cally a south pole, since it attracts what we have defined as the 
north pole of a magnet. 

The earth’s north magnetic pole was located in 1935 at latitude 
71° N, longitude 96° W ; and its south magnetic pole, at latitude 
72°30' S, longitude 156° E.* Their positions change continuously. 

Lines of force may be mapped for the earth’s magnetic field, as 
in Fig. 335. If a compass needle is delicately mounted so as to be 
free to turn about both a horizontal and a vertical axis (Fig. 336), 
it will place itself tangent to the line of force at that point. Such 
a needle will be found 
to point neither truly 
north nor nearly hori- 
zontal. 

A plane passed 
through the needle 
and the center of the 
earth is called the mag- 
netic meridian. 

A plane which passes 
through the axis of 
the earth and the point of ob- 
servation (center of the needle) 
is called the true meridian. 

The angle which the magnetic 
meridian makes with the true 
meridian is called the declination, 
or deviation, of the compass. 

That is, declination is the angle 
between the direction of north 
as indicated by the compass 
needle and the direction of true north. 

The angle which a suspended magnet makes with the horizontal 
plane through its center is called the dip, or inclination. Declina- 
tion and dip are usually determined with different instrmnents: 
for the former the needle turns in a horizontal plane only ; for the 
latter a “dipping needle,” turning only on a horizontal axis, is 
used. An instrument that may be used for both purposes is shown 
in Fig. 337. Lines of equal declination (isogonic lines) for the 

* Courtesy of the U. S. Coast and Geodetic Survey. 



Fig. 337. Combined Compass and 
Dip Needle. (Courtesy Central Scien- 
tific Co.) 
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United States are sketched in Fig. 338 for each 5°, approximately 
correct for 1932. 



In order to determine the intensity of the earth’s magnetic 
field, its horizonted component Hh is first determined by means of 
a magnet suspended to oscillate like a torsion pen- 
dulum.* The angle of dip 6 being known, the total 
intensity Ht is then found by the following equation, 
based on Fig. 339a: 

(294) 


Fig. 339a. Total 
Intensity 




cos d 


The ratio of the horizontal and 
vertical components of the earth’s 
magnetic field may be determined 
by means of the earth inductor, 

Fig. 339b. 

The intensity , declination, and dip 
vary throughout the year (secular), . 

throughout the day (diurnal), -and on (Courtesy Central Sdent^S 

* J. J. Thomson, Electricity and Magnetism (Cambridge University Press, 1921), 

p. 160. 




MAGNETISM 


447 


occasion (magnetic storms). Secular variations follow closely the 
11-year cycle of sunspot change, with which they are undoubtedly 
connected. Diurnal variations are due to the varying effects of 
the sim and moon during the day and night. Magnetic storms 
are indicated by large changes in the direction and intensity of 
the earth’s field. They appear to be associated with sunspot ac- 
tivity, and frequently accompany displays of the aurora borealis. 

Terrestrial magnetism has not yet been satisfactorily explained. 

388. Theories of magnetism. As has already been mentioned, 
if a magnet is broken, a new north and a new south pole appear 
at the sides of the break. This is true regeirdless of how often the 
successive pieces are broken. Hence, if we could continue the 
breaking-up process until the magnet was reduced to its molecules, 
we might expect each molecule to exhibit a north and a south 
pole; and if the molecules are all ahke, aU the north poles should 
be equal and all the south poles equal. Also, since we find mag- 
netizable material in neutral pieces of all sizes, the simplest as- 
sumption is that the individual north 
and south poles are equal and hence 
neutrahze each other when arranged 
at random. 

From such considerations we have 
Ewing’s theory: The molecules of all 
magnetizable substances are tiny 
magnets, each having a north and an 
equal south pole. In the unmagnet- 
ized state, these elementary magnets 
are arranged in groups so that the xm- 
hke poles neutralize one another 
(Fig. 340). On being magnetized, 
these elementary magnets are oriented so that a majority of norths 
point in one direction, and of souths in the opposite direction; 
and the material exhibits poles. 

At first, in the magnetizing process, only the less stable groups 
wiU break up. But as magnetization proceeds, the poles become 
stronger, until finally no amount of stroking or increase in mag- 
netizing current causes any further increase in the pole strength. 
The material is then said to be saturated, and we should expect 




UNMAGN-ET/ZED 




T\ 


PARTLY MAGNETfZED 


SATURATED 

Fig. 340. Molecular Theory of 
Magnetization 
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this when all the molecules are turned with like poles in one 
direction. 

While this theory merely pushes the responsibility for magnet- 
ism back to the molecule, on this basis it explains very satisfacto- 
rily the following facts: 

1. Equality of poles. 

2. Appearance of new poles at a break. 

3. Induced pole unlike inducing pole. 

4. Gradual magnetization. 

5. Saturation. 

6. Loss of poles at high temperatures. 

In an effort to explain why the molecules of a substance should 
have magnetic poles, Andre Marie Ampere suggested as early as 
1825 that in each molecule of a magnetizable material there is a 
circular current of electricity (“Amperian current”), so that each 
such particle is in reality a tiny electromagnet (Sec. 455) . Modern 
theory indicates that Ampere made a marvelously good guess. 

On the basis of the Rutherford-Bohr theory of atomic structure 
every atom consists of a positive nucleus around which electrons 
revolve in various orbits. More recently, Goudsmit has shown 
that the fine structure of spectral lines is evidence that the elec- 
trons are also spinning about their own axes. 

Rowland’s experiment (Sec. 408) shows that any charge of 
electricity in motion is an electric current and produces a mag- 
netic field. Hence Ampere’s hypothetical currents are actually 
accounted for by our present knowledge of atomic structure, but 
inhere in the atom rather than in the molecule. 

These whirling charges give to each atom a definite magnetic 
moment, and associated with it is a definite angular momentum. 
We should therefore expect the atoms to behave like little gyro- 
scopes and to conform to the laws of quantum mechanics. If the 
former prediction is true, on spinning a piece of iron at high speed 
the tiny gyroscopes should set themselves with their axes parallel 
to the axis of rotation; and hence the specimen should exhibit 
magnetic poles due to the rotation alone. This -experiment has 
been made by S. Ji Barnett, and feeble poles were found as ex- 
pected. On the basis of the quantum theory, J. C. Slater has ac- 
counted for the exceptional magnetic properties of iron, cobalt, 
and mckel. 
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Diamagnetism is the magnetic property best understood. It is 
thought to be due to precession of the little gyroscopes about axes 
parallel to the direction of the field. It appears to be exhibited by 
all substances; but, being a small effect, it is often masked by 
paramagnetism or ferromagnetism. 

Paramagnetism is accounted for by partial orientation of the 
atomic magnets (“magnetons”) of substances in which there is an 
unbalanced magnetic moment of the atom. 

Ferromagnetism is least well understood. It seems necessary 
to suppose that in ferromagnetic substances some 10^® atoms are 
associated together in a ^‘domain^^ which has a large resultant 
magnetic moment, and that these domains are readily aligned by a 
magnetic field. While such domains have not been definitely 
identified in the structure of the material, on alignment they 
produce a click that may easily be amplified and heard. 

There is much experimental evidence in support of these 
theories.* 


PROBLEMS 

J.. Two magnetic poles, one of 40 and the other of 15 unit poles, are placed 
5 cm apart in air. Find the force with which the poles repel each other. 

2. Find the field intensity at a point 5 cm from the north pole and 12 cm 
from the south pole of a magnet if the poles are 13 cm apart and have a pole 
strength of 60 emu. 

Two magnetic poles, one of 60 and one of 25 unit poles, are placed 8 cm 
apart in air. Find the force with which the poles repel each other. 

4. Two magnetic poles of 50 and 15 unit poles, respectively, are 10 cm apart 
in air. Find the force with which the poles repel each other. 

5. The two poles of a bar magnet are 6 cm apart and of 300 unit poles 
strSigth. What force does the magnet exert upon a pole of 15 units placed on 
tlie perpendicular bisector of its length and 4 cm above its center line.^ 

6. Calculate the moment of force exerted on a magnet 4 cm long if the axis 
of the magnet makes an angle of 30° with a field of intensity 0.18 oersted. The 
strength of each magnet pole is 200 unit poles. 

7. What is the torque exerted on a magnet 6 cm long if the axis of the magnet 
makes an angle of 60° with a magnetic field of 0.22 oersted intensity? The 
strength of each pole is 100 unit poles, 

* References: 

S. R. Williams, Magnetic Phenomena (New York, McGraw-Hill Book Go., 1931). 

S- Dushman, “Theories of Magnetism,” General Electric Review (May, Aug., 
Sept., Oct., Dec., 1916). 

K. K. Darrow, Theory of Magnetism, Bell Technical Journal (April 1936). 

F. Bitter, Introduction to Ferromagnetism (New York, McGraw-Hill Book Co, 
1937). 
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8. ^ Find the field intensity at a point 3 cm from the north pole and 4 cm from 
the south pole of a magnet if the poles are 5 cm apart and the pole strength is 
40 unit poles. 

9. Find the field intensity at a point 5 cm from the north pole and 12 cm 
from the south pole of a magnet if the poles are 13 cm apart and the pole strength 
is 50 emu. 

10. What is the total flux from a pole whose strength is 75 emuP 

11. The horizontal component of the earth’s field is 0.22 oersted and the re- 
sultant is inclined 21® to the vertical. Find the resultant strength of the field 
and the vertical component. 

12. The resultant field intensity due to the earth at a certain point is 0.56 
oersted and is inclined 30® to the vertical. Find the horizontal and vertical in- 
tensities. 

13. How many lines of force pass through 1 m^ of floor area where the total 
strength of the earth’s magnetic field is 0.5 oersted and the dip is 69®? 

14. How many lines of force pass through 1 ft^ of floor area where the total 
strength of the earth’s magnetic field is 0.4 oersted and the dip is 72°? 

15. How many lines of force pass through 1 m^ of a vertical wall where the 
total strength of the earth’s field is 0.25 oersted, the declination 8® west, and 
the dip 70®: (a) when the wall runs north and south? (b) when the wall runs 
east and west? 
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I cannot help thinking while I dwell upon them that 
this discovery of magnet-electricity is the greatest ex- 
perimental result ever obtained by an investigator. 

— John Tynda^ 




CHAPTER XXVI 


FUNDAMENTAL LAWS AND INSTRUMENTS 

389. Electric current. After Stephen Gray discovered in 1730 
that metals could be electrified like other bodies if held by an in- 
sulating handle, it was generally assumed that the reason they 
could not be electrified without such handles was because elec- 
tricity flowed through conductors, more or less as water flows 
through a pipe, and escaped through the body to the ground. We 
are now reasonably sure from the work of Sir J. J. Thomson and 
R. A. Millikan that a current of electricity is a stream of electrons. 
The “free electrons” in a conductor are repelled from the nega- 
tive end of the conductor and drift toward its positive end. 

Quantitatively, electric current I is defined as the time rate of 
flow of electricity. Average current (7) is expressed algebraically by 

I = j (295) 

where Q is the quantity of electricity that flows past a given point 
in the time t 

Electrodynamics deals with electricity in motion. Since elec- 
tricity in motion is always accompanied by a magnetic field, elec- 
trodynamics is also called electromagnetics, or current electricity. 

390. The voltaic cell. The electrostatic generators described in 
Secs. 369-371 are not satisfactory for maintaining a current of 
electricity, for reasons that will be understood as we proceed. 
The first device for this purpose was the simple cell of Alessandro 
Volta who in 1799, while endeavoring to explain the famous frog 
leg experiment of Galvani, found that when a strip of copper and 
one of zinc \yere dipped into dilute acid and their outer ends con- 
nected by wires to the nerve and muscle, the frog legs twitched as 
when excited from the static machine. 

That static charges actually appear on the copper and zinc 
strips may be shown by the following experiment. Let a con- 
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Fig. 341. Polarity of Simple Cell 


denser C (Fig. 341) be supported on an insulating stand and have 
its upper plate provided with an insulating handle, the plates be- 
ing separated hy a thin, unbroken layer of shellac or paraffined 
paper. Let the upper plate he connected to the ground and the 
lower plate to a gold leaf electroscope J. If the copper strip A of 
the simple cell is then connected to the lower plate of the con- 
denser, emd the zinc strip B to 
the upper plate, the electroscope 
will give no indication, not being 
sufficiently sensitive. 

But let the connection to the 
cell be broken with weU-insu- 
lated pliers, and the upper plate 
lifted gradually by means of its 
insulating handle. Then, as the 
plate is raised, the leaves of the electroscope will diverge, be- 
cause the capacitance of the condenser decreases as the distance 
between its plates increases, and the charge being constant, the 
potential difference between its plates increases in proportion to 
the work done in separating the charges on those plates. 

If the charge on the electroscope is tested, it will be found posi- 
tive. Hence the copper terminal is called the positive pole and 
the zinc, the negative pole, of the simple cell. (Zinc is negative in 
all ordinary cells.) 

The copper and the zinc were at the same potential before they 
were placed in the acid. As a result of the chemical action, equal 
+ and — charges are segregated upon A and B, respectively; 
and since positive work would have to be done on each -f- charge 
to move it from B to A, the potential of A is higher than that of 
B, according to the definition of Sec. 353. Consequently, if A 
and B are connected by a conductor, + charges should flow along 
it from A to B, and in the experiment this appears to be true. 
Hence it became conventional to say that positive electricity flows 
from the positive to the negative terminal of a cell, or of any generator. 

As a matter of fact, we are now quite certain that exactly the 
reverse of this takes place. Electrons flow from the negative to 
the positive terminal along the wire. The discrepancy is due to 
the fact that we arbitrarily chose the unit + charge as our test 
charge (Sec. 343). Had the unit — charge been chosen as the test 
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charge, our mathematics would have been in exact accord with 
the facts. However, this difficulty, being due to a mere convention 
of signs, does not affect the final results of an experiment, and will 
be corrected gradually as the literature of science increases. 

The simple Voltaic cell will maintain a current of electricity 
for a considerable time in a wire connecting its terminals, as may 
be shown by any of the current-detecting devices described in the 
following paragraphs. The defects of this cell and the ^ 
improved forms intended to eliminate these defects are 
described in Chap. XXIX. 1 

The conventional representation of a primary cell is ^^2 
shown in Fig. 342, where the long thin line represents 
the positive plate and the short thick one, the negative plate. 

Several cells used in conjunction are called a battery. 

391. Oersted’s experiment. In order to measure currents of 
electricity, we must consider next a phenomenon accidentally dis- 
covered in 1819 by Hans Christian 
Oersted of the University of Copen- 
hagen, while experimenting before his 
class. A wire was placed parallel to 
a magnetic needle, as in Fig. 343. 

Fig. 343. Oersteds Law producing a Current in the wire by 

means of a battery (several cells), he noted that the needle was 
deflected strongly toward a position at right angles to the wire. 
On reversing the current, the deflection was reversed. 

The behavior of the needle may be predicted by Oersted’s law. 
If a wire is parallel to a magnetic needle and a current of electricity 
is produced in the wire, the needle will deflect according to the 
following rule: Place the right hand so that the wire lies between 
the palm of the hand and the needle. Then, if the fingers point in 
the direction of the current, the thumb will point to the side to 
which the north pole will be deflected. 

This experiment was the discovery of electric motor action, the 
principle upon which the numberless electric motors now made 
all operate. It was the first intimation that there is always a mag- 
netic field associated with electricity in motion. 

392. Magnetic field due to a current in a straight wire. The 
behavior of the magnetic needle in Oersted’s experiment is readily 
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understood if we plot the magnetic field about a straight wire on 
a card through which the wire passes perpendicularly. This may 
he done either with iron filings or by means of a small compass. 




Fig. 344. Field about a Straight Wire 

3y either method, the lines of force are found to be concentric 
circles with the wire at the center (Fig. 344). 

The direction of these magnetic lines is given by the following 
rule: Grasp the wire with the right hand, the thumb pointing in 
the direction of the current. The fingers will then point in the di- 
rection of the magnetic lines of force. 

393. Magnetic field of current in a helix or solenoid. If the 
wire of the preceding paragraph is bent into a helix and the lines 

are traced out, it will be 
found that the magnetic 
fields due to the current in 
the individual turns of the 
helix give a resultant field, 
as shown in Fig. 345, which 
is similar to the field of a 
bar magnet (Fig. 332). We 
might expect, therefore, 
that the end of the coil from which the lines emerge would be- 
have like a north pole; and the end where they enter, like a 
south pole. This is found to be the fact : a helical or a circular 
current has all the properties of a magnet. 

The polarity of a helix, or solenoid, is readily determined by the 
following rule : Grasp the helix with the right hand with the fingesH 



Fig. 345. Magnetic Field in Solenoid 
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pointing in the direction of the cur- 
rent. The thumb will then point to the 
north end of the coil (Fig. 346). 

To determine whether one is looking 
at the north or the south end of a coil, pig. 345 . The Right Hand Rule 
write an N or an $ in the end view of for the Helix 

the coil. If the current has the direction of the arrow points of 

is the north end of the coil; other- 
I M )= S I wise the south (Fig. 347). 



Fig. 348. Ampere’s Law 


Fig. 347. Polarity of 394. Ampere’s law. Since ail motion is 
Coils Seen End-On relative, we should expect that if the mag- 
net in Oersted’s experiment were held feed, the wire in which 
the electricity flows would move. Ampere (1775-1836), professor 
of physics at the Polytechnic School in 
Paris, investigated the relations between 
electric currents and magnetic fields in 
a brilliant manner. Somewhat simpli- 
fied, his law may be stated as follows: 

If a length I of wire containing a cur- 
rent I lies in and perpendicular to a 
magnetic field of flux density B, it is acted upon by a force F 
which is proportional to B, I, and I and which is perpendicular 
to B and I (Fig. 348). Algebraically, 

F 0 = BIl 

F = kBIl (296) 

where the constant of proportionality k depends upon the choice 
of units. If the wire is free to move, the 
direction of its motion wiU be the same as the 
direction of F. 

The direction of the force F is conveniently 
determined by Fleming’s motor rule: Set the 
first finger (thmnb), the index finger, and the 
middle finger of the Ufi hand at right angles to 
one another. Then, if the first finger is in the 
direction of the flux, and the index finger in the direction of the 
current J, the middle finger will be in the direction of the motion 
^IP’ig. 349). This is the only left hand rule. 


y, 



M 


Fig. 349. Flem- 
ing’s Motor 
Rule 
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Fleming’s rule is easily remembered from the mnemonic scheme 
that the initial letters of corresponding things ape the same: 

First linger — Flux 
/ndex finger — I (current) 

Middle finger — Motion. 

Thus far no unit of cmrent has been defined. Since k in Am- 
pere’s law depends upon the choice of units, it wiU be simplest to 
choose a unit of / so as to make k equal to unity. Accordingly, 
the abampere is defined as that current which, in a wire one 
centimeter long in and at right angles to a magnetic field of one 
line per square centimeter, is acted upon by a force of one dyne 
at right angles to the current and the flux. 

If we put the values from this definition back into Eq. (296) 
above, we have: 

1 dyne = X 1 — ^ X 1 abampere X 1 cm 

whence 

^ = 1, a pure number. 

Hence, using these absolute electromagnetic units (emu), we have 
Ampere’s law: 

F — BIl provided emu are used. (297) 

396. Units of electric current. The abampere, as defined above, 
is the fundamental unit of electric current upon which all others 
are based. It is rather large for most purposes; therefore a prac- 
tical unit of current, the ampere, is defined. 

The ampere is one-tenth of an abampere : 

1 , 

1 ampere s abampere. (298) 

By using with this the metric prefixes, we get the smaller units: 

1 milliampere = ampere 

1 microampere = i qqO 000 
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396. Units of quantity of electricity. In electrostatics the unit 
of quantity of electricity, the statcoulomb, was defined in order 
to shnphfy Coulomb’s law. No unit of ciurent was defined in 
electrostatics, because that would have involved the incongruity 
of considering electricity in motion when studying electricity at 
rest. We may now define a unit of current, the statampere, as 
the current in a conductor when one statcoulomb of electricity 
passes any given cross section of the conductor in one second. 
But this unit is not used in electrodynamics because it does not 
make the constant k equal unity in Ampere’s law, as does the 
abampere. 

Consequently, in electrodynamics we take the abampere as the 
basic unit and define the abcoulomb as the quantity of electricity 
that passes any given cross section of a conductor when a current 
of one abampere is maintained for one second. 

Clearing fractions in Eq. (295), 

Q = It 

so that 

1 abcoulomb s 1 abampere X 1 sec 

and 

1 coulomb = abcoulomb 

from which 

1 coulomb = 1 amp X 1 sec. (301) 


(299) 

(300) 




397. Galvanometers are instruments for measuring electric 
current. The facts of the foregoing paragraphs provide a basis for 
the construction of current measuring instruments. J. S. C. 
Schweigger made the first galvanometer in 1820 by winding the 
wire in Oersted’s experiment many times around the magnetic 
needle. In 1837 Pouillet developed this arrangement of stationary 
coil and moving magnet into the tangent galvanometer, in which 
the current is proportional to the tangent of the angle of deflec- 
tion. It is now seldom used because of the necessity of orienting 
its coil in the plane of the earth’s field. 

The moving coil galvanometer has a stationary magnet and a 
moving coil. This permits the use of a magnet strong enough to 
ftknake the earth’s field neghgible. It was invented independently 
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by Desprez and D’Arsonval about 1862, but is generally known 

as the D’Arsonval gal- 


A'' B 

Fig. 350. Moving Coil Galvanometer 


vanometer (Fig. 350). 

The rectangular mov- 
ing coil C rotates about 
a vertical axis through its 
center and carries the 
pointer P, or a mirror, 
rigidly fixed to it. 

Electricity flows to C 
by means of the light 
spiral spring Wi, passes 
around the coil as shown 
by the arrow, and leaves 
by the spiral spring W^. 
This makes the upper face 
of C a north pole and the 
lower, a south. These 
poles of the coil are re- 
pelled by the like poles of 


the magnet M, causing the whole moving system to rotate 
clockwise. 

A cylindrical soft-iron core J nearly fifls the rectangular open- 
ing in C hut does not tmn with the cod. If this core and the pole 
pieces of M are properly shaped, the coil 
will turn in a uniform, radial field. It is 
then easily shown that 

I = ke (302) 


where $ is the angle of deflection of the mov- 
ing system and ^ is a constant characteristic 
of the instrument. 

Figures 351a and 351b show the hori- 
zontal and vertical cro^ sections, respec- 
, of the coil and magnet of the galva- 
of Fig. 350. The coil is rectangular, 
of each side that is perpen- 
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Fig. 351 


be I cm, and the current in the 
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Then, by Ampere’s law, the force on each conductor is: 

/ = BlI dynes 

and the torque due to this force is 

3i = /r = Bllr cm-dynes. 

If there are n turns on the coil, there are 2n of these conductors, 
half on each side of the center, all producing clockwise torques, 
as shown. 

The total deflecting torque on the coil is therefore: 


= 2nBlIr cm-dynes. (a) 

As the coil deflects, the springs are twisted and tend to untwist 
with a restoring torque whose value is proportional to the angle 
of twist 6, according to Hooke’s law. That is, the restoring torque 
is: 

3ie = cd cm-dynes (b) 


where c is the torsional constant. 


The coil will obviously take up a position in which the deflect- 
ing torque is balanced by, or equal to, the restoring 
torque. Therefore, from Eqs. (a) and (b), 

2nBlIr = cd 


I = 


2nBlr 
c 

But 2n^ is a constant, say, k. 



Therefore, I = kd. (303) 

Hence, in a properly constructed moving coil 
galvanometer, the current is proportional to the 
angle of deflection, and the instrument will there- 
fore have an equally divided scale. A portable 
is shown in Fig. 351c. 


Fro. 351(c). 
Portable Galva- 
nometer. (Cour- 
tesy Leeds & 
Northrop Co.) 

galvanometer 


398. Ammeter and voltmeter. An ammeter is a galvanometer 
having a conductor of low resistance (a shunt) connected in par- 
allel with its moving coil emd its scale calibrated in amperes 
352a). 
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A voltmeter is a galvanometer having a conductor of high re- 
sistance (a multiplier) connected in series with its moving coil, 
and its scale calibrated in volts (Fig. 352b). 




Fig. 352. Internal Connections of (a) Ammeter, (5) Voltmeter 

399. Connections of ammeter and voltmeter to a circuit. The 
above-mentioned connections of the shunt and the multipher are 

generally permanent internal connections 
made at the factory. The connections of 
these instrmnents to a circuit, i.e., the 
external connections to the binding posts, 
should be made as follows. 

An ammeter should always be con- 
nected in series in the circuit in which 
the current is to be measured (Fig. 353). 

A voltmeter should always he connected to the two points 
M and N whose potential difference is to be measured. In gen- 
eral it will be in parallel with a portion of a circuit, as in Fig. 353. 

400. The ballistic galvanometer. A ballistic galvanometer is a galvanometer 
used to measure the quantity of electricity suddenly discharged tlnough it. 

In Sec. 397 it was shown that when a steady current I is maintained in a mov- 
ing coil galvanometer of proper design, the deflection d is proportional to the 
current. 

If, however, a quantity Q of electricity is suddenly passed through a gal- 


Fig. 353. External Con- 
nections of Ammeter and 
Voltmeter 
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vanometer whose moving system has sufiBcient inertia, the throw d, or maximum 
deflection, may be shown * to be proportional to the quantity Q. 

That is, 

Qx e 

or 

Q = fe'0 (304) 

where k' is a constant of proportionality characteristic of the particular gal- 
vanometer. The numerical value of k' may be determined by discharging through 
the galvanometer the charge from a condenser of known capacitance that has 
been charged to a known potential difference, such as that of a standard cell. 

Any galvanometer may be used ballistically, but in order to be accurate the 
moment of inertia of the moving system must be such that it acquires its maxi- 
mum angular velocity while the deflection is still negligibly small. 

401. Electromotive force. When electricity flows in a circuit 
(Fig. 354) from any point 1 of higher potential to any point 2 of 
lower potential, it does 
work, such as turning a 
motor or merely heating 
the wires of the circuit 
itself. Points 1 and 2 
would quickly come to Fig. 354. 

the same potential, and 

the flow would cease, mfless some device were provided to main- 
tain the potential difference between them. Such a device is called 
a source of electromotive force, or generator, in this case the 
cell CZ. 

Each unit quantity of electricity in flowing from 1 to 2 does 
an amount of work equal to the fall of potential between 1 and 2; 
and the total work done by a unit quantity when it flows com- 
pletely around the circuit is the summation of all these potential 
differences, or potential drops, from point to point around the 
circuit. To supply this energy, the generator must do an equal 
amount of work on each unit quantity as it passes through the 
generator, thereby maintaining the potential differences around 
the circuit. 

The electromotive force (emf) of a generator is the work done 
by the generator on each unit quantity of electricity that passes 
through it. If the generator is in a simple series circuit, its emf 

"^ GilheTt, Eleciricity and Magnetism, Op. ciL, p, 170, 
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is equal the work required to move a unit quantity of electricity 
completely around the circuit. 

Algebraically, ^ 

where E is the emf of a generator which does an amount of work 

on Q units of quantity of electricity as they pass through it. 

If a generator is producing a current, some of its emf is required 
to do the work of forcing the electricity through the generator’s 
own internal resistance; the difference of potential between the 
terminals of the generator is therefore less than its emf. The emf 
of a generator equals the potential difference between its ter- 
minals only when it is not producing a current; and the measme- 
ment must be made with an instrument that requires no current, 
such as an electrostatic voltmeter or a potentiometer. 

On clearing fractions above, we have the very important equa- 
tion: 

W= EQ = Elt (306) 

which we shall take up again in Sec. 418. 

402. Law of Henry and Faraday. Although the Voltaic cell was 
the first and for many years the only source of electric current, 
today electromagnetic generators are used for all electric power 
purposes greater than that of a radio set. The discovery that an 
electromotive force could be developed by electromagnetic in- 
duction was made independently by Joseph Henry in America 
(1830) and Michael Faraday in England (1831). 

The law may be stated in two ways which are equivalent: 

1. Whenever the magnetic flux through a coil changes, an emf 
E is induced in the coil proportional to the number of turns N 
on the coil and to the rate of change of flux through the coil. 

Algebraically, 

E cc ■ (a) 

where 4>i is the initial flux through the coil; 

f's is the final flux through the coil; and 
t is the time required for the flux to change uniformly 
from 4>i to # 2 . 


Thus, let the coil of Fig. 355 be moving from left to right 
through a non-uniform magnetic field, as shown. Then the flux 
through the coil is increasing, and an emf 
is induced in it which will produce a cur- 
rent as shown by the arrows if the circuit 
is closed between A and B. If the field were 
uniform, the total flux through the coil 
would not be changing and the emf in- 
duced in the coil as a whole would be zero. 

This law is often stated as follows: . „ , t j j • 

„ , . tive Force Is Induced m 

2. whenever a conductor cuts across fines coil 

of magnetic flux, an electromotive force is 

induced in it which is proportional to the rate of cutting the 

Hnes of flux. Emf so induced is called “motional emf.” 

If there are N conductors cutting at the same rate and so con- 
nected that the emf’s all assist one another, then the total emf 
E is" as above: 

E cc " . ^ (a) 


A & 

+1 f- 



Fig. 355. Electromo- 


whei;e {^2 — # 1 ) is the number of lines of flux cut by each con- 
ductor; t is the time each conductor takes to cut all the lines; and 
the rate of cutting must be uniform. 

When an emf is induced in a conductor, if the circuit is closed, 

electrons will flow around the cir- 
cuit. This is equivalent to the con- 
ventional flow of positive electricity 
the other way around. The sense 
of flow of positive electricity (clock- 
wise or counterclockwise, right or 
left, up or down) is commonly called 
the direction of the emf that pro- 
duces the current. Strictly speak- 
ing, emf is a scalar quantity and 
therefore has no direction. But 
scalars have sense (sign), and what 
is called direction of emf is actually the sense in which the scalar 
emf increases along the conductor in which it is induced. 

Thus, when the iV-pole of the magnet of Fig. 356 is thrust into 



Fig. 356. Electromagnetic 
Induction 
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the coil, an emf is induced that causes a current which deflects 
the galvanometer G to the right, say. When the magnet is with- 
drawn, G is deflected to the left. If the circuit is now opened some- 
where and a cell is inserted so as to produce a current that will de- 
flect G to the right, it will be found that this current is in such a 
sense around the coil as to make its top end a north pole. That is, 
the current due to the induced emf as the magnet enters opposes 
its entrance. By tracing it out, one will find that the current pro- 
duced on with'drawing the magnet opposes the withdrawal. 

On reflection, it is clear that the induced polarity of the coil 
must be like that of the approaching pole. For otherwise one 
would need only to start a magnet pole into a coil; then, if an 
opposite pole were induced, the magnet would be drawn in, in- 
ducing more emf without work. This would provide an unlimited 
source of energy without doing any work, which is contrary to 
our cherished belief in conservation of energy. 

These facts are summed up in Lenz’s law: An induced emf" has 
always such a sense as to oppose the change that causes it. 

This law is represented algebraically by making the second 
member of Eq. (a) negative: 

E <x (t,) 

E = ~ (c) 

where k depends upon the units chosen for the other factors. 

Since we have chosen no electromagnetic unit of potential dif- 
ference, or emf, we now choose one so that k will be unity: 

The abvolt is defined as the electromotive force induced in a 
coil of one turn when the flux through it changes at the rate of 
one line per second; or, it is the potential difference induced be- 
tween the ends of a conductor which cuts across lines of flux at 
the rate of one line per second. 

On writing these units in Eq. (c), we have: 

1 abvolt = — ^ X 1 turn X 1 

sec 

so that ^ = 1, as was intended. 
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The law of Henry and Faraday then becomes: 

E = - N^~ (307) 

provided that the following electromagnetic units (emu) are used: 
jEJ is in abvolts; 

N is the number of tiums, or the number of conductors; 

$2 — ^’i is the total change of magnetic flux, or the total flux 
cut by each conductor; and 
t is the time in seconds. 

If the change or cutting of flux is not unif orm, the law of Henry 
and Faraday must be written in the differential symbols: 

/7<i> 

Trr 7% 


where is the change of flux in the time dt, which is taken so 
small that during each dt the rate of ^ 

change may be considered constant. ; ; ■ ; ; ; ; • ; ; ; • j ;!• • ■ 

For the emf induced in a conductor ; ; 

cutting across magnetic flux, a useful :T: : 

expression may be derived as follows ■ i v-i : ■ : ; 

(Fig. 357). 

Let a bare wire CD of length I cm slide 
along two parallel bare conductors forming a loop as shown, 
with a velocity v cm /sec perpendicular to a uniform magnetic 
field of B lines /cm®. 

Then the area swept over in 1 sec is Iv cm®, and the flux cut in 
1 sec is Blv lines. That is, 


= Blv 


so that 




-NBlv 


where N is the number of conductors cutting as above and con- 
nected so that their emf’s are cumulative. 

It will be noticed that the rate of cutting hnes by CD is the 
same as the rate of change of flux through the loop. 

The law of Hemy and Faraday is the law of generator action. 
A convenient method much employed by engineers for determin- 
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ing the direction of flow of electricity (direction of the current) 
due to an induced emf is the following. 

Fleming’s generator rule.* Set the first finger (thumb), the in- 
dex finger, and the middle finger of the right hand at right angles 
to one another. Then, if the first finger is in the direction of the 
flux, and the middle finger in the direction of the motion, the in- 
dex finger will be in the direction of the current I produced by the 
emf. 

403. Units of potential and electromotive force. The abvolt, 
as defined in the preceding section, is far too small for ordinary 
purposes. Hence we define the practical unit of potential and 
emf, the volt, as one hundred million abvolts. Algebraically, 

1 volt = 10® abvolts 

1 millivolt volt ( 31 D) 

1 microvolt - volt. 

At this point the question will naturally arise in one’s mind: 
Why do we not continue to use the unit of potential defined in 
electrostatics? On reflection it will be seen that the question is 
already answered: The electrostatic unit of quantity would not 
make the proportionality factor unity in the law of Henry emd 
Faraday. We shall presently be able to deduce the relation: 

1 statvolt = 300 volts. 

404. Ohm’s law. We are accustomed to t hink of electricity as 
flowing from points of higher to points of lower potential, in much 
the same way that water flows from points of higher to points of 
lower pressure. Since greater difference of pressme causes a greater 
flow of water, we should expect that greater difference of poten- 
tial would produce a greater flow of electricity, i.e., more current. 
Experiment shows that it does. 

The relation of potential difference to the resulting current was 
investigated by Georg Simon Ohm in 1826. His conclusion con- 
stitutes one of the most used laws in the whole of electrical science. 

* John Ambrose Fleming, Electrician, XIV (1885), 396. 
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Ohm’s law; The current / in a metallic conductor is directly 
proportional to the difference of potential F between its terminals. 

Algebraically, 

y cc L 

Therefore, 

V = RL (311) 

The factor of proportionality R is called the resistance of the 
conductor and depends upon the material, the dimensions, and 
the temperature of the conductor, as we shall see in the next 
chapter. 

The resistance to the flow of electrons through metallic con- 
ductors is beheved to be due to their collisions with the atoms of 
the material, and it remains constant if the temperature of the 
conductor is constant. In electrolytic conductors or in vacuum 
tubes, this is not true; hence, in these cases, Ohm’s law does not 
hold. Electrical resistance is somewhat like the resistance that 
water encounters in flowing through pipes, but here also the 
resistance is not constant, changing when the rate of flow, or cur- 
rent, changes. Hence a law similar to Ohm’s would not hold true 
for water. 

Ohm’s law applies to a simple circuit as a whole, as well as to 
any part of it, provided we give the proper interpretation to V 
and to R. This will be taken up in Sec. 442. 

406. Units of resistance. Solving Eq. (311), 

R = j- (312) 


Here R Avill be unity when V and I are both unity; i.e.. 


1 abohm = 


1 abvolt 
1 abampere 


(313) 


Hence, in the electromagnetic system: The abohm is defined as 
tile resistance of a conductor in which a current of one abampere 
is maintained by a potential difference of one abvolt. Similarly, 
in the practical system: - 

, , 1 volt 

1 ohm = :i — — — 

1 ampere 


( 314 ) 
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From these definitions we may deduce the relation between the 
ohm and the abohm, as follows: 


By definition, 


1 ohm 


1 volt 


1 ampere 

by Eq. (310) 1 volt = 10« abvolts 

by Eq. (298) 1 ampere = 10"^ abampere. 

Substituting in Eq. (314), 

1 ohm 


10® abvolts T „„ 1 abvolt 

= iu^ 


But by Eq. (313), 
1 abvolt 


10~^ abampere 


= 1 abohm. 


1 abampere 


1 abampere 
Therefore 

1 ohm = 10® abohms. 


(315) 




I 

-O 



406. Law of continuity of current. Another law attributed to 
both Ohm and Faraday is in two parts: 

1. The electric current in an undivided 
circuit is the same at all sections of the cir- 
cuit. If we insert ammeters at any number 
of places in an undivided circuit, they will 
Fig. 358 all read the same (Fig. 358). 

2. The sum of the currents in the branches of a divided circuit 
equals the current in the undivided part. 

In Fig. 359, 

1 h + h + U. 


J 

Qi/ 


V 

-llll— ^ 



Fig. 359 


407. Water analogues of electrical 
quantities. Since water is the fluid with 
which we are most familiar, it is helpful 
to have in mind the analogies between the various terms and 
practical units for electricity and for water. These are shown 
by the following table. 
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Electricity 

Water 

Name 

Unit 

Name 

• Unit 

Quantity 

Coulomb 

Quantity 

Gallon 

Current 

Ampere 

Current 

Gal/sec 

Potential 

Volt 

Pressure 

Lb/in.2 

Resistance 

Ohm 

Friction 

No Name 





408. Rowland’s convection experiment.* The question may 
well be raised whether what we are now calling an electric current 
is reaUy electricity in motion, as was first suggested by Faraday. 
This question was answered satisfactorily 
by an experiment made at Berlin in 1876 
by Henry A. Rowland of the Johns Hopkins 
University. 

Rowland mounted a disk of hard rubber 
about 21 cm in diameter so that it could be 
rotated about a vertical axis at high speed 
(Fig. 360). 

When a static charge was placed upon 
the disk and the latter rotated at 3660 rpm, a magnetic needle 
suspended over the revolving charge was deflected exactly as it 
was in Oersted’s experiment by what we called a current in a 
wire. 

There remains little room for doubt that an electric current 
consists of electricity flowing through a conductor; that is, static 
electricity is the same kind as current electricity. 

Franklin’s kite experiment demonstrated that atmospheric 
electricity is the same as that developed by friction. There is now 
no reason to think that any kind of electricity exists except elec- 
trons, protons, and positrons. 


Fig. 360. Principle* of 
Rowland’s Ejqperiment 


PROBLEMS 

>/l. A conductor 6 cm long is in and perpendicular to a magnetic field of 1000 
lines/cm^. It is urged out of the field by a force of 40 dynes. What is the current 

in tlie conductor in amperes? 

v^. A conductor 5 cm long is in and perpendicular to a magnetic field of 2000 
lines/cm^. It is urged out of the field by a force of 60 dynes. What is the current 
in the conductor in amperes? 

Henry A. Rowland, Physical Papers (Baltimore, The Johns Hopkins Press, 1902)* 

p. 128. ■ * 
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3* A conductor 5 cm long, in and perpendicular to a magnetic field of 800 
lines /cm^ is urged out of the field by a force of 3.2 dynes. What is the current 
in the conductor? 

There are 250 conductors each 12 in. long on the armature of a motor 16 in. 
in diameter. If the average flux density in which they stand is 50,000 lines/in.^, 
what is the torque on the armature when the cmrent in the conductors is 10 amp? 

There are 300 conductors each 10 in. long on the armature of a motor 12 in. 
in diameter. If the average flux density in which they stand is 8000 lines /in.^, 
what is the torque on the armature when the current in the conductors is 15 
amp? 

* 6. There are 250 conductors each 10 in. long on the armature of a motor 20 
in. in diameter. If the average flux density in which they stand is 20,000 lines /in.^ 
wh^t is the torque on the armature when the current in the conductors is 12 amp? 

A wire 20 cm long is moved through a uniform magnetic field having an 
intensity of 10,000 lines/cm^. The wire moves perpendicularly to its own length 
and at right angles to the field. If the velocity of the wire is 1 m/sec, what emf 
is induced in the wire? 

8. A coil of 200 turns is withdrawn from the middle of a bar magnet in 0.1 
sec and the average emf induced is 0.2 volt. What is the pole strength of the 
magnet? 

9. A coil of 400 turns is withdrawn from the middle of a bar magnet in 0.2 
sec and the average emf induced is 0.4 volt. What is the pole strength of the 
magnet? 

10. A wire 15 cm long is moved through a uniform magnetic field having an 
intensity of 6000 lines/cm^. The wire moves perpendicularly to its own length 
and at right angles to the field. If the velocity of the wire is 2 m/sec, what emf 
is induced in the wire? 

11. A train on a straight track runs north at a speed of 30 m/sec. If a car axle 
is 1^ cm long and the vertical component of the earth’s field is 0.2 gauss, what 
emf is induced in the axle and which end is at the higher potential? 

f 12. If there is a current of 15 amp in a wire, how many electrons pass a cross 
section of the wire in 10 sec? 

4 13. How many electrons per second pass through a 50-watt lamp if the current 
0.45 amp? . 

14. An electric soldering iron has a resistance of 24 ohms. What current will 
from 110-volt mains? 

What is the resistance of a pressing iron in which there is a current of 5 
amp when connected to 110-volt mains? 

“16. What potential difference is necessary to maintain a current of 12 amp 
in a ssistance of 8 ohms? 

resistance of the moving coil of a galvanometer is 22 ohms and a cur- 
rent of 0.001 amp gives a full-scale deflection. If this galvanometer is to be 
used as a voltmeter having a full-scale reading of 100 volts, what must be the 
of the multiplier ? 

The resistance of the moving coil of a galvanometer is 15 ohms and a cur- 
0.002 amp gives a full-scale deflection. It is to be made into an ammeter 
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to give a full-scale deflection for 10 ainp. What sjjoujd the resistance of the 
shunt? 

119/ The resistance of the moving coil of a galvandineter is 15,3 ohms and a 
current of 0.0012 amp gives a full-scale deflection. If it is to be made into an 
ammeter to give a full-scale deflection for 10 amp, what should be the resistance 
of the shunt? 

20. If the galvanometer of the preceding problem is to be used as a voltmeter 
having a full-scale deflection for 110 volts, what must be the resistance of the 
multiplier? 

21. The resistance of the moving coil of a galvanometer is 14,6 ohms and a 
current of 0.0015 amp gives a full-scale deflection. If it is to be made into an 
ammeter to give a full-scale deflection for 15 amp, what should be the resistance 
of the shunt? 

22. If the galvanometer of the preceding problem is to be used as a voltmeter 
having a full-scale deflection for 110 volts, what must be the resistance of the 
multiplier? 
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RESISTANCE 

409. Conduction in metals. As was mentioned in our discussion 
of electrostatics, some of the electrons associated with an atom of 
a metal are apparently quite free to move from atom to atom, 
whereas the reverse is true in nonconductors. But the protons, 
being strongly bound in the nuclei of the atoms, can be removed 
only with difficulty. 

Consequently, when a potential difference is produced between 
two points of a conductor, electrons drift from the point of lower 
to the point of higher potential; and since electrons are negative, 
this is equivalent to a flow of positive electricity from points of 
higher to points of lower potential. Protons and positrons appear 
to take no part in metallic conduction. 

When some water is pumped into one end of a long pipe that is 
already full, an equal amount of water is forced out at the other 
end at practically the same instant. Similarly, when some elec- 
trons are forced into one end of the Pacific cable, say, some other 
electrons are forced out at the other end at almost the same in- 
stant. This gives the appearance of enormous speed, whereas as a 
matter of fdct the motion of the electrons may be relatively quite 
slow. 

410. Resistivity. In their drift along the conductor, electrons 
win probably coUide with one another and with the parts of the 
atoms that do not flow, emd these collisions should impede the 
progress of the electrons. We should expect these “conductivity 
electrons” to encounter twice as much resistance in passing 
through a wire 20 cm long as in a wire 10 cm long, if both are of 
the same area A and of the same material. That is, 

R Oi l if A is constant. 

Likewise, if two wires have the same material and length, but 
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one has half the area of the other, we should expect the smaller 
wire to olfer twice the resistance of the larger; so that 


or, in general, 


R cc -r if Hs constant 
A 


R -T when both I and A vary. 


This anticipated result is borne out by the most refined experi- 
ments. 

Hence, 


R = 


I 


(316) 


where the factor of proportionality p depends upon the choice of 
units arid upon the nature of the conductor, p is called the re- 
sistivity, or specific resistance, of the material. It is a character- 
istic property of the material, but varies with the temperature. 

Resistivity is sometimes said to be the resistance between the 
opposite faces of a centimeter cube (not a cubic 
centimeter) of the material. 

This fact is easily found from Eq. (316), if we 
think of the conductor as being a cube of the 
material having each edge 1 cm long (Fig. 361). 

Then, for that conductor, 1 = 1 cm and A = 1 cm^, so that 
Eq. (316) becomes; 




Fig. 361 


R ohms = 


1 cm * 
^1 cm® 


whence 

p = R ohm-cm. (317) 

Thus, the resistivity p is numerically equal to the resistance R 
between opposite faces of a centimeter cube. 

For this reason, in many tables resistivities are stated in “ohms 
per (cm)®” but the preferable unit is the ohm-cm as derived in 
Eq. (317). 

In engineering it is customary to measure I in feet and A in 
circular mils. In that case the p is the resistance of a mil-foot of 
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the material; i.e., a wire 1 ft long and 1/1000 in. in diameter. (A 
mil is 1/1000 in. The area in circular mils is obtained by squaring 
the diameter in mils.) 

Conductance is the reciprocal of resistance. Its unit is there- 
fore the (ohm)“i; sometimes called the “reciprocal ohm,” or 
“mho.” 

Conductivity is the reciprocal of resistivity. Its unit is the 
(olun-cm)~^ or the “mho per cm.” 

4H. Variation of resistance with temperature. According to 
the kinetic theory of matter, the velocities and the mean free path 
of the atoms of a body increase with temperature. Conductivity 
electrons participate in this atomic agitation, and we should there- 
fore expect that the resistance of a substance would be affected 
by a change of temperature. The relation is found to be: 

Rt = RoO- + aot + -h yot^) (318) 

where Rt is the resistance of the conductor at the temperature t; 

Ro is the resistance of the conductor at zero of the tempera- 
ture scale used; and 

oo, do, and Xo are coefficients characteristic of the substance. 

The values of do and Xo are usually very small, and for most pur- 
g poses it is sufficiently accurate to neglect them. 


The relation then becomes : 


Rt ~ -RoCl + W). 


(319) 


ao is called the temperature coefficient of resist- 
ance. ’For metals it is positive, and in most 
cases about 0.004 (ohm/ohm-°C). For carbon 
and electrolytes it is negative. 

The resistance thermometer (Fig. 362) , one of 
the best modem devices for temperature determi- 
nations, is made possible by these relations. It 
consists of a coil of fine wire, usually of platinum 
anSThermo^ter' “ckel, whose resistance Rt is measured at any 
(Courtesy of Prof, temperature that is safely below the melting 
J. M. Cork) point of the metal. Since Ro and the coefficients 
are known for the coil from previous tests, the temperature t 
may be computed by Eq. (318). By this method temperature 
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changes of 10~’C have been observed (Kimball). The platinum 
resistsince thermometer gives a sufficiently close approximation 
to hydrogen scale temperatures for most purposes. 


Resistivities and Temperature Coefficients at O^C * 


Substance 

po ohm-cm 

Q!o(°C)-l 

Silver 

1.47 X 10-6 

0.00400 

Copper (annealed) 

1.589 X 10-6 

0.00427 

Gold 

2.20 X 10-6 

0.00368 

Aluminum 

2.63 X 10-6 

0.00445 

Nickel 

6.93 X 10-6 

0.006 

Platinum 

11.0 X 10-6 

0.00367 _ 

Iron 


0.00423 

Manganin 

42.0 X 10-6 

0.000011 

Mercury 

94.07 X 10-6 

0.0008649 

Hard Rubber 

1. X 1018 



Relation of temperature coefficient to its base resistance. The 
resistance Ri of a. conductor at the temperature t may be com- 
puted from its resistance Ri at any temperature U as a base by 
the formula; 

Rt = Ri[l + ai« - ^i)] ' (320) 

instead of Eq. (319). It may be shown easily that the temperature 
coefficients ao and ai are connected with their corresponding base 
resistances Ro and Ri by the relation: 

RoCiO ~ RlOCl — Ri<X% = • • •. (321) 

412, Superconductivity.f The resistance of most metals such as 
platinum, gold, copper, and iron decreases (but not linearly) as 
the temperature decreases, and gradually approaches zero as the 
temperature approaches absolute zero. 

But Kammerlingh Ormes found in 1911 that at 4.22°K, the 
resistance of mercury suddenly dropped to practically zero (ac- 
tually to 10~^* of its value at 0°C). This phenomenon of suddenly 
losing aU resistance at very low temperatures, he called super- 
conductivity. 

The property is exhibited by lead, tin, tantalum, niobium, in- 

* Chiefly from IPetider, Handbook for Electrical Er^ineers. 

t E. F. Burton, (Uiiiversity of Toronto Press, 1933). 
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divun, and a few other pure metals, which are called superconduc- 
tors. Various alloys show the phenomenon, notably one of gold 

and bismuth, neither of which is itself a 
superconductor. 

Figure 363 shows the behavior of lead 
with regard to resistance as the tempera- 
ture approaches absolute zero. 

Superconductivity has not yet been 
explained. To demonstrate it, a lead ring 
is supported so as to embrace a magnetic 
flux and is then submerged in hquid 
On destroying the magnetic 
flux, there is induced in the ring a cur- 
rent which persists for days, as may be shown by the deflection 
of a neighboring compass needle. 


Q 

R 

S 0.4 


450 460 470 480 430 

VAPOR PRESSURE OF HELIUM 
(mmofHg) 

Fig. 363. Cpcrve Showing 

Superconductivity UCllllIll. 


413. Resistances in series. When a given number of electrons 
pass per second through several conductors in series, it would 
seem that the total resistance 
jR that they encounter will be 
the sum of the resistances JRi, 

Hi, Ri, etc., that they en- 
counter in the individual con- 
ductors respectively. That is, 

i? = jRi -|- Ri -|- Rg -!-••• 






I I 

N V, .4.- ■ 




Fig. 364. Resistances in Series 


This may be easily proved. Consider several resistances, i?i, Ri, 
Rz, etc., in series in a circuit as shown in Fig. 364. 

Let R be the total resistance from A to D by the route A BCD-, 
Y be the potential difference between A and D-, 

V I be the potential difference between A and B; 

Vi be the potential difference between B and C; and 
Vz be the potential difference between C and D. 

Since the potential difference between two points is independent 
of the path by which the test charge is moved from the point of 
lower to the point of higher potential (Sec. 353), it follows that 

V = V I Vi - 1 - F 3 +■ • • • (a) 

By the law of continuity of current, the current has the same 
value I at all points of the circuit. And by Ohm’s law. 
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V = RI 
Fi = R^I 

F 2 = RJ 

Vz = Rzl, 6tC. 

Substituting these values in Eq. (a), 

RI = Ril Ril -f- Rzl 4“ • ■ ■ 
Dividing through by I, 


R — Ri -}■ Ri 4“ Rz 4" ■ ■ ■ (322) 

In the figure are shown the conventions for representing the 
different kinds of resistances: Ri and R 2 represent noninductive 
resistances; f ?2 represents inductive resistance. 
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Fig. 365. Resistances in Parallel 


414. Resistances in parallel. When several resistances are 
connected in parallel, any one is said to be a shunt to all the others. 
If a given number of electrons pass 
per second tlnough a system of resist- 
ances in parallel (Fig. 365), they will 
divide up into groups in which the 
numbers of electrons are in inverse 
proportion to the resistances of the 
paths. Hence the whole original 
number does not encounter the re- 
sistances of aU the branches; only 
the group of electrons through a given branch will encounter the 
resistance of that branch. 

Let R be the single equivalent resistance of the parallel system 
consisting of Ri, Rz, Rz, etc. That is, if the parallel system were 
entirely removed and R connected in its place between points A 
and B; the current I in the circuit as a whole would not be 
changed. 

The end connectors are supposed to be so large that their 
resistances are negligible; hence the potential difference between 
the ends of Ri, R2, Rz, etc., is in each case V, the potential differ- 
ence between the end connectors. 

By the law of continuity of current. 


I = Ii Ar I 2 4" -fa 4“ 


(a) 


And by Ohm’s law, 




etc. 


Substituting these vedues of the I’s in Eq. (a), 
V _ Z-rZ. I il . 

i? ~ + i?2 ■*" i?S ■ ■ ■ 


or 


l_± + i-4.Z . 


(323) 



which is the required re- 
lation between the single 
equivalent resistance R 
and the individual resist- 
ances Ri, Ri, Rs, etc., of 
a parallel system. 


416. The Wheatstone- 
Christie bridge. The most 
generally used device for 
determining resistances is 
commonly called the 
Wheatstone bridge after 

Fig. 366. Wheatstone Bridge. (Courtesy Leeds c!._ /~ii inr, . . 

and Northrup Co.) Charles Wheatstone, 

who always insisted that 
it was devised by Hunter Christie (1843). A modern design of 
this bridge is shown in Fig. 366. The 
wiring diagram for it is shown in 
Fig. 367. 

The unknown resistauice Ri is con- 
nected in series with three known 
resistances Ri, Ri, and R 3 , to form a 
closed circuit, which is conveniently 


represented in the form of a paral- Fig. 367. Diagram of Wheatstone 


lelogram A BCD. 


Bridge Coniiections 


The resistances Ri and jR 2 nre adjustable so that their ratio may 

be 0.001, 0.01, 0.1, 1, 10, 100, or 1000; and they are called the 
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“ratio arms” since only their ratios are used. i?3 is adjustable 
over a wide range of values in steps of 1 ohm, and is called the 
“adjustable arm.” /?4 is the resistance to be determined. A gal- 
vanometer G is connnected in the vertical diagonal, and a cell in 
the horizontal diagonal, though the ceU and the galvanometer are 
interchangeable. 

Ri and J?2 are set at convenient values, and Rs is then adjusted 
until, on closing first Si and then S2, the galvanometer shows no 
deflection. The bridge is then said to be “balanced,” and the 
relation among the resistances is: 

Ri _ Rs 

R2 Ri 

The proof is as follows. When the galvanometer shows no 
deflection, there is no current in it. Hence the potential at B 
must equal the potential at D, for otherwise there would be a flow 
of electricity either downward or upward in that diagonal. There- 
fore, 

Poten. diff. between A and B — Poten. diff. between A and D, 


or 

Vi = V2. (a) 

Simileurly, 

Poten. diff. between B and C = Poten. diff. between D and C, 
or 

F3 = F4. 

But by Ohm’s law, 

Vi = Rih 
V2 = R2I2 
V,==RJs ■ 

Vi = Rih 

Substituting from Eq. (c) in Eqs. (a)'£md (b); 


(b) 

(c) 


RJi = R2I2 (d) 

RJ, = Rih. (e) 


But again, since no electricity flows through the galvanometer, 

h = 13 (f) 


and 


h = h. 


is) 
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Hence, Eq. (e) becomes 

R,h = RJ,. 

And dividing Eq. (d) by Eq. (h), 

Rili _ R2I2 

Rzli Rilz 


(h) 


so that 

and by alternation, 


Rz i?4 

Ri _ ^ 

Rz Ri 


(324) 

» 

(325) 


14 — l/p 


B 


Fig. 368. 


Potential Decreases along a 
Conductor 


416. Fall of potential along a conductor. Consider a conductor 
AD in which a current I is maintained by a cell, as shown in 
Fig. 368. 

Since electricity flows from A to D to C to D, the potential at 
A must be higher than at J5; at B higher than at C; and at C 

higher than at D — ^because elec- 
tricity flows from points of 
higher to points of lower poten- 
tial. 

That is, as we go along a con- 
ductor in the direction of the 
current, the potential decreases, 
or falls off, or drops off. The amount by which the potential de- 
creases from one point to another is therefore called the fall of 
potential, the potential drop, or the ri-drop between the two 
points. 

If the resistances between tbe different points are as shown in 
Fig. 368, 

the fail of potential between A and B is 
the fall of potential between B and C is 
the fall of potential between C and D is 

In each instance the potential drop V has the form RI; hence 
the name “ri-drop,” mentioned above. 

By taking the ratios of the corresponding sides of the above 
equations, 


Fi = RJ 
Vz = Rzl 
Fs = Rzl 


by Ohm’s 
law. 


Fi:F*:Fs = Bi : Rz : Rz 


(326) 
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from which it is seen that the fall of potential from point to point 
along a conductor is proportional to the corresponding resistance 
between the points. 

417. The potentiometer. One of the most important instru- 
ments in a modern research laboratory is the potentiometer. It is 
a device for determining an un- 
known potential difference by 
balancing it against a known ^ 
potential difference. 

The potentiometer consists ^ 
of a long slide-wire AB (Fig. 'V, 

369), or its equivalent, of uni- 369- Diagram of Potentiometer 

form composition and cross section, often stretched beside a scale 
of length. A current I is maintained in the main circuit ABC 
by the cell C, preferably a lead storage ceU. I must be kept con- 
stant by adjusting the rheostat D when necessary. 

A standard cell of known emf Ei is connected in a side circuit 
with a galvanometer G emd a protective resistance r, which may be 
cut out before final precise adjustment. 

Since electricity is flowing from A to B, any point between A 
and B is at lower potential than A. Hence, if the sliding contact 
is set at any point J, electricity will tend to flow from A to J 
both along the shde-wire and along any other path such as the 
side circuit AGEiJ. 

But in the latter circuit, current from A is opposed by the emf 
El, provided the standard cell is connected with its polarity as 
shown. It is clearly possible to move the sliding contact along AB 
until a point Si is found, such that in the side circuit the tendency 
of the ceU Ei to produce a current to the left is exactly counter- 
balanced by the tendency of the potential difference between A 
and Si to produce a current to the right. 

Since there will then be no current in the side circuit, this “bal- 
anced” condition is indicated by zero deflection of the galva- 
nometer,* and the emf Ei of the standard cell must be equal to the 
ri-drop from A to Si, since they balance each other. That is, 

El = Ril (a) 


""^vvvYVV 
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* Such methods are called zero deflection, or null methods. 
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■where Ri is the resistance of the slide-wire from A to Si, length Li 
cm. 

Let any unknown potential difference, such as the emf of 
another cell, he put in the place of Ei, and the sliding contact 
moved until this new emf E^ is balanced by the potential differ- 
ence from A to S 2 , length L 2 cm. 

Then, 

E, = RJ (b) 

where R^ is the resistance of the slide-wire from A to S 2 . 
Dividing Eq. (b) by Eq. (a), 

E2 R2 

El ^ Wi 


But by Eq. (316), 


Therefore, 


Ri = and Ri = p-^- 


or, 


El 


Ei 


lA 

Li - 

PJ 

= (!:> 


k 

Li 


(327) 


where Ei, Li, and L 2 are either known or observed. 

The factor is obviously the fall of potential along the 

slide-wire per unit of length, and will be constant if the wire is 
uniform in cross section and composition. Consequently, when 

has been determined, the apparatus es calibrated as a po- 
tentiometer. Then any length L 2 required to balance 6my un- 
known potential difference, when multiplied by the calibration 

factor gives the value of the unknown potential difference. 

A commercial form of potentiometer is shown in Fig. 370. These 
instruments may be calibrated to read directly in volts, pi? units, 
temperatures, or any other quantity which varies with emf. 

A potentiometer measures the total emf of a source or the total 
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potential difference between two points; because when the meas- 
urement is made, there is no current in the galvanometer circuit, 
hence there is no ri-drop 
in the source under test 
or in the connecting 
wires. 

A voltmeter, on the 
other hand, requires a 
small current to actuate 
it. On account of this 
current there is always 
a corresponding ri-drop 
in the source of emf and 
in the connecting wires; 
and the voltmeter reading is less than the true value by this 
amount, since the voltmeter registers only the potential difference 
between its own terminals. 

PROBLEMS 

^ The resistivity of pure annealed copper (standard) at 0°C is 1.589 X 10“® 
ohm-cm. Compute the resistance of a wire 0.5 mm in diameter and 10 m long. 

2. If the diameter of No. 24 copper wire is 20.1 mils at 0°C, find the re- 
sistance of 100 ft at that temperature. 

3. The diameter of No. 20 copper wire is 31.9 mils at 0°C. Find the re- 
sistance of 200 ft at that temperature. 

4 . The resistance of a mil-foot of copper wire at 20°C is 10.371 ohm. Find 
the resistivity of copper in ohm-cm at 20°C. 

6. The resistance of a mO-foot of German silver wire is 150 ohms. What is 
its resistivity in ohms/cm®? 

6. If the specific resistance of aluminum is 2.828 X 10“® at 20°C, compute 
the resistance of 100 ft of aluminum wire 1/20 in. in diameter. 

If the resistance of a platinum resistance thermometer at 0°C is 12 ohms, 
what is its resistance at 1000°CP 

What is the temperature of the above thermometer when its resistance 
is 14.5 ohms? 

9, If the resistance of a nickel resistance thermometer at 0®G is 15 ohms, 
what is its temperature when its resistance is 18.4 ohms? 

10, The resistance of a mil-foot of copper wire at 20®C is 10.371 ohms. Find 
its resistance at 0°C, 

11, Find the resistance of a mil-foot of copper wire at 100°C. 

12, What is the temperature of the platinum resistance thermometer of prob- 
lem 7 when its resistance is 60.44 ohms? 



Fig, 370, Potentiometer. (Courtesy Leeds and 
Northrup Co.) 
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13. The resistance of the copper winding of a generator at room temperature 
(20°G) is 0.033 ohm. What is its temperature in operation if its resistance is 
then 0.041 ohm? 

14. The resistance of the copper winding of a generator at room temperature 
(15°C) is 0.042 ohm. What is its temperature in operation if its resistance is 
then 0.051 ohm? 

15. A slide-wire is connected in circuit with a lead storage cell to form a 
potentiometer. A cadmium standard cell (emf 1.0183 volts) is placed in the 
shunt circuit with the galvanometer and is balanced by the ri-drop over 50.91 
cm of the slide-wire. The standard cell is then replaced by another cell whose 
emf is balanced by the ri-drop over 76.63 cm. What is the ri-drop per cm along 
the wire, and what is the emf of the second cell? 


CHAPTER XXVIII 



ELECTRIC ENERGY AND POWER 

418. Electric work: Weber’s law. In Sec. 401, electromotive 
force was defined as the work required to carry a unit cheurge 
around em electric circuit. Thus far, how- 
ever, we have not shown that the E in the 
law of Henry and Faraday conforms to this 
definition. It is easily done. 

In Fig. 371, let a rectangular coil of N 
turns be moved so that only one side I cm 
long cuts at right angles across a uniform magnetic field of B 
lines /cm^, moving a distance s cm in t sec; and let mechanical 
friction be negligible. 

According to the law of Henry and Faraday, an average emf 
(E abvolts) will be developed in the coil, such that 

E = = Nj (328) 

This emf will produce a current I abamperes in the coil and in 
consequence it will be acted upon by a force F' dynes, whose value 
is given by Ampere’s law: 

F' — NBII toward the left. 

Hence, to keep the coil moving across the magnetic field will 
require an external force F dynes, at least as great as F'. That is, 

F = NBII toward the right. 

The work W ergs done by the external force in moving the coil 
the distance s is: 

W = ’Fs cos 9 = NBlIs (since cos 0 = 1) 

= NB A I (where A = Is = area swept over by 1) 

= N^I. (329) 

* The — is omitted here because we are interested in magnitude only- 
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Fig. 371 
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This relation, known as Weber’s law, states that to naove a cur- 
rent I abamperes in a coil of N turns across # lines of magnetic 
flux requires N^I ergs of work. 

From Eq. (328) above we have; 

m = Et 

which, with Eq. (329) gives: 

W = Elt (330) 

And since, from Eq. (295), 

It ==Q 
W= EQ 

and 



Thus the E in the law of Henry and Faraday is work per unit 
charge. Since frictionless conditions were assumed, no work is 
wasted in friction; hence all the work done by the external force F 
must be utihzed in maintaining the cmrent in the coil. E must 
therefore be the work done on unit quantity of electricity to make 
it move around the circuit; and E conforms to the definition of 
emf, Eq. (305). 

In Eq. (330), W is the energy supplied to the circuit by the 
generator. It may be utilized in driving a motor, heating a lamp 
filament, or in any other way desired. Though derived for emu, 
it is equally correct for practical units, as is easily shown. 

Let E volts and I amp be the emf and current, respectively. 

. ■ Then 

E volts = 10® E abvolts by definition 
and 

I amperes = abampere by definition. 
Writing these values in Eq. (330) : 

(E volts) (/ amperes) (i sec) = (10®E abv)(AI abamp)(t sec) 

= 10’(E abvolts)(J abamp)(f sec) 

= 10^ W ergs by Eq. 332 
= W joules. 


( 331 ) 
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Hence Eq. (330) is correct for either emu or practical units. This 
of course is not accidental, for the joule was defined in the first 
place so that this relation would he true in both systems. 

Similarly, the work done by the electricity in any part of a cir- 
cuit is; 

W = Vlt (332) 

where V is the fall of potential, or potential drop, across that peut 
of the circuit; I the current in it; and t the time; and the relation 
is correct for both emu and practical units. 

Engineers generally do not employ different symbols for emf 
and potential drop, but make the distinction between E and V 
mentally. 

419. Joule’s law. In case all the energy supplied to a part of a 
circuit, or to the whole circuit, is used in overcoming resistance, 
being thereby transformed into heat, it is convenient to have it 
expressed in terms of the resistance R in which the current is 
maintained. 

By Ohm’s law, 

V = RL 

Substituting in Eq. (332) , 

W = {Rr)It 

or 

W = RIH (333) 

where 

W is in ergs when R is in abohms, I in abamp, and t in sec; 
or 

W is in joules when i? is in ohms, / in amp, and t in sec. 
From the first law of thermodynamics, we know that when a 
given amount of energy is expressed in miits of work as W, and 
when converted into heat yields H units of heat, there is the 
relation: 

W==JH (334) 

where J is known as Joule’s equivalent, or the mechanical equiva- 
lent of heat. 

When W is in joules and H in calories, the value of J is 
J = 4.185 joules/calorie. 
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Substituting in Eq. (333), 

JH = RIH 

» - ik «« 

= 0.24 RPt. (335) 

T his relation was obtained experimentally by Joule in 1841, and 
is known as Joule’s law. 

It should be noted that Eq. (335) is correct only for practical 
units, on account of the constant 0.24. 

420. Electric power. Power P has been defined in Sec. 82 as 



and from Eq. (330), 

W = Eli. 

Therefore, 

P = El (336) 

is the expression for the power developed by a generator and 

delivered to a circuit. Similarly, the power expended in a part of 
a circuit is : 

P = VI (337) 

where V is the fall of potential across that part of the circuit. 

In case all the power is employed in overcoming resistance, we 
express P in terms of P. 

By Ohm’s law, 

V= RI. 

Therefore 

P = (RI)I = p/2. (338) 

In this case aU the energy degrades into heat. If that heat is 
wasted, as in transmission lines, this power is called the “PP 
loss.” 

These equations are obviously correct for all emu or all practical 
units. If E is in abvolts, I in abamperes, and P in abohms, P is 
in ergs/sec. If E is in volts, I in amp, and P in ohms, P 
is in joules /sec, or watts. 
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421. Other units of work and power. Besides the erg per sec- 
ond, and the watt (= 1 joule per second), other units of power in 
common use are: 


1 kilowatt = 1000 watts 
1 microwatt = 10~® watt 


(339) 


The watt-hour is defined as the work done when energy is used 
at the rate of one watt for a period of one hour. 

1 watt-hour = 1 watt X 1 hour 
= 60 watt-minutes 
= 3600 watt-seconds 


= 3600 X X 1-^ 

1 see- 

= 3600 joules 

Therefore 

1 kilowatt-hour = 3,600,000 joules 

Solved Problems 


(340) 

(341) 


1. A certain pressing iron has a resistance of 20 ohms. What power will it 
use when connected across 110-volt mainsP What will it cost to operate it 2 hr 
per day for a month, if the price of electric energy is 5$^ per kilowatt-hour P 
Known: 

i? = 20 ohms 
£^=110 volts 

^ = 2 hr per day = 60 hr per month 
Rate = $.05 per kwh. 


Solution: 


/=» = 


110 _ 

= 5.5 amp 


p =z El = 110 X 5.5 = 605 watts 
Energy per month = 605 X 60 = 36,300 watt-hours 
= 36.3 kwh 

Cost = 36.3 X .05 = $1.82. 

2. A motor whose input power is 1 kw operates at 110 volts. If the loss in 
the line is 3%, what is the current, the voltage at the generator, and the re- 
sistance of the line? 

Known: 

Power at motor, P 2 = 1 kw = 1000 watts 
Voltage at motor, E 2 , = 110 volts 
Power lost in line = 3%. 
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Solution: 


Ps - EJ 

1000 = 110 X / 

/ == ___ =r 9.09 amp 

P 2 = .97 Pi, the power delivered by generator 

Pi = = 1030.93 watts = power developed by generator 

Pi = J57i/ 

1030.93 


E, 


= 113.4 volts. 


~ 9.09 

Power lost in line = RP = 0.03 X 1030.9 = 30.927 watts 
30 03 

P = = 0.374 ohm. 


(9.09)2 


PROBLEMS 


When there is a current of 4 amp in a resistance of 12 ohms, how much 
heat in joules per minute is developed? 

2. When a current of 5 amp is in a soldering iron whose resistance is 15 ohms, 
how much heat in calories is developed per minute? 

/3. It is required to generate 2000 calories of heat per miuute in a circuit. 
The potential difference of the terminals of the circuit is 200 volts. What re- 
sistance must be used? 

4 . It is required to generate 1500 calories of heat per minute in a circuit. 
The potential difference of the terminals of the circuit is 100 volts. What re- 
sist^ce must be used? 

How many minutes are required to heat 800 gm of water from 15® to 
100®C by passing 8 amp through a 12-ohm coil immersed in water, if 20% is 
lost w radiation? 

What current will a 0.8-kw heating unit of an electric range take from 
110-volt mains? 

7. How many minutes are required to heat 1000 gm of water from 20® to 
100®C by passing 10 amp through a 10-ohm coil immersed in water, ff 15% is 
lost by radiation? 

8. What current will a 0.6-kw heating unit of an electric range take from 
22-volt mains? 

9. When a current of 4 amp is in a soldering iron whose resistance is 20 ohms, 
how much heat in joules is developed per minute? In calories? 

10 . The ordinary 16-candie-power tungsten lamp has a resistance when hot 
of 440 ohms. How much power is required to operate 4 of these in parallel across 
110-volt mains? 

11 . If the above lamps are connected in series and energized so as to produce 
the same amount of light as before (ie., have the same current maintained in 
them), what voltage and what power would be required? 
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12. What current will a O.S-kw heating unit of an electric range take from 
110-volt mains? 

13. A generator develops 50 amp at 100 volts. What is the power in kilowatts 
and what in horsepower? 

14. A 10-hp engine is to be replaced by an electric motor. What must be the 
power of the motor? If it is to be connected to 220-volt mains and its efficiency 
is 90%, what current will it take? 

15. An electric motor requires 10 amp at 100 volts. The two wires leading 
from the dynamo have a resistance of 0.3 ohm each. What emf must the dynamo 
supply? How much power is lost in the line? 

16. A generator whose terminal voltage is 220 volts produces a current of 6 
amp in the power line to a motor. If the resistance of each wire is 0.2 ohm, 
how much power is delivered to the motor? How much is wasted as heat? 


CHAPTER XXIX 


ELECTROLYSIS— BATTERIES 

422. Electrolysis is the process of decomposing a substance by 
passing electricity through it. It was discovered in 1799 by the 
German chemist, J. W. Ritter, in connection with a drop of water. 
The following year he showed that the gases evolved are hydrogen 
and oxygen. 

Not all solutions can be electrolyzed, but certain substances in 
the fused condition can be. Thus, metallic potassium and sodium 
were first obtained by Sir Humphry Davy in 1807 by electrolysis 
of their molten hydroxides at about 380°C. Fluorine is obtained 
by electrolysis of potassium fluoride maintained in the liquid state 
in an electric furnace. 

Faraday, who made the most searching study of the phenome- 
non, gave it the name electrolysis. To him also are due the names: 

Electrolyte — an electrolytic conductor, usually a solution which 
is ionized and which is decomposed by the passage of electricity 
through it. 

Anode (Greek, the way in) — the electrode, or conductor, by 
which electricity enters the electrolyte. 

Cathode (Greek, the way out) — the electrode, or conductor, by 
which electricity leaves the electrolyte. 

Ion (Greek, goer)— an atom or group of atoms carrying a charge 
of electricity and which, in consequence, may move through an 
electrolyte. 

423. Electrolytic conduction. Electrolytic conduction is quite 
different from metallic conduction (Sec. 409). When various 
substances are dissolved in certain solvents, the forces holding to- 
gether the groups of atoms that make up the molecules are weak- 
ened to such an extent that these groups of atoms with their 
associated charges are able to go around in the solution quite 
freely, and are hence called ions (goers). A substance broken up 
into such groups is said to be ionized. 
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Many molten substances conduct electrolytically, and even 
some solid salts such as silver iodide, but the conduction of liquid 
mercury is metallic. Substances which conduct electrolytically 
are decomposed in the process. 

The conductivity depends both upon the solvent and the solute. 
Solutions of acids, bases, and salts in water are electrolytes, i.e., 
are ionized; but a water solution of sugar is 
not. Some solutions in alcohol are fairly good 
conductors. But generally speaking, solutions 
in organic solvents are poor conductors, whereas 
those in liquid SO2, NH3, and HCN are good. 

In a water solution of CUSO4, for example, 

’ X' lljr. X.UXC/U- 

the salt is broken up into ions of 804“ “ carrying trolytic Conduc- 
a charge of two electrons, and ions of Cu++ 
carrying two positive charges each equal in magnitude to an 
electron (Fig. 372 ). 

If inert electrodes, such as carbon or platinum, are connected 
to a battery, electrons will be withdrawn from one, making that 
one positive, and given to the other, which is therefore negative. 
When these electrodes are dipped into the solution, the Cu''‘+ ions 
will he attracted to the negatively charged electrode (cathode), 
where their two + charges will be neutralized by two — charges 
from the electrode; and metallic copper will be deposited on the 
electrode. Similarly, the SO4 ion will be attracted to the posi- 
tively charged electrode (anode), where its two electrons will be 
neutralized by two positive charges from that electrode. The SO4 
radical, being then unstable, will break down the solvent H2O, 
liberating O2 in bubbles at the anode and forming H2SO4 with the 
H2. Copper is therefore removed from the solution, which gradu- 
ally becomes H2SO4. If the anode were of copper, the SO4 would 
rob it of an atom of Cu to form CUSO4, and the concentration of 
the solution would remain constant. 

It will be seen that in electrolytic conduction the electricity is 
transferred by two streams of oppositely charged ions going 
through the solution in opposite directions, whereas in metallic 
conduction there is only one stream of electrons moving in one 
direction. 

The positive ion is called the cation because it goes to the 
cathode; and the negative ion, the anion because it goes to the 
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anode. The hydrogen ion, like metallic ions, always carries a 
+ charge and moves through the solution in the direction of 
positive current. Hence these elements are always liberated at 
the cathode. 

424. Faraday’s laws of electrolysis. After his epochal discovery 
of electromagnetic induction, Faraday took up the study of con- 
duction of electricity through electrolytes and in 1834 evolved the 
following laws: 

1. The mass M of a substance liberated by electrolysis is pro- 
portional to the quantity Q of electricity that passes through the 
electrolyte. 

2. When the same quantity Q of electricity passes through 
different electrolytes, the masses of the various substances lib- 
erated are proportional to their chemical equivalents, or combin- 
ing masses. The chemical equivalent, or combining mass, of an 
element is defined as its atomic mass divided by its valence. 

The first law expressed algebraically is: 


Therefore 


and since, by Eq. (295), 


M o:Q. 

M=^zQ 
Q - It 
M = zit 


(342) 

(343) 

where the constant of proportionality z depends upon the units 
used and the substance liberated. The constant z is called the 
electrochemical eqtuvalent of the substance liberated, and is a 
characteristic property of that substance. 

Solving Eq. (343) for z, 

M M 




It 


(344) 


Hence, when M is in grams and Q in coulombs, z is in grams per 
coulomb. 

Stated in words, the electrochemical equivalent of a substance 
is the mass in grams of that substance liberated by the passage 
of one coulomb of electricity through an electrol 3 rte. 

Care should be taken to distinguish between the terms “chemi- 
cal equivalent” and “electrochemical equivalent.” Calling the 
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atomic mass m and the valence v, the chemical equivalent as de- 
fined above is m/v. From Eq. 347 it will be seen that the electro- 
chemical equivalent is equal to chemical equivalent divided by 
the faraday. 

Electrochemical Equivalents * 

(Grams per Coulomb) 


Element 

Atomic Mass 

Valence 

Electrochemical 

Equivalent 

Copper 

63.57 

1 

0.6588 X 10-3 

Copper 

63.57 

2 

0.3294 

Chromium 

52.01 

3 

0.1796 

Gold 

197.2 

3 

0.6812 

Hydrogen 

1.0078 

1 

0.0105 

Nickel 

58.69 

2 

0,3040 

Silver 

107.88 

1 

1.1180 

Zinc 

65.38 

2 

0.3387 


The most used electrochemical equivalent is perhaps that of 
silver, which from experiment has the value: 

Zig = .001118 gm/coulomb. 

By combining the two laws of electrolysis algebraically, we ob- 
tain an expression which may be considered ihe general law of 
electrolysis. 

From the first law, 

M cc 


and from the second law. 


when atomic mass m and 
valence v are constemt. 


m 


M a: — when I and t are constant. 

V 


Consequently, both laws together are expressed by the relation: 

M a when aU vary. 

From this we have the greneraZ lau): 

(345) 




* Chemical Rubber Go., Hand Book of Physics and Chemistry, 
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The constant F is called the “Faraday constant,” or the fara- 
day, and is a universal constant, its value depending only upon the 
choice of units for the other factors. It is written in the denom- 
inator in order that its meaning may be more easily discerned. 
That meaning at once becomes clear on solving Eq. (345) for F: 


(“) 

F = ^0 


(346) 


m 


A mass in grams numerically equal to the chemical equivalent 

of a substance has been defined as the gram equivalent of that 
substance. 

If, therefore, in a given case the mass M of a substance liberated 
is 1 gram equivalent ^ = ~ grams^ of that substance, we have 


M = 


m 


and therefore, by Eq. (346), 

F = Q. 

Hence, the faraday is the quantity of electricity in coulombs 
necessary to deposit one gram equivalent of any substance by 
electrolysis. 

To find the numerical value of F we proceed as follows. 

From Eq. (343), 


and from Eq. (345), 


Therefore 


M 

It 


M 1 m 

It ~F v' 


1 m 
^ ~ F V 

(347) 

Z V 

(348) 


and 
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Using the data for silver, . 

m = 107.88 gm 

» = 1 

z = 0.001118 gm/coulomb 

whence 

F = Q ooiTis ^ — 1 — ^ 96,494 coulombs. 

Since electrochemical equivalents and atomic masses have not 
aU been determined with the same accuracy, slightly different 
values of F will be found when dijfferent substances are used. 

425. Discussion of Faraday’s laws of electrolysis. The essence 
of these laws is that each ion in an electrolyte carries a number of 
elementary charges equal to its valence. We shall prove presently 
that the magnitude of each elementary charge is that of one elec- 
tron. From this simple statement, we may deduce Faraday’s laws 
in a logical manner. 

Thus, suppose that each ion of a univalent element consists of 
one atom and one elementary charge, as Ag+, H+, Cl~, etc. Then 
each elementary charge reaching an electrode would bring with it 
an atom of the element in question; hence the mass liberated 
would be proportional to the quantity of electricity passing 
through the electrolyte. 

Likewise, if a divalent ion consists of a divalent atom and two 
elementary charges, as Cu++, Zn++, 0 , etc., then each two ele- 

mentary charges reaching an electrode would bring with them one 
atom of the element in question; and for each two elementary 
charges passing through the electrolyte, an atom would be lib- 
erated at an electrode. Here again the mass liberated would be 
proportional to the quantity of electricity passing through the 
electrolyte, which is the first law. A similar relation may be 
worked out for atoms of any valence. ’ 

There are 6.064 X 10^® atoms in a gram-atom.* Hence, if we 
pass 6.064 X 10^® elementary + charges through a series of cells 
containing electrolytes of, say, AgNOs, CUSO4, and Cr(N03)3, 
we should liberate 1 gm-atom of Ag, 1/2 gm-atom of Cu, and 

* A gram-atom is defined as a mass of an element in grams numerically equal to 
the atomic mass of tlie element. 



u 









CuSO^ 


Cr(NC^ 


1/3 gm-atom of Cr. The masses liberated would be proportional 
to the atomic masses divided by the valences of the respective 

elements, i.e., proportional to their 
chemical equivalents — and this is just 
what is stated in Faraday’s second 
law. 

The experiment is easily made as 
shown in Fig. 373. Since the three cells are coimected in series, 
the same quantity of electricity flows through each; and as pre- 
dicted by the laws, the masses liberated are found to be: 

107.88 


Fig. 373 , 


Electrolytic Cells in 
Series 


Ag« 


Cu 


Cr- 


1 

63.57 

2 

52.01 


= 107.88 gm 
= 31.79 gm 
= 17.34 gm. 


426. Battery cells. When two electrodes of different conducting 
materials are dipped into an electrolyte, an electromotive force is 
developed in the system. The system is then called a battery cell. 
The action of a battery cell may be explained as follows. 

Whenever an electrode is placed in an electrolyte, there is in 
general a tendency for its molecules to go into solution. The 
measure of this tendency has been given the name solution pres- 
sure by Nemst. At the same time there is a tendency for its 
molecules already in the solution to pass out of the solution. This 
latter tendency is called their osmotic pressure, and in dilute 
solutions it is proportioned to the concentration of the ions in 
question, as was shown by Van’t Hoff. An electromotive force 
depending upon the difference between the solution pressure and 
the osmotic pressure is developed at the surface between the elec- 
trode and the electrolyte. 

In a dilute solution of sulphuric acid in water, many of the 
molecules of the acid H 2 SO 4 are broken up into positive ions 
( 2 H+) and negative ions (SO4 ). This is believed to be due to the 
fact that the dielectric constant of water is large (81), and on this 
account the force of attraction between the -f- and — charges 
within the molecule is greatly weakened, in accord with Cou- 
lomb’s law. 
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Fig. 374. Battery Cell 


If an electrode of pure zinc is dipped into this solution, zinc 
molecules, each carrying two elementary + charges, will pass into 
the solution on account of solution pressure, leaving behind on 
the zinc electrode two — charges (electrons). This will continue 
for a short time until osmotic pressure, the repulsion of the 
in the solution, and the attraction of the electrons left on the zinc 
plate prevent additioned + ions from coming into the solution, 
and a state of equilibrium is established. Similar action takes 
place when a copper electrode is dipped into 
the solution, but it is so slight that we may 
disregard it here. Although the copper is 
also negative with respect to the solution, 
its potential is higher than that of the zinc 
(Fig. 374). 

If the external ter mi nals of the zinc and 
copper are connected by a conductor, elec- 
trons will flow from the zinc to the copper. The state of equilib- 
rium is therefore upset and more Zn++ ions are released into 
the solution. These + ions repel the 2H+ ions to the copper, 
where their -1- charges are neutralized by the electrons that 
have come from the zinc through the external conductor, and 
bubbles of hydrogen gas H 2 collect on the copper and rise to the 
surface. Zn++ ions also are repelled toward the copper electrode 
but combine in transit with the SO4 ions to form ZnS04. This 
ceU action continues until the zinc electrode is completely con- 
sumed. 

The flow of electrons from the zinc to the copper in the external 
circuit is equivalent to a flow of positive charges from the copper 
to the zinc. As a result, the conventional statement that positive 
electricity flows from the copper to the zinc in the external circuit 
continues in use, although we know that actually the electrons 
flow the opposite way. Within the cell, positive charges travel on 
the ions from the zinc to the copper; hence the zinc is the anode 
and the copper, the cathode. 

For the external circuit, the copper is called the positive pole, 
or terminal; and the zinc, the negative pole, or terminal. 

The energy released by such a cell results from the chemical 
change of the zinc, just as the energy of a locomotive results from 
the combustion of coal. Zinc may therefore be looked upon as 
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the ‘"fuel” used in this little power plant. It is obviously too ex- 
pensive for large-scale power development. 

Solved Problems 

1 . Compute the electrochemical equivalent of zinc. (Atomic mass = 65.38; 
valence = 2 .) 

Known: 

z = ^ ^ from Eq. (347) 

m = 65.38 gm 
= 2 

F = 96,494 coulombs. 

Solution: 

1 65.38 

^ “ 96,494 ^2 

= 0.0003388 gram/coulomb. 

2 . How long must a current of 2 amp be maintained to deposit 0.25 gm of 
chromium from a solution of chromic chloride, CrCls? 

Known: 

7 = 2 amp 
M = 0.25 gm 

z = 0.0001796 gram/coulomb from table. 

Required: t = ? 

Solution: M = zit by Eq. ( 344 ) 

Substituting values, 

0.25 = 0.0001796 X 2 X ^ 
t — 716 sec 
= 11 min 56 sec. 

3. Two electrolytic cells containing CUSO 4 and CdS 04 , respectively, are con- 
nected in series in a circuit in which a current is maintained until 0.009882 gm 
of copper is deposited in the first cell. 

How much cadmium is deposited in the second cell, if the atomic mass of 
cadmium is 112.41 and its valence is 2? 

Known: 

Men = 0.009882 

Atomic mass Cu == 63.57 from table 
Valence Cw = 2 from table 
Atomic mass Cd = 112.41 

Valence Cd = 2. " 

Solution: Since the ceUs are in series, there is the same current in both. Hence 
the masses of Cd and Cu deposited are proportional to their chemical equivalents, 
by Faraday’s second law of electrolysis. 
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Therefore, 


Mci 

Mcu 


112.41 

2 

63.57 


112.41 

63.57 


Mcd = 


112.41 


X 0.009882 


63.57 
= 0.0175 gm. 

427. Defects of simple cells. There are two important defects 
of the simple Voltaic ceU. 

1. The collection of hydrogen bubbles on the positive terminal 
produces an effect called polarization, for it makes the plate behave 
like hydrogen rather than like copper, and this reduces the emf 
of the cell. By covering up the copper, this hydrogen also increases 
the internal resistance of the cell. 

Polarization may be minimized by surrounding the positive 
pole with an oxidizing agent — usually manganese dioxide (MnOa) 
or potassium dichromate (K 2 Cr 207 ) — called a depolarizer, which 
combines with the offending hydrogen. 

2. Local action results at impurities in the electrodes which 
serve as one terminal of a httle local cell. Thus a particle of car- 
bon or iron in the zinc will act as the positive pole of a tiny local 
cell on the surface of the zinc. Electricity wiU flow in a short local 
circuit from the carbon through the zinc, and back through the 
electrolyte to the carbon. 

Local action results in wasting of the electrode, usually the zinc, 
without producing any flow of electricity in the external circuit. 
It may be overcome to a large extent by amalgamating the zinc 
with mercury, which covers the impurities and dissolves the zinc 
and brings it to the surface. 

428. Electromotive series. Since, in the simple cell, the zinc 
passes into solution more readily than does the copper, and each 
atom leaves behind on the zinc plate two electrons, we should ex- 
pect the zinc plate to be the negative terminal. The experiment 
of Sec. 390 has already shown this to be true. 

We should wonder also whether, in general, the electrode that 
reacts more vigorously with the electrolyte is always the negative 
of the cell. In order to answer this question, the potentials of 
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the various metals — each in a normal solution of its own ions, 
taking that of hydrogen arbitrarily as zero (see Sec. 437) — have 
been determined. Arranged in the order of increasing potential, 
they form the electromotive series, shown in the table below. 


Electromotive Series 


More Active 


Sb 

+0.1 (?) 

Li 

—3.02 volts 

Bi 

+0.2 (?) 

K 

-2.92 

As 

+0.3 (?) 

Na 

-2.72 

Cu(++) 

+0.34 

Mg 

-1.55 

Cn(-h) 

+0.51 

A1 

-1.34 

Hg(-l-) 

+0.79 

Zn 

-0.76 

Ag 

+0.80 

Fe(-f-+) 

-0.43 

Hg(-F-h) 

+0.86 

Ni(-h4-) 

-0.22 

Pt 

-fO.863 

Sn(-f-F) 

-0.14 

Au(H-) 

+1.5 (?) 

Pb(-| — H) 

-0.13 

Less Active 


Fe(+-1-+) ■ 

-0.04 




0.00 




By comparing this table with the chemical “activity series,” * 
it will be seen that the order of the elements is the same in both. 
Hence, of two electrodes, that which is chemically more active 
will be the negative and the less active one, the positive electrode 
of a battery cell. 

The electromotive force of a cell may be determined from the 
table by taking the difference of the electrode potentials in the 
table for the two metals to be used with a proper electrolyte. 
Thus, for the Daniell cell (see Sec. 430), the electromotive force 
will be that of Cu(= 0.34) minus that of Zn(= —0.76): 0.34 — 
(— 0.76) = 1.10 volts, which is very close to the usual emf of 
this cell. 

429. Charge on a univalent ion in electrolysis: Avogadro’s 
number. From Faraday’s laws it is clear that in electrolytic con- 
duction each ion carries a charge proportional to its valence. Thus 
Ag carries one elementary + charge, and Cu, two elementary + + 
charges. Helmholtz suggested that this elementary quantity of 
electricity carried by an atom of matter might be the atom of 

*See Holmes, General Chemistry (New York, The Macmillan Company, 1939), 
p. 83. 
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electricity, or the natural unit from which all larger quantities 
are made up. 

Millikan’s oil-drop experiment (Sec. 373) has shown convinc- 
ingly that the charge of one electron is the smallest quantity of 
electricity that occurs in nature. If Helmholtz’ hypothesis is 
correct, and we believe it is, this gives a method of computing 
the number of atoms in a gram-atom, or molecules in a gram- 
molecule, which is Avogadro’s number N. 

By Eq. (284), 

1 electron = 4.8025 X 10“^® statcoulomb * 
and by experiment, 

1 statcoulomb = coulomb. 

Hence. 


2.9978 X 10® 


1 electron = 4.8025 X 10~“ X 


2.9978 X 10® 
= 1.6020 X 10~^® coulomb. 


coulomb 


We know that one gram-equivalent, which in the case of a 
univalent element is also one gram-atom, is liberated by one fara- 
day (= 96,488 coulombs) of electricity. Since each atom cenries 
one electron, the number of atoms in 1 gram-atom, Avogadro’s 
number, is: 


7V = 


96,488 


atoms 


1.6020 X 10~^® gram-atom 

= 6.023 X 10®® — 

gram-atom 

This value is in excellent agreement with that obtained by 
other methods, e.g., by Brownian movements.! But as the value 
of the electron has been determined with great accuracy, this is 
beheved at present to be the best method of determining Avoga- 
dro’s number. It confirms the hypothesis that the magnitude of 


p. 4. 


♦ Raymond T. Birge, Rev, Mod, Phys., Vol. 13, No. 4, October, 1942. 
t Cbapin, Second Tear College Chemistry (New York, John Wiley and Sons, 1926), 
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the elementary charge on a univalent ion in electrolysis is that of 
one electron. 


430. Primary cells. Battery cells in which the electric energy is 
obtained originally from the chemical reactions in the cell are 
called primary cells. Until about 1890, they were used to a very 
large extent as sources of direct current. In 1800, Sir Humphry 
Davy used a battery of 2000 such cells to produce 
the &st electric arc light. 

Of the many different types of primary cell that 
were developed, only five are now used to any great 
extent: the Leclanch6, the dry, the Daniell, the grav- 
ity, and the Weston (cadmium standard). 

1. The Leclamlm cell (Fig. 375) has a positive pole 
of carbon; the electrolyte is a water solution of 
ammonium chloride (NH4CI); and the negative pole is zinc. 
The general reaction that takes place is as follows: 

C + 2Mn02 -f 3NH4CI -b 2Zn -^^-1- MnjOs + H^O -f 2NH3 



Fig. 375. Le 
clanch6 Cell 


Polarization, due to the liberation of H 2 at the positive pole, is 
diminished by surrounding this electrode with a porous jar con- 
taining manganese dioxide (Mn02) as a depolarizer. This com- 
bines with the hydrogen to form H2O and Mn203. However, the 
action is not sufficiently rapid to dispose of all the hydrogen, and 
the emf falls off quickly when the cell is being used continuously 
for several minutes. When the circuit is open, the oxidation of H2 
continues; but all other chemical activity ceases, so that the 
materials are not wasted. 

The cell is therefore suitable for open circuit work, as for elec- 
tric beUs, which require current for but a few seconds at a time. 
Its emf at first is 1.5 volts; and its internal resistance is from 1 to 
5 obms, depending upon the size and condition of the ceU. 

2. Dry cells (Fig. 376) are not really dry, but they are “non- 
spillable.” When they actually become dry they cease to func- 
tion. Sometimes they may be restored to usefulness by the mere 
addition of water. 
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The dry cell is the same as the Leclanche in the chemical na- 
ture of its electrodes, electrolyte, depolarizer, and their reac- 
tions. 

The zinc (negative pole) is 
made into a can and serves as a 
container. It is lined with blot- 
ting paper to prevent particles 
of carbon in the electrolyte from 
coming into contact with the 
■ zinc. On the outside it is covered 
with pasteboard, which insulates 
cells from one another. 

The electrolyte (NH4CI) is 
made into a paste with flour 
and plaster of Paris. Powdered 
carbon and sawdust are added to 
reduce the internal resistance; 

Mn02, to serve as a depolarizer; 
and a small amount of ZnCl2, to 
keep the cell from becoming too 
dry, to prevent local action, and 
to combine with the NH3 which 
is formed. 

The positive pole is a large rod of carbon placed in the center of 
the cell. The top of the cell is sealed over with pitch to prevent 
evaporation. 

The emf, which at first is 1.5 volts, decreases rapidly when a 
current of several amperes is produced, hut recovers on resting. 
The internal resistance varies from 0.1 to 0.5 ohm, depending 
upon the size and the condition of the cell. 

The emf decreases and the internal resistance increases with 
use. These cells become worthless from local action when they 
remain for a long time stored on shelves, even though not 
used. The time that a dry cell may stand on open circuit with- 
out its short-circuit current’s falling below 10 amp is known 
as its “shelf life.” The shelf life of good cells is from 10 to 12 
months. 

Millions of dry cells are now used in flashlights. Large and 
small, their emf is 1.5 volts at first. Greater voltages, such as for 



Fig. 376. Dry Cells of Equal Emf. 
(Courtesy National Carbon Co.) 
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Fig. 377. Daniell Cell. (Courtesy 
Central Scientific Co.) 


B-batteries in radio sets, are secured 
by connecting the proper number' of 
these cells in series. 

3. The Daniell cell (Fig. 377) con- 
sists of a positive pole of Cu in a 
saturated solution of CUSO4, and a 
cuSOf negative pole of amalgamated zinc 
in a 5% solution of ZnS04. The 
two electrolytes are separated by a 
porous pot of unglazed earthen- 
ware. 

The reaction is substantially as 
follows: 


Cu + 2CUSO4 


-t- ZnS04 + 2Zn 


2Cu -H CUSO4 


•-(- 2ZnS04 "b Zn. 


This cell does not polarize, since the Cu liberated at the cathode 
is the same substance as the cathode itself. When on open circuit, 
the two electrolytes dijffuse 
through the porous pot, wasting 
the CUSO4 and the Zn. 

The cell is therefore most suit- 
able for closed circuit work. 

When not in use it should be 
kept in circuit with a resistance 
of 100 ohms or more, as a small 
current tends to keep the elec- 
trolytes from mixing. 

The emf of the Daniell ceU, 
when freshly made up, is 1.08 
volts, and the internal resistance 
is about 0.3 to 15 ohms, depend- 
ing upon its size and design. 

4. The gravity cell (Fig. 378) is another form of Daniell ceU in 

which the electrolytes are kept separated by gravity, the CUSO4 
being denser than the ZnS04. The separation is quite satisfactory 
so long as the ceU is producing a current. ^ ^ ^ ^ ^ 

5. The cadmium standard cell, perfected by Edward Weston in 
1893, is never used as a source of current, but only as a standard 
of emf. The positive electrode is of pure Hg. On top of this is a 



Fig. 378. Gravity Cell. (Courtesy 
Welch Scientific Co.) 
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layer of mercurous sulphate (Hg 2 S 04 ), which is the depolarizer. 
The negative electrode is an amalgam of mercury and cadmium 
(90Hg + lOCd). These constituents are held in place by inert 
packing and porous porcelain retainers. Connections to the elec- 
trodes are made by platinum wires sealed through the glass. There 
are two types : 

The normal, or saturated, type has as electrolyte an aqueous 
solution of CdS 04 , which is kept saturated at all temperatures by 
an excess of CdS 04 crystals. 


Fig. 379. Weston Cadmium Cell — Interior. (Courtesy Weston Electrical In- 
strument Co.) 

The unsaturated type has an electrolyte consisting of a water 
solution of GdS 04 saturated at 4°C. At all other temperatures it 
is unsaturated. 

The container is usually of gleiss in the form of the letter H. 
It is hermetically sealed, either with the glass itself or with wax. 

The cell proper is shown in Fig. 379. Being light-sensitive, the 
cell is enclosed in a Hght-proof cover, one form of which is shown 
in Fig. 380. 

The normal type is the more reproducible and has been adopted 
by international agreement as the standard source of electromo- 
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tive force. Its emf is 1.01830 wZfe af 20°C. At other temperatures 
its emf is given approximately by the relation: * 


Et = 1.0183 - 0.00004(f - 20). 


The unsaturated type is not so reproducible as is the normal, 
the emfs of different cells being from 1.0178 to 1.0192 volts. But 



Fig. 380. Weston Cad- 
mium Cell — Exterior. 
(Courtesy Weston Elec- 
trical Instrument Co.) 


its temperature coefficient is lower than 
that of the saturated type, so that within 
the range of temperature ordinarily encoun- 
tered no temperature correction is neces- 
sary. This type is therefore used as the 
standard for most commercial purposes. 

Cautions. A standard cell should never 
be permitted to transmit a current greater 
than 1/10,000 ampere. To provide against 
this, a resistance of at least 10,000 ohms 
should be used in series with the cell until 
the final adjustment in balancing. 


A standard cell should not be subjected to large variations of 


temperature nor to rough handling. 


431. Secondary, or storage, cells. Cells which are formed by 
the electrolytic action of the current from some other generator, 
and which, when discharged, can be recharged by again receiving 
electric energy from the generator, are called secondary cells, stor- 
age cells, or accumulators. The two principal types are: the lead- 
acid cell (Plant6), and the nickel-iron-alkaline cell (Edison). 

1. The lead-acid cell. Commercial cells of this type consist of a 
group of parallel plates of pure spongy lead (Pb), between which 
are interposed a group of grids of lead alloyed with a small per- 
centage of antimony to give them strength. In the grid openings 
are porous packets of lead peroxide. The two sets of plates are 
kept apart by rubber or wooden separators, and the whole assem- 
blage is submerged in an electrolyte of dilute H2SO4 in a glass or 
other acid-resisting container. 

The brown PbOa plates form the positive pole; the gray Pb 
plates, the negative pole. 

During discharge both sets of plates are partially changed to 

* For the complete relation see Glazebrook, Dktm^ary of Applied Physics (London, 
The Macmillan Co., 1922), n, p. 273, 
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lead sulphate (PbS 04 ), and the electrolyte to H 2 O; on recharge 
the cell returns to its original condition. These reactions are rep- 
resented in a general way by the following equation: 


Charged 

PbOj -h 2 H 2 SO 4 + Pb 


Discharged 

:PbS04-f 2H20-hPbS04. 



The reactions are reversible; and provided the cell is not dis- 
charged to the extent of injuring the plates, it may be recharged 
repeatedly by connecting the 
positive terminal of the genera- 
tor to the positive plates of the 
ceU. 

It will be seen that, on charge, 
water is converted into H2SO4. 

Since the specific gravity of 
H2SO4 is greater than that of 
water, the specific gravity of the 
electrolyte as determined with a 
hydrometer is a convenient index 
of the extent to which the bat- 
tery is charged. 

When fuUy charged, the emf 
of the cell is 2.1 volts and the 
specific gravity of the electrolyte 
about 1.285. By the use of very thin plates very close together, 
the internal resistance may be made extremely small. On account 

of their high emf emd low 
internal resistance, lead-acid 
storage cells are generally 
used for starting automo- 
biles. The internal resistance 
of the ordinary 3-cell auto- 
Curves mobile battery (Fig. 381) is 
about 0.003 ohm, but larger 
batteries for starting Diesel engines have a resistance of about 
0.001 ohm at 80°F. At this temperature the current required by 
the starting motor of an automobile is approximately 150 amp. 
At 10°F, the current required is about 300 amp. 


Fig. 381. Lead-Acid Storage Battery. 
(Courtesy Willard Storage Battery Co.) 
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The energy efficiency of a lead-acid cell is from 75 to 85%. 
From the discharge curve of Fig. 382, it will be observed that 
after discharge has continued at the normal rate for about two 
hours, the curve becomes nearly horizontal. At this stage of dis- 
charge, if the current is small, the emf changes very httle during a 
considerable time; consequently, this cell is then particularly 
good as the main battery of a potentiometer. 

The lead-acid cell has the disadvantage, however, of not being 
mechanically strong. It must therefore be used with these pre- 
cautions: 

1. Do not short-circuit. 

2. Do not discharge below 1.8 volts or specific gravity 
1.15. 

3. Do not overcharge. 

4. Do not allow the electrolyte to get below top of plates. 

2. The nickel-iron-alka- 
line cell, developed in the 
laboratory of Thomas A. 
Edison, is commonly 
called the Edison storage 
ceU (Fig. 383). 

The electrolyte is a 21% 
solution of KOH in dis- 
tilled water, with a small 
percentage of LiOH. 

The positive plates con- 
sist of steel grids holding 
perforated cylindrical steel 
tubes which contain alter- 
nate layers of Ni 02 (the 
active material) and nickel 
uaies xo increase 
tivity. 

The negative plates are 
Fig. 383. Edison Storage Cell. (Courtesy Edi- a mixture of finely divided 
son Storage Battery Corp.) ^ contained 

perforated steel packets instead of tubes, 
the generally accepted 
follows: 
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Uiscnarged 


Charged 

Ni02 + (2KOH + H 2 O) + Fe NiO + (H 2 O + 2KOH) + FeO. 

The specific gravity of the electrolyte is about 1.2 at 60°F. 
This remains sensibly constant, since the solution undergoes no 
permanent change during either charge or discharge. Hence, 
with this type of cell a hydrometer 
gives no information as to the com- 
pleteness of charging. 

The average emf of the Edison cell 
is 1.2 volts when discharging at the 
normal rate. The internal resistance 
depends upon the size of the ceil and 
the state of charge. For a typical 150-ampere-hour cell it is from 
0.003 to 0.005 ohm, depending upon the condition of charge. The 
energy eflSciency is 55 to 60%. 

Typical curves for the charge and discharge at normal rate of 
types A, B, and C cells are shown in Fig. 384. 


20 | 

k/.fi 

/.O' 





— 














= 

= 

Tf 


— 

““ 


— 

— 

— 



3 













irrr 




□ 




2 3 4 S 6 7 

HOURS 

Fig. 384. Charge and Discharge 
Curves of Edison Cell 


432. The ampere-hour. It is customary to rate the ability of a 
secondary cell to store up energy in ampere-hours. The ampere- 
hour is defined as the quantity of electricity that flows past a given 
section of a conductor when a current of one ampere is main- 
tained for one hour. 

That is, 

1 ampere-hour = 1 ampere X 1 hour 

= 1 ampere X 60 minutes 

= 60 ampere-minutes 
= 1 ampere X 3600 seconds 

= 3600 ampere-seconds 
= 3600 coulombs. (349) 

433. Effect of size of a cell. The emf of a cell depends only upon 
the chemical nature of its electrodes and electrolyte, and is en- 
tirely independent of the size of the cell. When new, the tiny dry 
cell (Fig. 376) and the large No. 6 cell used for bell ringing have 
the same emf. The large cell, however, has many times as much 
energy stored in it as has the smaller cell, and therefore it will last 
correspondingly longer for a given purpose than will the smaller 
ceU. 


514 


ELECTRODYNAMICS 


Furthermore, the internal resistance, in a general way, varies 
directly as the distance between the plates and inversely with their 
effective areas. Hence the values of internal resistances stated in 
the foregoing paragraphs are only approximately correct for the 
size of each cell that is most commonly used. 


434. Analogy between cells and pumps. In many respects a 
battery cell or other electric generator causing electricity to flow 
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Fig. 385. Analogy Between Cells and Pumps 


around a circuit is quite analogous to a pump circulating water 
around a closed pipe system (Fig. 385). 

The pump P does work in elevating water from the level XY 
to the level MN, from which it flows back downhill to the level 
XY again. 

The cell transfers positive electricity * from the plate B to the 
plate A, thus raising its potential; and the electricity flows back 
“downhill” again to jB. 

On each 1 lb of water that the pump elevates h ft to the upper 
level, it does h foot-pounds of work. This is the work done on the 
unit quantity (1 lb) of water by the pump and is therefore the 
“gravitational potential difference” between the levels MN and 
XY. 

Just so, the cell does an amount of work (F joules) on each unit 
positive charge (1 coulomb) in transferring it “uphill” from B to 
A; and V is the electrical potential difference between A and B, 
. as defined in Sec. 353. 

As a pound of water flows from the level MA?” through the pipe 
line HJ to the level XY, the potential energy h foot-pounds is 

* Actually, of course, electrons are caused to flow the other way around. 
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expended in overcoming friction in the pipe and is dissipated as 
heat. 

Similarly, as a coulomb of electricity flows from A through the 
circuit H'J' to B, its potential energy (F joules) is expended in 
overcoming the resistance of the line and is dissipated as heat. 

The pump does some work in overcoming the friction of the 
water in the pump itself for each pound elevated; and the cell does 
work in overcoming its own internal resistance for each coulomb 
transferred to A. This internal work of the pump per pound of 
water added to the gravitational potential difference between MN 
and XY might be called the “mechano-motive force” of the 
pump, and represents the total work done by the pmnp per unit 
quantity of water elevated. Similarly, the internal work per 
coulomb done in the cell added to the potential difference between 
B and A represents the total work done by the cell per unit 
charge, and this we have called the “electromotive force” of the 
cell (Sec. 401). 

436. Mechanical analogies of potential. From the foregoing 
paragraph, the “head” h of water is seen to be analogous to po- 
tential, for it is the work done per unit quantity (1 lb) of water. 

From this, let us compute the work done on another unit quan- 
tity (1 ft®) of water. 

By definition, the number of lb in 1 ft® is the density I). Hence, 
when 1 ft® of water is elevated h ft, the work done is: 

, foot-pounds foot-pounds 

jJLt hD 

But by Eq. (109), hD = p, the pressure in proper units. 

Therefore, 

foot-pounds _ pounds 

^ ~P fts “ P ft2 ■ 

That is, the pressure in proper units represents the work done by 
a pump per cubic foot of water. 

Hence “head of water” is analogous to electric potential when 
the unit quantity is the pound or the gram; and pressure is analo- 
gous to potential when the unit quantity is the cubic foot or the 
cubic centimeter. 
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436. Single electrode potentials. Half-cells. When a metal is 
dipped into a solution containing ions of that metal, e.g., copper 
in a water solution of CUSO 4 , there is a potential difference (emf) 
between the metal and the solution. Nemst, in 1889, undertook 
to account for this potential difference as follows. 

At the surface of the metal there are two tendencies: 

1 . Metallic ions are tending to leave the solution and deposit 
on the metal. This tendency is greater, the greater the number of 
those ions in the solution; i.e., it is proportional to the ion concen- 
tration, and in dilute solutions this has been shown by Van’t Hoff 
to be approximately proportional to the osmotic pressure. 

2 . There is a tendency also for ions to leave the metal and pass 
into the solution. Nemst called this solution pressure since it 
can be made to balance the osmotic pressure of the ions by ad- 
justing the concentration. 

Assuming that the potential difference Ey between the electrode 
and the solution represents the work done on the electric charges 
when ions pass from the region where the solution pressure is P 
to the region where the osmotic pressure is p, Nernst derived the 
formula: * 


where 


Ey 


RT, P 
■ nF p 


(350) 


R is the general gas constant (8.32 joules per °C per mole) ; 

T is the absolute temperature (273 -f- °C) ; 
n is the valence of the ion; and 
F is the faraday (96,500 coulombs). 

Since p is approximately proportional to the concentration C 
of the ions of the electrode in the solution, Eq. (350) reduces to: 


„ RT, K 

“ nF C 

p 0.0591 , 1 

- Eo — ^ logic Q 


at25°C 


(351) 


where Eo is the normal potential of the electrode; i.e., its potential 
with respect to the solution when the latter contains 1 gram 

* Britton, Hydrogen Ions York, D. Van Nostrand Co., 1929), p. 11. 
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equivalent of ions of the electrode per liter of solution, and K is 
a constant characteristic of the metal electrode. 

An electrode in a solution constitutes a half-cell. In general, 
we cannot connect to the liquid in order to measure the potential 
difference (emf) of the half-cell without introducing into the solu- 
tion at least a wire, and this would be another electrode which 
also would have a potential with respect to the solution. The emf 
measured would consequently be the algebraic sum of the potential 
differences between the solution and the two electrodes, respec- 
tively. 

437. The normal hydrogen electrode. To avoid the difficulty 
mentioned above, a hydrogen electrode in a normal solution of 
hydrogen ions has been adopted 
by international agreement as a 
standard half-ceU whose emf is 
arbitrarily taken to be zero at all 
temperatures. This half-cell is 
often called the normal hydrogen 
electrode. 

The much-used Hildebrand 
type is shown at T in Fig. 386. 

It consists of a thin platinum 
plate P coated with platinum 
black and immersed in a normal 
solution of hydrogen ions N. Hy- 
drogen from a tank or generator passes down the annular glass 
tube T and some is adsorbed on the platinum black, the excess 
escaping through holes in the tube. This layer of adsorbed hydro- 
gen is conducting and fimctions as a plate of hydrogen in a nor- 
mal solution of hydrogen ions. 

To determine the potential difference between an electrode M 
and a solution S, the latter is connected to the hydrogen half-ceU 
by a capiUary “liquid bridge” B, and the emf of the complete ceU 
is measured by means of a potentiometer connected at A and Y. 
Since the emf of the normal hydrogen electrode is taken to be zero, 
the potentiometer reading is the required piotential difference 
(emf) between the electrode M and the solution 5. 

This in principle is the method of JBnding the potential differ- 


X Y 



Electrode 
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ence between each metal and a normal solution of its own ions, as 
shown in the electromotive series of Sec. 428. Practically, how- 
ever, it is difficult to maintain a hydrogen electrode accurately 
normal; hence the more stable calomel electrode is generally used 
in actual work. 

438 . The standard calomel electrode, or half-cell. This elec- 
trode, or half-cell (Fig. 387), consists of a mass of mercury A 

upon which is a layer of calomel (Hg 2 Cl 2 ), 
covered by a solution of potassium chloride 
(KCl) of definite normality and thoroughly 
saturated with Hg 2 Cl 2 . 

The absolute value of the potential dif- 
ference between the Hg and the KCl in 
this half-cell is determined by the method 
of the dropping electrode or the method of 
the capillary electrometer. If the KCl so- 
lution is normal, the potential difference 
(emf) of the half-cell is found to be 0.560 at 
25°C, the mercury being -f- to the KCl, and 
is very stable. 

This type of standard electrode, or half- 
ceU, is therefore generally used in prefer- 
ence to the normal hydrogen electrode for actual determinations, 

439 . Hydrogen-ion concentration and pH. The acidity or the 
alkahnity of a solution is expressed numerically by the concentra- 
tion of hydrogen ions in the solution. Pure water (“conductivity 
water”), which is neutral, is found by conductivity tests to have a 
concentration of 10“’' gram-ion of H and 10“’ gram-radical of OH 
per hter at 22°C. 

Hence, a neutral solution has a hydrogen-ion concentration of 
10“’ gram-ion/liter. 

Taking the atomic mass of hydrogen to be 1 for simphcity, 
a 0.01 normal solution of HCl has 0.01 gram of H-ions per liter 
and therefore a hydrogen-ion concentration of 0.01 = 10“^. 

In 1909, Sorensen suggested that acidity might be more con- 
veniently represented by merely stating the negative of the ex- 
ponent of the H-ion concentration, which he designated as its 
pH value. The pH value of a solution is the negative of the 



Fig. 387. Standard Cal- 
omel Electrode 
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es^onent of its hydrogen-ion concentration when that is ex- 
pressed as a power of 10. 

Hence a neutral solution has pH = 7; 
a 0.01 normal HCl solution has pH = 2 (more accurately, 2.02) ; 
and 

a 0.1 normal HCl solution has pH = 1 (more accurately, 1.07). 

From this it is seen that increasing acidity is indicated by 
decreasing pH; and, con- 
versely, increasing alkalin- 
ity is indicated by increas- 
ing pH. 

The standard method of 
determining hydrogen-ion 
concentration and pH, by 
which all other methods 
are checked, is the electro- 
metric method. This is 
substantially as follows. 

Figure 388 shows the 
general arrangement of the 
apparatus. AKB at the 
left is the standard calomel half-cell. At the right, forming the 
other half-cell, is a hydrogen electrode F dipping into the solution 
D whose hydrogen-ion concentration is to be determined. These 
two half-cells are connected hy the “salt bridge” consisting of the 
vessel G and the siphon S, which are filled with a saturated solution 
of KCl to minimize potential differences that might otherwise exist 
at the surface of contact between the solutions of the two half-cells. 

The electromotive force E developed by the complete cell, or 
“gas chain,” is best measured by a potentiometer connected to. 
the terminals -4- and —. 

Calling the emf of the calomel electrode Egg, and that developed 
between the solution D and the hydrogen electrode, Ei, we have: 

E — Ehs — El (352) 

and suhstituting for its value from Eq. (351), n being 1 for 
hydrogen, 
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For a normal KCl calomel electrode, Ehs = 0.560 at 25°G, 

and for a normal hydrogen electrode, Eq = 0.277 at 25°C. 

Therefore, 


(log„i) 


E = 0.560 - 0.277 + 0.0591 


= 0.283 d- 0.0591( — logio C) 

= 0.283 + 0.0591 pH at 25°C. (353) 

This equation is a straight line, and is plotted in Fig. 389. 
Curves are obtained in a similar manner when 0.1 normal and 
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saturated KCl calomel electrodes, respectively, are used instead 
of the normal electrode. 

440. International Units. In the preceding pages it will have 
been observed that, in order to make as many of the constants of 
proportionality unity as possible, we have defined two sets of 
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absolute units; the electrostatic and the electromagnetic. From 
the latter, at the proper points, we have defined practical units 
as more convenient for commercial purposes. These are tabulated 
in table on page 520. 

Since great skill and care are required to set up the necessary 
apparatus and to determine the practical units from their defini- 
tions, close approximations to their values have been adopted by 
international agreement as legal units, which may be reproduced 
with comparative ease. These are called international units and 
are defined as follows: 

The international ampere is that current which in 1 sec wiU 
deposit 0.0011180 gm of silver from a solution of silver nitrate, 
solution and coulombmeter being prepared according to pre- 
scribed specifications. 

The international ohm is the resistance of a uniform column of 
mercury 106.3 cm long and having a mass of 14.4521 gm at 0°C. 
(Its cross section is then 1 square millimeter.) 

The international volt is the potential difference between the 
ends of a conductor whose resistance is one international ohm 
when there is a current of one 
international ampere in the con- 
ductor. It is practically 1/1.0183 
of the emf of a Weston normal 
(saturated) cell at 20°C. 

From these basic units the 
others are easily determined. 

441. Cells in series and in 
parallel. Several cells connected 
together are called a battery. 

There are two distinct methods 
of connection: series and parallel. 

All other methods are combinations of these two. 

1. Series connection. A group of cells is connected in series when 
all the electricity in that branch of the circuit passes through all 
the cells. If the positive terminal of one cell is coimected to the 
negative of the next throughout the group, they are said to be in 
conjunction; otherwise those connected in the opposite way are 
said to be in opposition to the others. 
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Cells connected in series are analogous to a group of pumps in 
tandem (Fig. 390). Obviously the total height to which water is 
pumped, or the total head h due to all the pumps, is: 

/i = /ii + /12 “h /13 "t“ ■ • 

Similarly, the total emf E due to aU the cells of a group in series is: 

E = El -|- Ei E 3 -f. . . . (354) 

where 

El, E 2 , E 3 are the emfs of the individual cells. 

By the law of continuity of current (Sec. 406), aU the electricity 
passes thr ough each cell, and hence, 

/ == = Js = . . .. (355) 

For the same reason, all the electrons encounter the resistance of 
each ceU, so that the internal resistance r of the group equals the 
sum of the internal resistances ri, r^, Vz, etc. of the individual cells. 
That is, 

r = ri + Ta + Ts + • • •. (356) 

2. Parallel connection. A group of cells is said to be connected 
in parallel, or multiple, when only a part of the electrons that 
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Fig. 391. Celk in ParaDel 

make up the current pass through each cell. The connection is 
usually made by joining all the positive terminals together, and 
all the negative terminals together. 

We consider here only the case in which all the cells are exactly 
alike.* 

* i^blems involving cells in paralld that are not all aUke are best solved by means ■ 

of Kirchlioflrs laws (see Sec. 442). 
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From the pump analogy of Fig. 391a, the total head h is the 
same whether all the pumps are working or only one. The differ- 
ence is that more water is delivered per second when aU are 
working. 

Likewise, when aU the cells are exactly alike, the emf E pro- 
duced hy aU is exactly the same as that of a single ceU {Ei, E^, Ez, 
etc.). That is, 

E = El = Ez = Ez = • • (357) 

The electrons divide among the several cells, only a part of their 
total number passing through each cell. The total current I in 
the main circuit is therefore, by Sec. 406, 


I — + -12 + fa + 


(358) 


where Ji, Iz, Iz, etc., are the currents through the individual cells. 
And since the cells are all exactly alike, 


Therefore, 


Ii=Iz = Iz 
I = nil 


(359) 

where n is the niunber of cells in parallel. 

The combined internal resistance r of the group is obtained like 
that for any group of conductors in parallel, by Sec. 414. 

+ i + i + 

r ri Pz rz 

But the cells being all alike, ri = rz = rz = ■ ■ 

Hence, when n is the number of cells in parallel 

In 

Therefore, 

r = ^. (360) 


Solution of Simple Circuits: Solved Problems 

1. Given the circuit shown in Fig. 392; required the current in each branch 
and the fall of potential in each section. 

Solution: Since the cells are in series, the total emf is: 

£ “ 1.5 + 1-5 ~ 3 volts. 
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Resistances: 

20 > 



Fig. 392 


From^toB,^ = |+i = | 

= i ohms.* 

From C to D, Rqj^ = 5 ohms. 

From F to G, Rp.Q = 2+2 = 4 ohms. 

Total resistance f of circuit is: 

i? = f+5 + 4 = ^ohms. 
Then by Ohm’s law, total current in main circuit is 

^ ■” 17 


Fall of potential in sections of circuit: 


ri-drop from A to R, Vj^js = f X volt 

ri-drop from C to D, = 5 X — ff volts 

ri-drop from F to G, V^q = 4 X = ff volts. 

Total ri-drop around circuit = 3 volts (check) .f 


To find currents in 2-ohm and 3-ohm branches: 


From above, ri-drop from A to B ^ V^b ~ volt 


V 3 

Current in 2-ohm branch, h == ~ ^ ~ Tf 

V 2 

Current in 3-ohm branch, h — s- ~ amp. 

Adding, total current I = ^ amp (check). 


2, Given the circuit shown in 
Fig. 393; required the current in 
each branch and the fall of potential 
in each section. 

Solution: Since in each branch 
of the battery group the cells are 
in series, the emf of each branch is: 

Fi = 2 + 2 = 4 volts 

and since the branches are in paral- 
lel, we have: 

Total emf of circuit is F = Fi 

= 4 volts. 


S(v 



* If common fractions are retained, results will check exactly, whereas if decimal 
fractions are used there will be slight “non-checks” due to approximating. 

t In circuit problems it is customary to consider the resistance of connecting wires 
negligible unless it is explicitly given. 


Resistances: 
From A to B, 
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1 

^AB 


“ 5 ^ 10 ^ 2 “ 
== “V*- ohms. 


10 


From C to B, 

resistance in each branch = 4 + ^ = 1 ohm. 
Since the three branches are in parallel. 


From F to G, 


Rcd 1 ^ 1 ^ 1 
^CD = i ohm. 


= A ohm. 

Hence, 

Total resistance of circuit, B = -^+-|-+i^==|-| = 2 ohms. 
Then by Ohm’s law, total current in main circuit is: 


/ 


F ___ 4 
2 


— 2 amp. 


Fall of potential in sections of circuit: 

ri-drop from A to B, X 2 = f volts 

ri-drop from C to B, = i X 2 = f volt 
ri-drop from F to G, ^ X 2 = |- volt 

Adding, total ri-drop around circuit = -^ = 4 volts (check). 

Currents in branches of divided sections: 

F V- 1 

In 5-ohm branch, Is = — ^ | =2 ®oip 

F — 1 

In 10-ohm branch, ho — ~ 10 4 

F ® 5 

In 2-ohm branch, h = — ^ = g == ^ amp 

Adding, total current I = f = 2 amp (check) 

In 1 branch of CD, h = “1^1 

Since all three branches of battery circuit are alike, the current is the same in 
each, i.e., 2/3 ampere; hence 

Total current / is 3 X f = 2 amp (check). 

442; KirciiliojBf^s laws. In the preceding problems it was seen 
that if an electric circuit can be resolved into an equivalent simple 
series circuit, it may be solved by means of Ohm’s law. But tJiis 
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is not possible in a complex network of conductors and generators 
such as a street railway system. 

From Ohm’s law and the law of continuity of current (Sec. 406), 
G. R. Kirchhoff (1824-87) formulated two laws by means of 
which any electrical network may be solved. They may he de- 
rived as follows. 

After the switches have been closed and the current has become 
constant in all branches of a given network (Fig. 394), as much 

electricity must flow away 
from any junction A in one 
second as flows toward it, 
for otherwise the law of con- 
tinuity of current . would be 
violated. This is equivalent 
to Kirchhoff’s first law: 

The algebraic sum of the 
currents at any jutu:tion must 
be zero. The usual convention of signs is to take currents toward 
a junction -h, and those away, — . 

Expressing this in symbols, at A 



or 


h- h- h + /4 = 0 

S/ = 0. 


(361) 


Consider next any closed circuit ABCDFGA in any network. 
From all sources of emf, shown and not shown, there will be a defi- 
nite potential V a. at A and Fd at D; and the potential difference 
between A and D will be the definite quantity (Fa — Fd), regard- 
less of the path by which one passes from A to D. 

Along the upper path, the potential difference (F^ — Fa) is 
opposed by the emf Ei. Applying Ohm’s law to this branch of 
the network. 


{Va - Fa) - Ex = RiJx 

(F^, - Fa) = El -h Ex/x. 

Similarly for the lower path from A to C, 

(Fa 


- Fa) - E, 
( Fa - Fa) 


Rili 

Ej -|- Rili, 


(a) 


(b) 
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From Eqs. (b) and (a), 

Ei -j- R2I2 — El “ 1 - Rili 

whence 

E2 ~ El ~ Rili — Rili 
or 

SE = 'SRI. 


(362) 


Kirchholf’s second law is represented by Eq. (362). In words 
it is: The algebraic sum of the emfs around any closed circuit 
is equal to the algebraic sum of the ri-drops. For the law in 
this form, the following rules for signs eure found by inspection 
of the figure. 

Trace around any closed circuit always in the same sense. When 
a generator is traced through from its negative to its positive 
terminal, its emf is to be taken +, otherwise — . When a re- 
sistance is traced through in the same sense as the current, the 
ri-drop is to be taken -1-, otherwise — . 

Solved Problems 

1 . Let it be required to find the current in each branch of the network of 
Fig. 395 a, and the potential difference between A and D. 

Applying Kirchhoff’s first law at A, 


h-Ii+h-= 0 . (a) 

Applying Kirchhoff’s second law 
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around circuit ABCDA^ 

- 3+8 = 3/1+12/2 

5 = 3/1+12/2 (b) 

and around circuit ADFHA, 

— 8+6 = — 12/2+ .5/3 

-2 = -12/2+ .5/3. (c) 

Solving Eqs. (a), (b), and (c) simul- 
taneously, we get: 

/i = ^ amp 
/2 = if amp 
/s * If amp. 

In order to find the potential difference between the two points A and Z)». 
imagine a fictitious circuit (shown dotted) between vi and D, containing a 
battery whose emf E is e'^actly equal and opposite to the potential difference 
between ^ and /). Then, regardless of the r^istance of this fictitious circuit,, 
the current m it will be zero. 


1=^0 , 
. ^ — j 


Fig. 395a 
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Applying KirchhofF’s second law around the fictitious circuit and A BCD: 


E — 3 = 3/i + B X 0 

B = 3 -h 3 (-Jy) = 5-|^ volts. 

'Jhis -value may he checked by tracing through the fictitious circuit- and any 
other branch. Since E is equal and opposed to the potential dilFerence between 
A and D, A must be + to D. 

2 . In the network shown in Fig. 395b given h = 2 amp., /2 == 3 amp., 
Bi = 512, B 2 = 412, Rz = 1012, B 5 = 212, Required h, I 4 , h, B 4 . 

Applying iCirchhofF’s first law, 

at R /i 4“ /s — Js = 0 

2+/6-/3 = 0 (a) 

at D I 2 — Is — /4 = 0 

3 -- /s ~ = 0. (b) 

Applying KirchholF’s second law, around circuit ABDA 


B 



0 = Bill — B5/5 — B2/2 

0 = 5X2-2/5-4X3 (c) 

— 1 amp. 

The (—) sign means that the wrong di- 
rection was assumed for h. The magni- 
tude, however, is correct and the sign 
should not be changed unless the prob- 
lem is reworked from the beginning. 
Around circuit ABC DA 


0 = RJi + B3/3 ~ B4/4 - B2/2 

0 = 5 X 2 + 10/3 - B 4/4 - 4 X 3. (d) 

Substituting the value of h in (a), 

2+ (~-l)- J3 =:0 

/s == 1 amp. 

Substituting the value of Js in (b), 

3 - (-1) ~ /4 = 0 

I 4 = 4 amp. 

Substituting the values of Iz and I 4 in (d), 

0 = 10 + 10 X 1 - B 4 4 - 12 
ohms. 

PROBLEMS 

ly lf the electrochemical equivalent of copper is 0.000329 gm/clmb, how 
lon&Wl it take a current of 0.5 amp to deposit 1.8 gm on the cathode? 

If 0.001118 gm of silver is deposited by 0.2 amp in 5 sec, what mass of 
zinc would be deposited from a zinc sulphate solution by the same current in 
that time? 
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3. If t]bk<5 electrochemical equivalent of copper is 0.000329 gm/clmb, how 
long vfiilit take a current of 0.6 amp to deposit 2 gm of copper P 

If 0.438 gm of nickel is deposited by a current of 0.6 amp in 40 min, 
compute :the electrochemical equivalent of nickel, 

6. If 0.9^16708 gm of silver is liberated by 2 amp in 3 sec, what mass of copper 
would be'deposited in the same circuit.^ 

6. How many grams of water would be decomposed by a current of 8 amp 
in 1.5 hr? 

7. How many cubic centimeters of water would be decomposed by a current 
of 5 amp in 2 hr? 

8. If the density of hydrogen gas is 0.000090 gm/cm^, how long will it 
take a current of 5 amp to produce 1 liter of hydrogen by electrolysis of 
water? 

9. If the atomic mass of zinc is 65.38 and its valence is 2, compute the elec- 
trochemical equivalent of zinc from that of silver. 

Cp# A Daniell cell having an emf of 1.08 volts is connected to the terminals 
of a resistance of 2.4 ohms and produces a current of 0.15 amp. What is the 
internal resistance of the cell? 

11. A dry cell whose emf is 1.5 volts is connected to the terminals of a resistance 
of 3.2 ohms and produces a current of 0.25 amp. What is the internal resistance 
of the cell? 

12. A lead storage cell has an emf of 2.1 volts, but when producing a current 
of 15 amp its terminal voltage is only 2.06 volts. What is the internal resistance 
of the cell? 

13i How many cells in series, each having an emf of 1.3 volts and an internal 
resistance of 0.5 ohm, will be needed to produce a current of 1.5 amp in an ex- 
ternal resistance of 20 ohms? 

14. When two cells that are just aMke are connected in series they produce 
a current of 0.25 amp in an external resistance of 8 ohms. When connected in 
parallel they produce 0.16 amp in 
the same resistance. Find the emf 
and the internal resistance of each 
cell. 

16. How many cells in series, 
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Pbob. 16 

each having an emf of 1.2 volts and an internal resistance of 0.4 ohm, will be 

needed to produce a current of 

4m. 
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^ 8m. 
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Prob. 17 


2 amp in an external resistance 
of 30 ohms? 

^ ipi Find the total resistance 
between A and R. 

17. Find the total resistance 
between A and K 

Oti/ When resistances of 2, 3, and 5 ohms, respectively, are joined in parallel 
and a total current of 4 amp is produced in the system, what is the current in 
each resistance? 

19. Three coils of 50, 75, and 15 ohms, respectively, are joined in parallel 
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and a total current of 3 amp is produced in the system. What is the current in 
each coilP 

20. Resistances of 25, 40, and 60 ohms are connected in parallel and a current 
of 5 amp is produced in the system. What is the 
I — Xvv— ] ssi current in each resistance? 

— 4 SI |---naa)C^ — 21. If each cell in the diagram has an emf of 1.5 

^ volts and an internal resistance of 1.0 ohm, find the 

jljljl current in the 4-ohm branch. 

Pbob 21 ^ circuit similar to the above, the coils in 

parallel have resistances of 10 and 20 ohms, respec- 
tively, and the series coil, 5 ohms. If the emf of 

each cell is 1.25 volts and its internal resistance is 6^ . — wv — , 

2 ohms, find the current in each coil. 

23. Find the current in each branch of the cir- 
cuit shown. Each cell has an emf of 1.5 volts and 
an internal resistance of 2.4 ohms. 

24. In a circuit similar to the above the coils in Prob. 23 

parallel have resistances of 2 and 4 ohms, respec- 
tively, and the series coil, 3 ohms. If each cell has an emf of 1.6 volts and an 

internal resistance of 2.2 ohms, find the cur- 

vwNA wvNA 26. Each cell in the circuit shown has an 

*~^AA;wvw^ emf of 1.4 volts and an internal resistance of 

Fl ] 0.6 ohm. Find the current in the 4-ohm coil. 

I H- 26. In a circuit similar to the above, the 

^ ‘ coils in parallel have resistances of 2, 4, and 6 

Prob, 25 ohms, respectively, and the series coil, 5 ohms. 

If each cell has an emf of 1.5 volts and an internal resistance of 0.5 ohm, find 
the current in the 4-ohm coil. 
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443. Contact potential difference. Alessaindra Volta, who de- 
vised the first battery cell, also discovered that if two different 
metals are placed in contact, a potential difference will in general 
develop between them, which wiU depend upon the temperature 
and. the nature of the metals. For example, when a piece of iron 
is in contact with a piece of copper, the iron exhibits a -j- charge 
and the copper a — charge, the potential difference being 0ul5 " 
volt at 20°C. 

Contact differences of potential are explained by the fact that 
the free electrons in a metal behave collectively much like a gas. 
In general, the density of this “electron gas” is not the same in 
different metals. Hence, if two pieces of different metals are 
placed in contact, electrons wiU diffuse from the one of higher 
electron density to the one of lower, until the opposing field that 
builds up is sufficient to stop the flow. An emf is thus developed 
which internally is measured from negative to positive, since that 
is the direction of the current it would produce if the circuit were 
completed externally. 

444. The thermoelectric effect. While studying such contact 
potential differences, J. T. Seebeck at BerKn, about 1821, noted 
that if a circuit is composed of two wires of different metals, and 
the two junctions are kept at different temperatures, there will 
generally be a current of electricity in the 

circuit. This phenomenon is known as the 
thermoelectric, or Seebeck, effect. ^ ^ 

Thus, if copper and iron wires are used X 

to fonn the circuit of Fig. 396, and the f , g .396. Thermocouple 
junction H is heated to a temperature-higher 
than that of the junction C, the current will be from copper to 
iron at the hot junction. 

Let a high-resistance millivoltmeter be introduced into the 
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Fig. 397 
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Fig. 398. Curve for Copper-Iron 
Couple 


copper-iron circuit at some point (Fig. 397) ; and let the cold junc- 
tion be maintained at 0°C while the temperature of the hot junc- 
tion is raised. It will be found that the emf 
developed in the circuit will increase, becom- 
ing a maximum when the temperature of the 
hot junction reaches 275°C; then it will de- 
crease, becoming zero again when the temperature of the hot 
junction is 550°C. For still higher temperatures of H the emf is 
reversed, producing a current from 
iron to copper at the hot junction. 

The relation between the tempera- 
ture of the hot junction and the emf 
is very nearly parabolic, as shown 
•in Fig. 398. If the cold junction is 
maintained at any temperature other 
than 0°C, the result is equivalent to 
moving the axes to the point on the 
curve that corresponds to that temperature. Thus, if the cold 

junction were at 100°C, the curve 
would be unchanged but the axes 
would be shifted, as shown by AX 
and AY. 

The temperature at which the 
tangent is horizontal is called the 
neutral temperature ; that at which 
the emf reverses, the temperature 
of inversion. 

For some couples the vertex of 
the parabola will be upward; for 
others, downward. Thus, for a 
platinum-lead couple the neutral 
point is at — 150°C and the curve 
convex upward; whereas for a 
cadmium-lead couple the neutral 
point is at — 100°C, and the curve 
convex downward (Fig. 399). 
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446. The Peltier effect. About thirteen years after Seebeck’s 
discovery, Peltier, a ParisiEm watchmaker, discovered the reverse 
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Fig. 400. 


Fe 

Peltier Effect 


effect. That is, if the heating device is removed and the junc- 
tions C and H are allowed to return to the same temperature, 
and if a source of emf B is then introduced into the circuit (Fig. 
400) so as to produce a current in the same direction as before, 
it will be found that the junction H is 
now cooled, and the junction C heated 
by the current from the battery. If the 
current is reversed, H is heated and C is 
cooled, and the rate of heating and cool- 
ing is proportional to the current; whereas the “Joule heat,” 
developed when a current is maintained in a resistance, is propor- 
tional to the square of the current (Sec. 419). 

This would indicate that there is an enaf (called a “Peltier emf”) 
at each junction of the two metals. At H the emf is with the cur- 
rent produced by the cell, when connected as shown in Fig. 400. 
The electron stream therefore gains energy as it passes through 
this junction, at the expense of the heat of the junction, and the 
junction is consequently cooled. At C just the reverse takes place: 
the jimction emf is opposed to the cell current. Work is therefore 
done against this emf in order to maintain the current, and a 
corresponding amount of heat is liberated. 

Such a circuit, or thermocouple, is therefore a heat engine (Sec. 
327), taking in heat at one junction, converting some of it into 







Cz C, 


Fig. 401, Thomson Effect 


electrical energy, and discharg- 
ing the remainder at the other 
junction. 

446. The Thomson effect. 
In studying the changes with 
temperature of the emf of a 
thermocouple, Lord Kelvin 
(William Thomson) concluded 
that there must be other sources of emf in the circuit besides 
those at the junctions. Experiment confirmed this. If a piece of 
copper wire AB (Fig. 401), sufficiently large to make its resistance 
negligible, has its ends maintained at different temperatures, say, 
100°C and 0°C, there will be a point C on the wire at which the 
temperature is 50°C. 

If the ternoinals of the wire are then connected to a battery E, 
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SO that a current is produced from A to B, the 50° point will 
move to Cl toward the cold end B; i.e., the wire as a whole is 
heated.* 

Since the resistance is neghgible, there is no “Joule heating”; 
hence the heating must be due to the fact that work is being done 
in pumping the electricity against an emf . On reversing the cur- 
rent, the 50° point is shifted to C 2 toward the hot end; i.e., the 
wire as a whole is cooled. This is what would be expected if the 
emf in the wire is doing work in maintaining the current. More- 
over, the rate of heating and cooHng is proportional to the first 
power of the current, as in the case of the Peltier emf’s at the 
junctions. 

The phenomenon described above is known as the Thomson 
effect, and it shows that an emf is developed in a conductor if 
different parts are not at the same temperature. The occurrence 
of these “Thomson emf’s” may be accounted for as follows. 

Since the electrons in a conductor behave somewhat hke a gas, 
we should expect them to be more concentrated in cold metal 
than in hot metal. Hence the cold end should be negative to the 
hot end; i.e., there should be an emf from the cold to the hot end, 
since this is the direction of the current when an external circuit 
is completed. This is found to be true in copper; but in iron and 
in some other metals just the reverse is found, which as yet is 
unexplained. The Thomson effect does not 
occm in lead; i.e., Thomson emf’s in lead 
are zero. For this reason, lead is the metal 
with reference to which the thermo-emf’s 
of other metals are usually given. 

447. Thermocouples. A thermocouple 
(Fig. 396) is a circuit of two different metals : 
rHBRMOPiLB OF JO coupiis it converts heat directly into electrical en- 

Fig. 402. Thennopde when the two junctions are at different 

temperatures. Several thermocouples cormected in series are 
called a thermopile (Fig. 402). 

The electromotive force developed by a thermocouple is the 
algebraic sum of the Peltier emf’s at the junctions and the Thom- 

* This is not a satisfactcary demonstration experiment. For a better method see 
Starling, Ekctr icily and Magnetism (London, Longmans, Green and Company, 1937), 
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son emf’s in the wires. The order of magnitude of thermo-emf’s 
is a few hundredths of a volt; hence the use of thermocouples is 
largely confined to temperature determinations, for which in memy 
instances they have no equal. 

Analysis of the relation of thermo-emf to temperature yields 
the following laws:* 

1. Thermo-emf’s Eire additive. That is, if a thermocouple de- 
velops an emf when the cold junction is at ti and the hot at U, 
and 623 when the cold is at U and the hot at tz; then when the cold 
junction is at ti and the hot junction at tz, the couple will develop 
an emf cu, such that 

6iz = 6 i 2 "t“ 623- (363) 

2. If eac is the thermo-emf of a metal a with respect to a metal 
c; and is the thermo-emf of a metal b with respect to metal c; 
then the emf Cab of metal a with respect to metal 6 is: 

6(ib ^ac ^bc' (364) ^ 

3. The emf of a thermocouple will not be altered by the in- 
troduction of additionsd metals into the circuit, provided that 
both ends of each additional meted are kept at the same tem- 
perature. 

4. The relation between thermo-emf and temperature is approx- 
imately parabolic. 

These laws have been fully justified by experiment. 

In preparing to measure thermo-emf’s, the couple is usually 
opened at the cold junction, and to the two ends thus obtained 
are soldered copper wires which connect to the potentiometer or 
high resistance millivoltmeter. The introduction of this copper 
wire into the circuit does not affect the emf of the couple, as both 
its ends are kept at the same temperature (see law 3 , above). 

The two junctions that have been made from the original cold 
junction are still called tihe cold junction, and are usually kept 
(well insulated from each other) in a Dewar flask of melting ice. 
This is not necessary, however, since the emf cEin be corrected 
for temperature of the cold junction by the first law, above. 

*Page and Adams, Principles of Electricity (New York, .D. Van Nostrand Com- 
pany, 1931), p. 218. 
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The relations most commonly used are Holbom and Day’s 
equation: 

e = a + bt + cP (365) 

and Holman’s equation: 

e = mP (366) 

where e is the thermo-emf ; t is the temperature of the hot junc- 
tion; and a, b, c, and m, n, are constants depending upon the 
kinds of metals used and the choice of units. 

When Holman’s equation is used, the temperature of the cold 
junction must obviously be at zero. Holborn and Day’s equation 
represents experimental results more acciuately than does Hol- 
man’s. 

The constants should be determined for each couple just before 
and after it is used, because couples of the same nominal composi- 
tion differ among themselves, and a given couple varies with age 
and use.* 

• Ranges of couples. The temperature ranges in which the various 
couples have been found most satisfactory are: 

Base Metal Couples: 


Copper-constantan 

-100to500°C 

Iron-constantan 

— 100 to 800 

Chromel-alumel 

0 to 1100 

Noble Metal Couple: 


Platinum-platinum-rhodium 

0 to 1600 

The compositions of these alloys are: 


Constantan (eureka, ideal) 

60 Cu, 40 Ni 

Chromel 

10 Cr, 90 Ni 

Alrnnel 

98 Al, 2Ni 

Platinum-rhodium 

90 Pt, 10 Rd 


With the exception of the resistance thermometer, thermo- 
couples are the most sensitive means of measuring temperatures 
from —100° to 1600°G. 

* Seei Dictiormy of Applied Physics (London, The Macmillan Company, 1922), 
1.917. 
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448. Vacuum thermocouples. By enclosing a thermocouple in 

a highly exhausted vessel, loss of heat by conduction and convec- 
tion is greatly reduced. If also the thermo-cements have low 
heat conductivity, as in the case 
of antimony and bismuth, the 
heat lost by conduction is still 
further reduced. By these means Thermocotiple 

the sensitivity of thermocouples is enormously increased. Vacuum 
thermocouples of this type are used for measuring the radiation 
from stars. Such a couple (Fig. 403), with a high sensitivity gal- 
vanometer, will register the radiation from a candle at a distance 
of 53 miles, provided a telescope of sufficient light gathering power 
is used to focus the image of the candle upon the thermo-junction. 

449. Thermoelectric power. The rate of change of thermoelec- 
tromotive force with temperature of the hot junction, i.e., the 
change of emf per degree change of temperature of the hot juno- 
tion, is called the thermoelectric power of the couple. 

Differentiating Eq. (365) with respect to t, we have: 

P = ^ = 6 -p (367) 

which represents a straight line. For this reason it is somewhat 
more convenient to plot thermoelectric power curves than thermo- 
emf curves; hence the former are largely used for comparison pur- 
poses. Values of the coefficients b and 2c for various substances 
with respect to lead are to be found in tables of physical constants. 
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i/ ELECTROMAGNETISM 

460. Ampere’s law. Magnetic field at center of a short coil. 
In Sec.'394 we used a simplified form of Ampere’s law.* Its more 
M p general form is: 

\ V ( 368 ) 

where dH is the component of the field in- 
tensity at point P (Fig. 404) due to the cur- 
\ rent I abamperes in the element of length ds 
H of the conductor, and B is the angle between 
Fig. 404. Ampere’s Law direction of ds and the line joining it to 

P. The direction of dH is perpendicular to the i 

plane of ds and p and its sense into the paper, in ^ 
this case. i’v, | 

Applying this to a circular coil of one turn of V '’yds 
radius r cm, in which the current is I abamperes, ^ 

as in Fig. 405, we have 


90°; sin B — 1-, p = r. 


Hence, by Eq. (368), the field intensity at P is 

„ p^^IsmBds 
^ = Jo — ds 


oersteds. 





If there are N turns and the current is P amperes, the value 
of the field intensity becomes: 

SiriVJ' 

H = - 15 ^ oersteds. (370) 

* Known also as the law of Laplace, and as the law of Biot and Savart, all of whom 
did pioneer work in establishing it. 
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We are now prepared to derive the simplified form of Ampere’s 
law used in Sec. 394. 

From the definition of field intensity, a +1 pole at P in Fig. 405 

2^j 

is acted upon by the force -y- dynes, according to Eq. (369). 

By Newton’s third law, the +1 pole reacts on the current with 
an equal and opposite force F, so that in magnitude, 

F - if - 2^ - i(2.r7). 

But by Sec. 385, ^ lines/cm^ is the radial flux density B pro- 
duced at the wire by the +1 pole; and Ittt cm 
is the length I of the current perpendicular to the 
flux. 

Therefore, 

F = BlI 

which is the form of Sec. 394. 

461. Magnetic fields produced by currents in 
conductors of various shapes. 

1. Magnetic field about a long straight wire. Let P 
be a point at a distance r cm from a very long 
straight wire in which the current is I abamperes, 
as shown in Fig. 406. Applying Ampere’s law, and renUn strSt 
noting that Wire 



sin 9 = cos a‘, p = r sec a; ds = (j>da) sec a 
I sin 9 ds I cos a r sec® a da 


r sec® a da, 


dH 


r® sec® a 


- cos a da 
r 


H = -J^l cos a da = - j^sin aj* = ^ oersteds. (571) 
® , ~2 

2. Work to move a magnet pole around a current. Consider a +1 
pole at any distance r cm from the wire of Fig. 406. The force 
acting upon it is 21 /r dynes. ■ To push the pole completely around 
the circumference will require an amount of work W: 

ergs 


2 T 

W = — X 2irr 
r 


4irl 


moit pole 


(372) 
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It will be observed that the radius cancels out; hence the work 
required is independent of the path of the pole around the current. 
3. Magnetic field on center line of a toroidal coil. Let J abamperes 

be the current in a uniform toroidal 
coil of N turns (Fig. 407). 

Assuming perfect symmetry, the 
field intensity H will be the same 
at every point of the center line, 
whose circumference is 1. 

If a +1 pole is pushed around 
this circumference in opposition to 
H, the work done will be: 

W = HI. 

During the round trip, the pole will pass around the current 
in each of the N turns of the coil. Hence, by Eq. (372), the work 
is also expressed by N(4nrl). Therefore, 

HI = iirNI 
4>7tNI 



H 


I 


oersteds. 


When r is m amperes. 


H 


^irNF 

10 / 


oersteds. 


(373) 


(374) 


4. Magnetic field at the center of a long helix, or solenoid. If the 
length I of the toroidal coil of the preceding paragraph is great 
compared to the diameter of one turn, the cofi may be straight- 
ened out into a long helix, as in Fig. 408, and the field intensity 
at its center will be unaltered. That is, at the center of a long 
helix, 

47r NT' 

H = — vxT— oersteds (375) 


but at the ends, 




10/ 


2irNI' 

10 / 


oersteds 


(376) 


where F is in amperes in both formulas.* 

*For derivation of these and other forms see Culver, EkctrkUy and Magnetism 
(New York, The Macmillan Company, 1939), p. 185. 
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452. Magnetomotive force. Magnetomotive force Til is defined 
as the work required to carry a +1 pole completely arotmd a 
magnetic circuit. Like electromotive force, it is a misnomer, for 
it is not force but work per unit pole. 

Let a -f-l pole be moved against the field intensity H com- 
pletely aroimd a closed line of force that interlinks all the turns 
of any coil in which the 

'(i" ■■■■• 'I . 


current is I abamperes 
as in Fig. 408. 

On the round trip, the 
pole will pass around the 
current in each of the N 
turns of the coil. Hence, 
by Sec. 451, the work done, i.e., the magnetomotive force of the 
current in the coil, is 




Fig. 408. Current in Long Helix 


Til = N{4m-I) ergs/unit pole, or gilberts. 
And if the current is I' amperes, 

47riV/' 


m 


10 gilberts. 


(377) 


(378) 


463 . Units of magnetomotive force. As used above, the gil- 
bert * is defined as the magnetomotive force producing the flux 
when 1 erg of work is required to carry a -}-l pole around the 
circuit against the field intensity. 

But r amperes and N turns are the physical factors in Eq. 
(378). Hence it is usual in practice to express magnetomotive 
force in ampere-tums. 

NT ampere-turns = — — gilberts 

1 ampere-turn = 0.47r gilberts (379) 

464 . Permeability. While the term “permeability” was intro- 
duced in Sec. 379, it was not defined there because we do not de- 
termine permeability from Coulomb’s law. The point has now 
been reached where we may define permeability and flux density 
in terms of the procedure for finding their values. 

* Named after Dr. William Gilbert (Sec. 375). 
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Consider a toroidal coil C of AT turns having no core but air, the 
length of its circular center line being 1. Let a search coil 5 of 

insulated wire be wound over C and 
connected to a ballistic galvanometer G, 
as shown in Fig. 409. 

If a current J is suddenly set up in C 
by closing switch J, there wiU be a 
throw 6a of the galvanometer. 

Let the experiment be repeated, keep- 
ing everything the same as before ex- 
cept that the toroidal coil is now wound 
on an iron core. On closing the switch, 
the current in C will be the same as 
Fig. 409. determination of before, but the galvanometer throw 6i 
ermea \ ty much greater than before. 

As the coil S is insulated from coil C, the deflection of G 
must be due to an emf induced in S when the magnetic flux 
through it changes, in accordance with the law of Henry and 
Faraday. 

Now, by Eq. (373), the field intensity H, or magnetizing force, 
in coil C is: 



H 


47rNJ 

I 


oersteds. 


Since N, I, and I were the same in both cases above, H was the 
same in both. Hence, to account for the different deflections, we 
must hypothesize something else (which may involve H) within 
the coils. That something is what we have called magnetic flux 4>; 
and flux per unit area we call flux density B. 

The experiment shows that with the same field intensity, a 
greater flux permeates the iron than the air. Therefore the per- 
meability of iron is said to be greater than that of air. 

The permeability /x of a substance is defined as the ratio of the 
flux density B in the substance to the accompanying field in- 
tensity if. 


H 


(380) 


Unit permeability is defined as the permeability of a vacuum. 
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but the permeabiKty of air (1.0000004) may be taken as unity 
for practical purposes. Hence, for air, 

= H. 

Numerical values of m and B may be detennined as follows. 
Let 6a, Ba, and Oi, Bi, be the throws (or first deflections) and the 
flux densities for air and iron, respec- 
tively. The theory of the ballistic 
galvanometer shows that 


soo, 


ii 

6a 


B 

Ba 


— p — rr — M* 


H 


whence 


Bi = fiiH. 



5 

^300 

^200 


S t f §' 
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454-1. Variation of permeability. 

The permeability of ferromagnetic 
substances varies with the flux- 
density (Eig. 409a) and with the tem- 
perature, but not linearly. There is 

a critical temperature, called the Fig. 409a. Variation of Perme- 
Curie point, above which they cease 
to be ferromagnetic and behave like paramagnetic substances. 

For iron the Curie point is about 780°C and 
is identical with one of the points of 
recalescence. 

Alexanderson has found that the per- 
meability of iron is practically independent 
of the frequency of reversal of magnetiza- 
tion. 

The permeability of paramagnetic bodies 
is sensibly constant for different fltix densi- 
ties ;.i.e., B is directly proportional to H. 
It varies, however, with temperature. 

464-2. Hysteresis. If a piece of ferromag- 
netic material is subjected to a variable 
magnetic field, and the values of B plotted against the corre- 
sponding values of H, a “magnetization curve” M, Fig. 409b, 
will be obteiined as the intensity increases. When the intensity 
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H is then decreased, the curve M is not retraced; but a new, 
demagnetization curve D is obtained. That is, the Vcdues of JB 
lag behind those of H-, and when H becomes zero again, B has 
still the value OR called the residual magnetism. 

This lagging of magnetic induction (B) behind the field in- 
tensity (H) is called magnetic hysteresis. 

If H is carried through a cycle of values, positive and negative, 
as when the magnetization is produced by an alternating current, 
the closed cmwe called a hysteresis loop is obtained. 

It has been shown by Ewing that the energy required to carry 
the specimen through the cycle of magnetization is proportional 
to the area of the hysteresis loop. Such energy is transformed into 
heat and represents a considerable loss in alternating current 
machinery. 


Note. The Magnetic Circuit is discussed in the Appendix, page 812. 
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466. Electromagnets. In Sec. 393, the fact was noted that a 
coil of wire in which a current of electricity is maintained has all 
the properties of a magfiet. The ef- 
fect is greatly increased if a core of 
soft iron is placed in the cod, as was 
found by Dominique Francois Arago 
in 1820. The device is then called 
an electromagnet (Fig. 410). 

Since soft iron loses almost all of its 
magnetism promptly when the current 
ceases, magnets of this kind are essen- 
tial elements of the telegraph sounder, 
the telephone, electric bells, etc. These 
apphcations will be discussed in a later 
chapter. 

466. The simple alternator. The 

law of He^ and Faraday suggests ^tefi®;oAppTatus& 
the possibihty of constructing a ma- 
chine for the development of useful elec- 
‘tromotive forces. The essentials of a sim- 
pie electromagnetic generator, or dy- 
namo, are shown in Fig. 411. 

, The rectangular coil rotates about a 

Fig. 411. Simple Alternator horizontal axis with constant angular 

velocity m in a uniform magnetic field of 
flux density B. Let B be the angular displacement of the coil from 
the position in which it embraces maximum flux. 




6 = (at. 
54S 


(a) 




The short sides of the rectangle move always in planes parallel 
to the lines of flui, eind hence do not cut across any lines. We need 

consider, therefore, only the mo- 
tion of the long sides (i.e., those 
parallel to the axis of rotation), 
which are caEed inductors be- 
cause emf’s are induced in them. 

In Fig. 412, the smedl circles 
represent the cross sections of 
inductors revolAung about an 
axis perpendicular to the paper 
at C. For a general position such 
as fe, the velocity v of the induc- 
tor is obhque to the flux, and cutting is due to the perpendicular 
component®' (= vsin6) only. 

If I cm is the length of an inductor, the area swept over per 
second normal to the flux is 

= iv cm^/sec 

and the instantaneous time rate of cutting flux is 


•^ = B-^ = Blv' = Blv sin d. (b) 

Since the rotating coil of Fig. 411 has two inductors in series, 
the instantaneous emf induced in the coil is, by the law of Henry 
and Faraday, 

e = -N^ = -2Blvsme. (c) 

Here e has its maximum value (= E) when 0 = 90° or 270°, so 
that 

Cgo = -F = — 2Bl‘o. (d) 

From Eqs. (a), (c), and (d), 

e = Esind — Esiaat abvolts. (381) 

That is, the value of the emf at any instant (instantaneous 
value) is a sine function of the angle wt, and has the maximum 
value E. 
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The plot of Eq. (381) is the “sinusoid,” familiar from trigo- 
nometry. The values of e for one complete turn of the coil are 
called a cycle of values or, more briefly, a cycle. Fig. 413a shows 
a cycle for the above simple alternator. If the rotating coil is 



Emf-Time Curve 


Current-Time Curve 


Fia 413 


connected by “shp rings” and “brushes,” as shown, the instanta- 
neous values of the current i in the circuit plotted against 6, or 
against t, will give a sine curve also (Fig. 413b). 

By applying Fleming’s generator rule to the inductors of the 
rotating coil, it will be seen that as the coil timis through 180°, 
from d = 90° to 0 = 270° (Fig. 

414), the current changes sense 
in both the coil and the external 
circuit. The machine is therefore 
called an alternating current gen- 
erator, or alternator. 

Actual alternators have many 
inductors and fields produced by 
powerful electromagnets, but the 
principle of their operation is the 
same as that indicated above. 

In the smaller sizes, the in- 
ductors are embedded in slots in 
a laminated iron core (the rotor) 

which rotates in front of the mag- I® the Rotating Coil the 

. ,i_ . A . j . . Sense of the Current Reverses 

nets that are fastened to the sta- 
tionary frame (the stator). In the great alternators of indus- 
try, however, this arrangement is reversed: the inductors are 
mounted in, the stator and the electromagnets are on the rotor. 
It is cheaper to build them in this way, and they are more satis- 
factory in operation. 




Commercial alternators are generally designed witJa such a 
number of poles and speed of rotation that the emf will pass 
through a cycle of values (i.e., an inductor will pass by one A^-pole 
and one 5-pole) in 1/60 of a second. There are then 60 cycles of 
values in 1 sec, and hence the current is called 60-cycle current. 

There are various kinds of alternators : 

1. Single-phase alternators have the inductors connected in a 
single continuous winding and brought out to two collector rings 

or terminals. They give emf-time 
CTirves hke those in Fig. 413. 

2. Two-phase alternators have 
two separate single-phase wind- 
gfrwf) ings brought out to two separate 
pairs of collector rings or ter- 
minals. The inductors of one 
winding are placed midway be- 
tween those of the other wind- 
ing; consequently the emf of one 
winding is “90° out of phase” with that of the other winding 
(Fig. 415). 

3. T/iree-jshase alternators have 
three single-pheise windings which 
may be brought out to three sep- 
arate pairs of rings or terminals, 
or may be connected so that- 
only three rings or terminals are 
required. The inductors of any 
two phases divide the distance 
between successive inductors of 
the other phase into thirds. Hence the emf’s of the three wind- 



Fig. 415. 


Emf-Time Curve of Two 
Phase Alternator 



Fig. 416. 


Emf-Time Curve of Three 
Phase Alternator 


ings are “120° out of phase” with one another (Fig. 416). 


467. Rectifiers. From the preceding section, it is evident that 
in electromagnetic generators the current produced is always 
primarily alternating in the coils of the armature.* In order to 
secure direct current, some form of rectifier must be used. The 
most generally used rectifiers are: 

* Except in the case of the unipolar generator, which has never been a practical 
success. 
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1. The commutator (see Sec. 458). 

2. The mercury-arc rectifier (Sec. 496). 

3. The hot cathode rectifier (Sec. 512). 

4. The copper-oxide rectifier (Sec. 497). 



Fig. 417. Direct Current Generator 


468. Direct-current generators. The alternating current de- 
veloped in the armature of an electromagnetic generator may be 
delivered to the external circuit al- 
ways in one direction (i.e., as direct 
current) by means of a commutator 
mounted on the armature shaft. The 
machine is then called a direct-cur- 
rent generator. 

The commutator replaces the slip 
rings of the alternator. For a single 
coil it consists of a single ring split into halves (Fig. 417). The 
ends of the coil are soldered to these segments as shown. On 
tracing out the cinxent in the circuit for a complete revolution 
of the coil, it will be seen that as the coil passes through the position 

for which its emf is zero, each 
brush passes from one segment 
to the other. That is, the connec- 
tions of the rotating coil to the 
external circuit are reversed just 
when the direction of current in 
that coil reverses, and consequently the direction of the current 
in the external circuit remains unchanged. 

The corresponding current-time curve for the direct current 
generator of one coil is shown in Fig. 418. 

Commercial machines have many coils on the armature and a 
corresponding number of pairs of conamutator bars (or segments). 
Each coil delivers energy to the 
external circuit except during the 
time that its commutator bars are 
under the brushes. The result is 
that the current in the external 
circuit is very nearly constant, 
there being only a slight ripple due to the finite width of the com. 
mutator bars (Fig. 419). 



360* a 

Fig. 418. Current-Time Curve for 
D. C. Generator of One Coil 


Fig. 419. Current-Time Curve for 
D. C. Generator of Many Coils 
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469. Generators as motors. Any direct-current generator will 
run as a direct-current motor, and vice versa; but differences in 
the design of motors and generators and in the adjustment of 
brushes may cause the efficiency to be less when either is used for 
the purpose for which it was not intended. 

An alternating-current generator will run as a motor, when 
connected to an a-c somce, if it is brought up to such a speed 
(synchronous speed) that the current in each conductor as it 
passes a pole is in the proper direction so that the torque on it 
will tend to rotate the armature always in the same direction. 
This type is called a ssmchronous motor and runs at a perfectly 
definite speed which depends upon the frequency of the impressed 
emf. Electric clocks that operate on ordinary 60-cycle lighting 
circuits are small synchronous motors. 


^ 

' ; 




^ 



460. Field excitation. The field magnets of an alternator are 
usually energized either from a small separate direct current gen- 

f 1 erator driven by a belt from the shaft 

of the alternator (separate excitation), 
or by having a commutator in addi- 
tion to its collector rings and rectify- 
ing part of its own current (self- 
excitation). 

The field magnets of a direct-current 
generator may be connected with its 

Fig. 420a. Shunt Generator, annature in four different ways: 
(Courtesy American Book Com- 1. Shunt connection. The field Coils 

consist of many turns of fine wire and 
are coimected as a shimt to the armature 
(Fig. 420a). 

2. Series connection. The field coils 
consist of a few turns of large wire and 
are connected in series with the arma- 
ture (Fig. 420b). 

3. Compound connection. The field 

magnets have both shunt and series . 

coils as above, the two bemg connected 
so as to produce the same polarity, i.e., 
to assist each other (Fig. 420c). 
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Fig. 420b. Series Genera- 
tor, (Courtesy Americaii 
Book Company) 
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4. Differential connection. This is 
the same as compoimd, but with the 
shunt and series coils opposing each 
other. 

The characteristics of generators 
connected in these four ways are dis- 
cussed in any text on dynamoelectric 
machines. The compound connection 
is the one most generally used. 
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Fig. 420a Compound Genera- 
tor. (Courtesy American Book 
Company) 


461. Back emf in. motors. When 
a machine is running as a motor, its 
conductors are cutting across the lines of flux of the field just 
as if the armature were being rotated by mechanical means. 
Hence there is generator action in every running motor; and the 
emf Eb generated is called the back emf, since by Lenz’s law it 
opposes the cause, which is the impressed emf. 

This may be shown by connecting an electric lamp across the 
terminals of a motor having a heavy flywheel. The lamp will 
continue to glow after the motor has been disconnected from its 
source of energy, for the inertia of the flywheel will keep the 
armature turning, and the back emf of the motor will produce 
sufiGlcient current to maintain the incandescence of the filament 
until the energy of the flywheel is dissipated. A voltmeter used 
in place of the lamp will show that there is no change of polarity 
when the motor is disconnected from the mains. Therefore, the 
back emf must have been in opposition to the impressed emf. 

462. Transformation of energy in d-c motors. Consider a d-c 
generator of emf E, which produces a emrent I in a circuit con- 
taining a series motor whose back emf is Eb and resistance R. 
Then the 

Power by the impressed emf from generator = J5J 
Power by back emf of motor = Ebl 

Net potential difference causing current in motor = E — Eb. 

Current through motor I ^ ^ 


R 


Energy lost as heat in motor is 

RIH = {E - Eb)It 


Eli - Ebit. 
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Since the RIH loss represents practically all the electrical loss 
in a motor, 

Electric energy transformed 

into mechanical energy is Elt — RIH 

= EJt (382) 

That is, the electrical energy that is transformed into mechan- 
ical energy in a series motor equals the product of the back emf 
of the motor, the current through the armature, and the time. 
This is true of any d-c motor, though the proof for other types 
is more involved. It is not true for a-c motors on account of the 
effects of capacitance and inductance. 

PROBLEMS 

1 . A generator develops 20 amp at 100 volts. What is the power in kilowatts 
and what is the horsepower? 

2. The armature of a certain generator has 200 conductors m series between 
the brushes. Each conductor cuts 3,000,000 lines of flux 1500 times per minute. 
What is the average emf developed? 

3 . An electric motor requires 12 amp at 110 volts. The two wires leading 
from the generator to the motor have a resistance of 0.2 ohm each. What ter- 
minal potential must the generator supply? How much power is lost in the line? 

4 . An electric motor requires 8 amp at 110 volts. The two wires leading 
from the generator to the motor have a resistance of 0.3 ohm each. What ter- 
minal potential must the generator supply? How much power is lost in the line? 

5 . A generator is to develop a current of 25 amp at 110 volts. If its efficiency 
is 80%, what must be the horsepower of an engine to drive it? What will be 
the torque on its shaft when running at 1800 rpm? 

6. The winding of the armature of a motor has a resistance of 0.5 ohm and 
may have a maximum safe current of 10 amp. How much resistance must be 
in the starting box to protect the armature at starting, when connected to llO- 
volt mains? When this resistance has been cut out, what is the back emf? 

7 . A 2-hp motor, when connected across 220-volt mains, requires 8 amp. 
What is its efficiency? 

8. If the speed of the above motor is 3600 rpm, what torque does it develop? 
\I9. If the resistance of the armature of a shunt motor is 0.4 ohm and the cur- 
rent in it is 25 amp when it is connected across 110-volt mains, what is the back 
emf of the motor and its theoretical horsepower? 

xlO. A certain series motor has an armature resistance of 0.6 ohm and field 
coils whose resistance is 5 ohms. If the current is 9 amp when the motor is con- 
nected across 110-volt mains, what is the back emf? 
lAl. In problem 10, what is the input power, the output power, and the power 
wasted in heat? 

^12. A shunt motor has an armature resistance of 0.5 ohm and a field resistance 
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of 60 ohms. When first connected to 30-volt mains, what is the current in the 
armature, in the field coils, and the total current? 

^3. If the above motor takes 5 amp when rimning at full speed, what is the 
back emf? The useful power? The power wasted in heat? 

14. The resistance of the armature of a certain shunt motor is 0.2 ohm and 
that of the field, 150 ohms. If the safe armature current is 20 amp, what re- 
sistance must be connected in series with the armature at starting when con- 
nected to 110-volt mains? If the current in the armature at full speed is 8 amp, 
what is then the back emf? 
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INDUCTANCE 

463. Self-inductance. If a current i of electricity is established 
in a coil, it will produce a magnetic flux through the coil. Let the 
coil be close wound (Fig. 421) so that substantially aU the lines 
of flux 'i* pass through all N turns. We should expect that if the 

current were doubled, the flux would 

. ! ^ . be doubled; if the current were 
'v I ( /QS ) J / trebled, the flux would be trebled; 

and so on, as shown in the table be- 


Fig. 421 


Current 

Flux 

i 


2i 

2# 

3i 



iV4> is called the number of flux-linkages, or flux- 

of a line 


Experiment shows this proportionality to be true, provided there 
is no iron or other magnetic material in the core of the coil. 
Hence we may write: 


and therefore 


whence 


W# oc i 


m = Li 


where the factor of proportionality L is called the self-inductance, 
or merely the inductance, of the coil. 

Solving Eq. (b) for L, we have the definition: 
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of flux and a turn of wire each passing through the other like the 
links of a chain. In words, therefore, the self-inductance of a coil 
is the change of fiux-linkages due to a unit change of cmrent in 
the coil itself. 

If the coil contains iron or other ferromagnetic material, the 
proportionality of Eq. (a), above, is not true because the per- 
meabilities of such materials are not constant. But if we take 
sufficiently small steps, the change of flux is proportional to 
the corresponding change of current di, so that we may write: 

d^ o: di 


Nd^ oc di 
Nd^ = Ldi 
Nd^ 


L = 


di 


(c) 

(384) 


It will be seen from Fig. 422 that in both the above definitions 
L is the product of the number of turns N by the slope of the 
4>-i curve. Hence Eq. (384) includes Eq. 

(383) as a special case in which the slope 
6md therefore the inductance is constant. 

But in the case of ferromagnetic mate- 
rials, the permeability is not constant, hence 
the slope and L are not constant. In prac- 
tical problems, we assume the permeabil- 
ity to be constant at its average value 
and compute the corresponding value of L. ' 

Since, when i changes in the wire, the flux ^ through the coil 
changes, there will be an emf induced in the coil. This self- 
induced emf may be found as follows: 

By the law of Henry and Faraday, Eq. (308;j, 



H OERSTEDS 
Fig. 422. i>-I Curve for Iron 


- -A-*. 


From Eq. (c), eibove. 


dt 


Nd^ = Ldi. 


Therefore, 


^dt 


(385) 
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where e is the emf developed in the coil when the current changes 
in the coil itself. The (— ) indicates that this emf opposes the 
change of current; hence it is called the back emf of self-induction. 

In Eq. (370) it is seen that for a change of current di in a coil, 
the change of flux is itself proportional to N. Hence self- 
inductance is proportional to if we double the number of 
tmns, other things being constant, we quadruple the inductance. 

Most coils are not close wound, and consequently the total 
flux # does not interlink with all N turns (Fig. 423) . In such coils, 

of the preceding discussion 
becomes the summation of the 
flux-linkages of the individual 
turns SA?4>. Hence 2A^4> and 
the self-inductance L will depend 
upon the shape and size of the 
coil, the way it is wound, and the 
permeability of the core. 

Except in a few special cases, the calculation of inductance is 
quite an involved process.* Inductance is readily measured, how- 
ever, by means of an inductance bridge or by a wave-meter and 
oscillator.! 

Mechanical analogue of self-inductance. When a circuit is closed 
and the current begins to increase, the emf due to self-inductance 
opposes the impressed emf (from the battery or other source of 
supply) and hence slows up the change of current. Similarly, 
when the impressed emf is reduced and the cmrent tends to de- 
crease, the self-induced emf opposes the change and tends to 
maintain the current. 

The effect of self-inductance L on the motion of electricity is 
therefore quite analogous to that of mass in translation and to 
moment of inertia in rotation; or we may say that self-inductance 
in electricily is analogous to inertia in mechanics. Researches of 
recent years into the electrical nature of matter make it appear 
probable that all inertia effects are, in the last analysis, due to the 
self-inductance of electric charges. 

Self-inductance is shoAvn by the following experiment. Let an 

* See BuiZeJin of U. S. Bureau of Standards, VoL Vm (1912), No. 1. , 

t Terry and Wahlin, Advanced Lcdxjrcdory Practice in Electricity and Maonetism 
(New York, McGraw-Hill Book Co,, 1936), p. 120. 
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ordinary 6 -volt automobile lamp emd a coil of low resistance but 
large inductance (i.e., having many turns on an iron core) be 
connected in parallel across a 6 -volt battery, 
with a variable resistance r in series, as shown 
in Fig. 424. 

When the switch is closed we should expect 
the lamp to glow momentarily, but usually this 
will not be noticeable because of the time re- ^24 self 

quired for the filament to heat up. As soon as Emf in the 

the current reaches a steady value, the back Lights the 

emf of self-induction disappears. The resist- 
ance of the coil being small, the ri-drop between A and B is then 
only sufficient to make the lamp glow a dull red. 

When the circuit is broken at S, however, a large self-induced 
emf is developed in the coil, which tends to mainteun the current 
and is sufficient to make the lamp flash up with fxill brightness. 



Fig. 425. Mutual Inductance 

be doubled; if I'l is trebled, 4'2 
table below. 


464. Mutual inductance. Con- 
sider two coils (Fig. 425) having 
iVi and Ni turns, re^ectively, 
and so placed that a part of the 
flux 4>i due to the cmrent ii in coil 
Ni interlinks with all the turns of 
coil Ni. Let this flux through 
the coil Ni be # 2 . 

Then, if ii changes, and con- 
sequently $2 will change. If U is 
doiihled, we might expect #2 to 
to be trebled; and so on as in the 


Current in m Flux in m 


h 

2ii 

3l2 


#2 

2^2 

3#2 


This is found by, experiment to be correct, provided there is no 
iron or other ferromagnetic material in the coils; i.e., if the per- 
meability is constant. 
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Hence we may write; 


oc ii 


iV2$2 

N2^2 


OC li 

= Mliil 


la) 


(b) 


and the factor of proportionality Mu is called the mutual in- 
ductance of coil Ni with respect to coil Nz* 

From Eq. (b) we get the definition of mutual inductance: 

Mi2 = -7— (C) 

ll 

Expressed in words, this is: The mutual inductance Mu* of coil 
Ni with respect to coil N 2 is the change of flux-linkages produced 
in coil iV ’2 by a unit change of current in coil Ni. 

If the coils contain iron or other ferromagnetic materials, the 
proportionality of Eq. (a), above, is not true because their per- 
meabilities are not constemt (Fig. 422), and the definition must 
be written: 


Mu = 


dii 


(386) 


Reversing the roles of the coils, the mutual inductance of coil 
iV 2 with respect to coil iVi is; 

Nid^i 


M 21 s 


dU 


(387) 


The permeability fi of ferromagnetic material is a complicated 
function of the magnetizing cmrent, so that for coils containing 
such material Mu and Mu are not constant nor always equal. 

If the permeability may be considered constemt, as is the case 
in most practical work, it may be shown that 


Ml 


M 21 = M 


(d) 


and M is called the mutual inductance of the two coils. 

The change of flux in either coil induces an emf in the other 
coil which opposes the change of current that produces it. Its 

* Some writers call this the mutual inductance of coil with respect to coil Ni 
and write the symbol: Mji. 
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value may be found by the law of Henry and Faraday, as in the 
case of self-inductance. 

By Eq. (308), 


» - AT <^^2 


From Eq. (386), 

which, substituted above, gives; 


dx 1 „ ^gdxx 


€2 = -Mx2^1 = -M- 


dt 


(388) 


And when coil N 2 is the primary and coU Ni the secondary , we 
have the similar equation; 


dx2 „ 


ei = ~M2x^ = -M 


dt 


(389) 


where 62 and ei are the emfs induced in the respective coils by the 
change of current in the other coil. 

466. Units of inductance. The units of inductance are usually 
defined from Eqs. (385) and (388). From the former, 

rdi 

where L will be unity when e, di, and dt are all unity; that is, 

1 abvolt = -1 abhenry X (a) 

From Eq. (388), 


62 


-M 


rdXl 


dt 


where M will be imity when 62 , dii, and dt are all unity; that is, 

1 abvolt - -1 abhenry X W 

From Eqs. (a) and (b) it is seen that the unit of L is the same 
as the unit of M; and in the electromagnetic system it is called 
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the abhenry. Describing in words this unit as defined by these 
equations, we say, from Eq. (a) : 

The abhenry is the self-inductance of a coil in which a back 
emf of one abvolt is induced when the current in that coil changes 
at the rate of one abampere per second. And from Eq. (b) : 

The abhenry is the mutual inductance of two coils if an emf of 
one abvolt is induced in one coil when the current changes at the 
rate of one abampere per second in the other. 

Similarly, by using practical units throughout Eqs. (a) and (b), 
we get the definitions of the practical unit of inductance, the 
henry: 

The henry is the self-inductance of a coil in which a back emf 
of one volt is induced when the current in that coil changes at 
the rate of one ampere per second. 

The henry is the mutual inductance of two coils if an emf of 
one volt is induced in one of them when the current changes at 
the rate of one ampere per second in the other. 

The relations between the electromagnetic and the practical 
units of inductance are easily found as follows. 

From Eq. (a), above, 

T 1 abvolt , . 

1 ■ 1 atamp/l sec <'=> 


and similarly. 

But 

and 


T , 1 volt 

enry — ^ gg^ 

1 volt s 10® ab volts 


1 ampere = -it abampere. 
Substituting these values in Eq. (d), 

10® abvolts 


1 henry = 


At abamp/1 sec 
10® abvolts 


~ 1 abamp/1 sec 

which, by comparison with Eq. (c), above, gives: 

1 henry = 10® abhenries. 


(d) 


( 390 ) 
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As will be seen later, inductance, like resistance, tends to im- 
pede the flow of electrons in alternating currents, though in a 
different way. Hence it is a help to the memory to note here 
that the relation between the corresponding resistance units is 
the same as for inductance units: viz., by Eq. (315), 

1 ohm = 10® abohms. 

466. Discussion of inductance. From the foregoing sections, 
it is clear that the emf’s due to self- and mutual inductance are 
proportional to the rate of change of current. Hence these in- 
ductive effects occur only when the current is changing. 

Since direct currents are generally used at steady values, in- 
ductance is negligible in direct-current work, except when the 
current is turned on or off. That is why we always close the 
battery key of a Wheatstone bridge first. This gives the current 
, time to grow to its steady value before the galvanometer key is 
closed. 

If we close the galvanometer key and then the battery key, 
there will be a back emf due to the inductance of the coils as the 
current grows in the circuit. This will cause the galvanometer 
to give a kick, even though the bridge is actually in balance. A 
similar kick in the opposite direction will be obtained if the bat- 
tery key is opened before the galvanometer key, even though the 
bridge is balanced. 

With alternating currents, however, the current is changing 
continually except at the instants when it has its maximum and 
minimum values. Consequently, inductance plays a very im- 
portant role in alternating currents, its effect in some instances 
completely overshadowing the effect of resistance. Since the in- 
stantemeous emf due to inductance always opposes the change of 
current, this emf will sometimes oppose, sometimes assist, and 
sometimes not affect the impressed emf . Just how these effects 
occur will depend upon the phase difference of the two emf’s, 
which will be taken up later. It may be said, however, that the 
net emf is the vector sum of the impressed emf and the emf due 
to inductance. 

Numerical values of inductance are not so easily calculated as 
are those for resistance. The reason is that inductance, as has 
been seen, depends not only upon the number of turns but also 
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upon the shape of the coil, how it is wound, and the kind of core 
within it; while, in addition, mutual inductance depends upon 
the relative positions of the coils. It is therefore not feasible to 
consider here the inductance of coils in series and in parallel.* 

467. Energy of a magnetic field. In mechanics (Sec. 79), we 
saw that work done in overcoming inertia is stored in the system 
as kinetic energy and has the values: 


and 


K.E. = iMv^ for translation 
= i/V for rotation. 


Since inductance has appeared to be the electrical analogue of 
inertia, we might expect that energy would be stored up in a 
magnetic field, because in building up a current in a coil, work 
must be done against the back ensf of inductance as the flux 
through the coil increases. It was this stored energy that caused * 
the lamp in Fig. 423 to glow brightly when the circuit was broken. 

The energy stored in a magnetic field is equal to the work done 
in building up the field; i.e., in building up the current with which 
the field.is associated. At any instant dining the process, let the 
value of the growing current be i. When this changes by an 

amount di, there develops a back emf which op- 

poses the change. 

In order to produce the change of current, we must therefore 
impress upon the circuit an emf e equal and opposite to Cb. The 
work done upon the system in the time dt will then be: 

dw = eidt = (—eb)idt = (^L^jidt = Lidi 

and the toted work to build up the current from 0 to its fiufll 
value I wiU be: 

W-('Lidi.[4l.iLP (391) 

* For discussions of these questions, the student is referred to the following: 

BuMetirij U. S. Bureau of Standards, op. cit 

Page and Adams, Principles of Electricity (New York, D. Van Nostrand, 1931). 

Morecroft, Principles of Radm Communkcdion (New York, John Wiley & Sons, 
1927). ^ 
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which is correct for either emu or practical units, provided the 
same system is used throughout. 

Equation (391) may be looked upon as an expression for elec- 
trical kinetic energy. It is seen to have the same form as the above 
equations for mechanicd kinetic energy, self-inductance corre- 
sponding to mass M in translation and to moment of inertia I' 
in rotation. 


CHAPTER XXXIV 


ALTERNATING CURRENTS AND INSTRUMENTS 

468. Advantages of using alternating currents. In Sec. 419, it 
was shown that when electricity is forced through a circuit against 
resistance, the energy lost as heat is: 


Wi = RIH. 

From this it is seen that, in a given resistance, the smedler the 
current the less energy is wasted. 

If the emf impressed on the circuit is E, the total energy W 
supplied is : 

W == EIT 

so that for a given W, if I is decreased, E must be correspondingly 
increased. 

The following solved problem may make the matter clearer. 


Solved Problems 




2 -^ 


Fig. 426. Transmission Line 


A transmission line (Fig. 426), whose total 
iQ resistance is 4 ohms, receives energy at the 
rate of 1 kw from a generator G and delivers 
energy to a motor M. What will be the eflS- 


ciency of transmission if the output voltage of the generator is (a) 100 volts? (b) 
1000 volts? 


Case I . Given: Output voltage of generator = 100 volts 


Output power of generator = 1000 watts. 
Solution: By Eq. (336), 

P = EL 

Therefore, 

1000 - 100 / 

J - 10 amp ~ current produced by generator. 
564 
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By Eq. (338), power lost in overcoming line resisteince is 

P = RP 
= 4 X (10)2 
= 400 watts. 

Efficiency of transmission = ~ 60%. 

Case II. Given: Output voltage of generator = 1000 volts 

Output power of generator = 1000 watts. , 

Solution: Current produced by generator = = 1 amp 

1000 volts 

Power lost in overcoming resistance = 4 X (1)* = 4 watts 
Efficiency of transmission = 09.6%. 

Hence, for the most economical transmission of energy, low 
currents and high voltages eire used. i 

The fact that, by means of the alternating-current transformer, 
power may be changed from low voltage and high current to high 
voltage and low current (and vice versa), with great ease and 
efficiency, has caused alternating current to take the place of 
direct current for the great majority of purposes, particularly for 
transmission over long lines. A further advantage in its use is 
that alternating current generators and motors can be built more 
economically and in general give more satisfactory service than 
do direct-cmrent motors. 

Direct current must obviously be used for electrolytic purposes; 
and as yet direct-current motors are superior to alternating- 
current motors where variable speed is required. 

469. Effective value of alternating current. Twice during a 
cycle, the value of an alternating current varies from zero to its- 
maximum value I and back to zero (Fig. 427). The question natu- 
rally arises: What shall we consider the effective value of such a 
current.!* 

Most electrical problems are concerned primarily with getting 
work done. It is therefore logical to say that an alternating cur- 
rent has an effective value of 10 amp when it yields as much 
work as does a direct current of 10 amp in the same length of 
time. 

If 6m emf E is employed only in maintaining a current / in a 
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resistance R, all the energy is converted into heat in accordance 
with Joule’s law: 

H = .2iRIH. 

We therefore say that an alternating current has a value of 10 
amperes when it will produce in a given resistance as much heat 

per second as is produced per 
second in that resistance by a di- 
rect current of 10 amperes. 

When the instantaneous value 
of the alternating cmrent is I'l, 
it produces heat proportional to 
ii®; and when its value is — 12 , 
it produces heat proportional to 
12 ^; and so on for all the veilues 
Hence, for the whole cycle, the effective value of the 



0t‘eot) 


Fig. 427 


in the cycle 

current for producing heat, i.e., for transmitting energy, is: 


hit = VAverage 

By means of calculus it is easily shown * that 

left — I's/l/max = 0.707Jmax. (392) 

Multiplying through by the resistance R of the circuit, we have: 


or 


Rhn = 0.707BJ„ 
Eeff = 0.707£;„,,„ 


(393) 


Now it so happens that when we make alternating-current in- 
struments in the easiest and most obvious ways, they invariably 
indicate effective values of current or emf, as defined above. Hence 
in general, when an alternatii^ current or emf is stated, effective 
value is meant. Other names for effective value are “virtual 
value” and “root-mean-square (rms) value.” 

470. The electrodynamometer. If a direct-current ammeter 
or voltmeter having a moving coil and a permanent magnet (see 
Fig. 351) were connected to an a-c source, the pointer would 
merely tremble. This is explained by the fact that the polarity 

* Christie, Electrical Engineering (New York, McGraw-Hill Book Co., 1917), 

p.106. 
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of the moving coil would reverse each time that the current re- 
verses, hence the torque on the coil would likewise reverse, and 
the inertia of the coil would prevent it from making more than a 
trivial deflection before the next reversal. 

The obvious waiy to overcome this difficulty is to produce the 
stationary magnetic field by coils of wire instead of by a per- 
manent magnet. If these coils are energized by some of the same 
alternating current that energizes the 
moving coil, their polarities and that 
of the moving coil will reverse at 
the same time, and hence the torque 
will be always in one direction. 

When this is done, the type of gal- 
vsmometer so obtained is called an 
electrodynamometer (Fig. 428). Un- 
fortunately, the deflection is propor- 
tional to the square of the effective 
current and not to the effective cur- 
rent. Hence, when the scale is di- 
vided to indicate equal increments of current, the angular divi- 
sions are not equal; i.e., we do not get a uniformly divided scale. 

Electrodynamometer instruments will obviously measure direct 
6is well as alternating current. It may be made into an ammeter 
by connecting a shunt across its terminals, or into a voltmeter by 
placing a multiplier in series with its coils, as in Sec. 398. Since 
there is no ferromagnetic material in their construction, the cali- 
bration of such instruments is the same for a-c as for d-c. They 
may be calibrated on a d-c potentiometer and then used as secon- 
dary standards for the calibration of other a-c instruments. They 
are not suitable for currents and emf’s of high frequency, as their 
inductance then introduces a considerable error. 

471. Soft-iron instnnnents. Probably the most generally used 
type of alternating current ammeter and voltmeter is the so- 
cedled soft-iron, or iron- vane, type. These instruments make use 
of the fact that soft iron has very low retentivity ; i.e., it loses its 
magnetism very promptly when the magnetizing force is removed. 

A small segment of a cylinder of soft iron J (Fig. 429) is mounted 
on a staff with the pointer P, and these constitute the moving 



Fig. 428. Electrodynamometer 
Galvanometer 
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Fig. 429. 


system. This moving system turns about the axis of a coil of wire 
C in which it is mounted. To the inner surface of this coil is fas- 
tened another piece of soft iron K. 

When the coil is energized with either d-c or a-c, both the mov- 
able piece and the fixed piece of soft iron are magnetized, with 
their top ends of the same polarity and their bottom ends of 
the same polarity. These poles repel; and since the only motion 
possible is rotation of the movable vane, this system moves into 

a position where the deflecting torque 
due to the repelling poles is counter- 
balanced by the restoring torque due to 
a spiral spring. 

The deflecting torque is proportional 
to the product of the pole strengths of 
the two pieces of soft iron, each of which 
is proportional to the current in the coil. 
The deflection is therefore proportional 
Soft Iron Gal- to the average squared current, as in the 

callBstrumeiStCar^^^^' electrodynamometer; and 

hence the instrument will indicate ef- 
fective current. But the scale will not be equally divided, and it 
should be noted that the calibration is not quite the same for a-c 
and for d-c on account of inductance. For the 
same reason, these instruments are not suitable 
for high-frequency currents. 

472. Thermoelectric instruments. These in- 
struments consist essentially of a piece of thin 
resistance wire AB (Fig. 430) a few centimeters 
long, which is heated by the whole or a part 
of the current to be measured. At the center of 
this wire is soldered the hot junction of a ther- 
mocouple. The emf developed by the thermo- 
couple is a function of the temperature of the -- 
hot-wire, and is measured by a miUivoltmeter » fig. 430. 
of the permanent magnet type (Sec. 398), which “oelectric 
forms an integral part of the instrument. The 
sensitivity is greatly increased if the hot-wire is enclosed in a 
glass tube exhausted to a high vacuum. 



Ther- 

Instru- 
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Fr6m the definition of effective value, an alternating current 
having an effective value of, say, 10 amp will obviously heat a 
wire as much as wiU a direct current of 10 amp in the same length 
of time. These instruments may therefore be calibrated to read 
effective values, and the cahbration is the same for a-c as for d-c. 

They are satisfactory for currents of either high, or low fre- 
quency, since the inductance, which is only that of a straight 
wire, is very small. For this reason, they are the only type of in- 
strument suitable for ciurrents of radio frequency. 

Thermoammeters are made by using a shunt in paredlel with 
the hot-wire; emd thermovoltmeters, by a multiplier in series with 
it, as in the case of other types. 

473. Emf-current relation for alternating currents. Consider 
a coil of large wire (say. No. 12) having several hundred turns so 
wound as to leave through its center a hole 5 or 6 cm in diameter. 
Let its resistance, as determined with a Wheatstone bridge (i.e., 
with d-c), be 2 ohms. 

If this coil is connected to 110-volt d-c mains with an ammeter 
in series, we should expect the current to be 55 amp, in accordance 
with Ohm’s law; and so it is. 

But if the same coil is connected to 110-volt a-c mains, with 
an a-c ammeter in series, instead of 55 amp we will read perhaps 
7 amp. Moreover, as laminations (thin sheets) of wrought iron 
are placed through the hole in the coil, the current wiU decrease 
until hardly readable. Clearly Ohm’s law does not tell the whole 
truth in the case of alternating currents. The addition of lamina- 
tions caused the current to decrease, though obviously it did not 
change the resistance of the coil. "What it did do was to change the 
inductance. 

If a group of condensers is added in series with the above cod, 
their capacitance may be so adjusted as to bring the current back 
to its original value (7 amp), and theoretically even to the value 
55 amp, as predicted by Ohm’s law. 

This experiment shows that inductance and capacitance, as well 
as resistance, play a part in determining the magnitude of the 
alternating current in a circuit. It may be shown * that for series 
connections the relation is: 


* Christie, op. cit^ p- 114. 
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I = 


E 


]/r^ + (coL 


j_Y 


(394) 


where / is the effective current in amperes; 

E is the effective emf in volts; 

R is the pure resistance in ohms; 

L is the inductance in hemies; 

C is the capacitance in farads; and 

« = 2irn where 

n is the frequency of the alternating current. 

By analogy with Ohm’s law, Eq. (394) is often called Ohm’s 
law for alternating currents, although it was formulated many 
years after Ohm’s death. 

The term «L is called the inductive reactance; 

^ is called the capacitative reactance; 

and the whole denominator, Y — , is called the 

impedance. 

It will be observed that Eq. (394) reduces to Ohm’s law when 
the inductive and the capacitative reactances are both zero, or 
when they are equal. 

474. The circle diagram. To avoid the labor of plotting sine- 
wave curves similar to those of Fig. 413 for each alternating emf 
and current, the following simpler device, known as the circle 
diagram, is employed. 

A circle (Fig. 431) is drawn whose radius to a convenient scale 
represents the maximum value of the alternating emf under con- 
sideration. A radius vector 
of this circle is labeled E and 
is considered to rotate coun- 
terclockwise with a uniform 
angular speed w equal to that 
which a simple alternator 









90 “ 270 * / 360 * 


Fig. 431. The Circle Diagram 


(Fig. 412) would require in order to develop an alternating emf 
of the same frequency n as that being studied. That is. 
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« = 2x11. 

At any time t after passing the initial hne, this radius vector 
will have turned through an angle 6 at), and its projection on 
the y-axis will be : 

Esin 6 = E sin at. 

But, by Eq. (381), 

e = E sin at. 

That is, the projection of the radius vector E on the Y-axis at 
any time t gives the value of the scalar e at that instant. A similar 
convention appHes to the representation of instantaneous values 
of alternating currents. Radii vectores representing several emf’s 
and their corresponding currents are often drawn in the same 
circle diagram. 

The circle diagram has many properties not at first obvious, 
and it has become the basis of a powerful method of analysis 
which is employed in the majority of alternating-current problems. 



Fig. 


432. Velocity Lags 
behind Force 


476. Phase difference. From Sec. 463, it will be recalled that 
inductance plays the same role in electrical circuits that inertia 
plays in mechanics. In order to give shm 
to a large mass M on a frictionless, hori- 
zontal plane, we must push with maxhmmi 
force F to the right when the body is at 
A (Fig. 432), whereas the maximum ve- 
locity V to the right does not occur until 
M is at C, which is 1/4 period, or 90°, 
later. That is, v lags 90° behind F. 

Similarly, when a harmonic alternating current is maintained 
in a circuit having small resistance R and great inductance L, the 

current I lags 90° in phase behind the 
emfF. 

Capacitance is the electrical ema- 
logue of elasticity. Let a body B (Fig. 
433) of very small mass be attached 

Fig. 433. Velocity Leads Force a hght but Stiff spring and rest on 

a fiictionless, horizontal plane. If we 
give B shm, the maximum force F to the right must be exerted 
at A'; whereas the maximum velocity to the right v occurred at 


i: ■ ^ 

C 

.f ., r / 




A 

/C / 
/ 

/ 

/ 

1' 
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C, which is 1/4 period, or 90° in phase, ahead of A'. That is, v 
leads F in phase by 90°. 

Simil arly in electricity, if a circuit has small resistance and large 
capacitance, the current will reach its maximiun value 1/4 period 
before the emf reaches its maximum; that is, current I leads emf 
E in phase by 90°. 

These analogies are confirmed by means of the oscillograph. 
This is a sensitive galvanometer of the D’Arsonval type, having 
a very short period and so little inertia that its motion follows 
accurately the changes of alternating current. Figures 434-437 
show drawings of oscillograms for the various circmnstances. 
Emf curves are shown by long dashes; current ciurves, by short 
dashes. The corresponding circle diagrams are shown at the left 
on each figure. 

Fig. 434. The circuit has resistance only, the inductance and 
capacitance being negligible. I and E are in phase, i.e., ^ = 0. 

Fig. 435. The circuit has large inductance, the resistance and 
capacitance being negligible. I lags 90° behind E, i.e., 4> = 90°. 

Fig. 436. The circuit has large capacitance, resistance and in- 
ductance being negligible. I leads E by 90°, i.e., <f> = —90°. 

Fig. 437. The circuit has resistance, inductance, and capaci- 
tance of such values that I lags 60° behind E, i.e., ^ = 60°. 

The angle 4> is called the phase difference between E and I. 
It is the phase angle (t>B of the emf minus the phase angle 4>j of 
the current. 

476. Alternating-current power. In Sec, 420 it was shown that 
with direct current the power is: 

P = EL 

Obviously for alternating current the instantaneous power is 

p = ei (395) 

where e and i are the values of the emf and current at the instant 
in question. 


Since both e and i are sine functions of time, the instantaneous 
power p will vary throughout the cycle, whether e and i are in 
phase or not. The average value of the power throughout a cycle 



ALTERNATING CURRENTS AND INSTRUMENTS 


573 


piust therefore be obtained by integration. By this method * it 
is found that, for alternating currents, 

P = El cos <t>. (396) 

The results of this relation are rather surprising, as is illustrated 
by the accompanying figures. 

Fig. 434. — ^When I and E 
are in phase, as they are 
when the circuit has resist- 
ance only or when the 
inductive reactance just off- 
sets the capacitative react- 



Fig. 434. 


B 8c I in phase ( p-O"") 

Power Curve — E and 1 in Phase 



/ lags behind E (<P~90‘*) 

Fig. 435. Power Curve — 1 Lags 90° 
behind E 


ance, <^ = 0; cos<^ = 1; and 
the power is all positive. That is, the circuit is receiving energy 

from the mains throughout 
the entire cycle. 

Fig. 435. — ^When / lags 90° 
behind E, as it does in a 
circuit having inductance 
only, ^ = 90°; cos4> = 0\ 
and the average power during 
a cycle is zero. That is, the 
circuit receives energy from the mains during one half-cycle, and 
returns an equal amount to 
the mains during the other 
half-cycle. 

Fig. 436.— When / leads E 
by 90°, as it does in a circuit 
having capacitance only, i/eads e C'p^-so"} 

cj> = -90°; COS4> = 0; and Curve-/ Leads £? by 90= 

the average power during a cycle is again zero. The results are 
\p r\ the same as in the preceding 
j ceise, with the half-cycles re- 

' wi versed. 

Fig. 437.— When I lags be- 
hind E by any angle, say, 
I lags behind £(41-60°) 60°, ^ = 60°; COS^=l/2; 

Fig. 437. Power Curve — / Lags 60° behind F and P — l/2jEJ. This rcpre- 
*N. E. Electricity and Magnetism (New York, The Macmillan Co., 1932), 
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The average defleeting toque 3 throughout a cycle is therefore 
3 oc average(ei) = ^ average(ei). 


sents a general case in which a circuit has resistance, inductance, 
and capacitance. The circuit receives energy during part of the 
cycle and returns energy to the mains during the other part of 
the cycle. 

477. Power factor. In the case of most a-c circuits, we do not 
know at first the value of <t>. If we multiply the reading E of an 
a-c voltmeter across the circuit by the reading I of an a-c ammeter 
in series in the circuit, we get a value El, which is the apparent 
power P' in volt-amperes. If, for the same circuit, we measure 
the true power P by means of a wattmeter, we should have: 

P El cos (f> 


P = P'cos<^.. (397) 

Hence cos ^ is called the power factor of the circuit, for it is the 
factor by which the apparent power in volt-amperes must be 
multiplied in order to find the true power in watts. 

478. The wattmeter. The electrodynamometer (Sec. 470) may 
easily be converted into a wattmeter. For this purpose, the fixed 
coils are made of large wire, so as to have low resistance, and are 
connected in series in the circuit (like an ammeter) in which the 

S power is to be measured. The moving coil 
is made of many turns of fine wire, in order 
to have high resistance, and is connected 
— I in parallel with the load (like a voltmeter). 
(See Fig. 438.) 

The flux density B produced by the 
fixed (“current”) coils is then proportional 
- I to the current i in the circuit; while the 
Fig. 438. Diagram of current i" in the moving coil is propor- 
Wattmeter tional to e. The instantaneous deflecting 

torque 3 is proportional to the product of B and i", by Ampere’s 
law: 


38, Diagram of 
Wattmeter 
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The restoring torque 3' due to the spiral springs is, hy Hooke’s 
law, 


3 ' = k'e 


where d is the angle of deflection. 

The moving coil moves into the position in which these two 
torques are exactly equal, so that 


Therefore, 


k'6 = k average(ei). 


0 = p average(e}). (398) 

That is, the deflection of the wattmeter is proportional to the 
average power throughout the cycle. 

479. Eddy currents. These currents, discovered by Foucault 
and hence often called “Foucault currents,” are produced within 
the body of a piece of conducting ma- 
terial whenever the magnetic flux through 
it changes. In accordance with Lenz’s 
law, they are always in such a direction 
as to oppose the change of flux. 

Thus, if a magnet is made to approach 
a sheet of copper or iron (Fig. 439a), a 
current will be produced in the sheet as 
shown. Its direction will be such that it 
will produce a north pole facing and op- 
posing the approaching N'-pole. 

If the magnet is moved away from the 
sheet (Fig. 439b), the eddy current will 
reverse, so that it produces a south pole 
which opposes the recession of the AT-pole. 

The phenomenon is shown nicely by suspending a meta|_ disk 
by a long thread above a horseshoe magnet moimted on a rotator 
(Fig. 440). When the magnet turns, eddy currents are induced 
in the disk; and these oppose the relative motion of the magnet 
and the disk. As the disk is free to rotate, it follows the motion of 
the magnet below it. 

In general, eddy currents are undesirable since their energy is 




Fig. 439. Eddy, or Fou- 
cault, Currents 
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wasted as heat. They develop in the pole pieces and armatures of 
generators and motors, and in the cores of transformers. Their 

effect is minimized by budd- 
ing up such parts out of la- 
minae (thin sheets) of metal, 

t the planes of the laminae 

being perpendicular to the 
^ planes of the currents. In in- 

duction motors and watt- 
hour meters, however, they are 
~ made to serve a useful purpose. 


Fig. 440. Demonstration of Eddy Currents 


480. The induction motor. 


Because of the simplicity of its construction, this is the type of 
alternating current motor in most general use today. Its action 
depends upon what is known as 
a rotary magnetic field, a phe- 
nomenon discovered in 1879 by 
W. Bailey and developed prac- 
tically by Professor Ferraris of 
Turin in 1885. 

If the poles of a four-pole 
motor are connected as shown 
in Fig. 441 so that one pair of 
opposite poles is energized by 
the current of phase 1 and the 
other pair by the current of 
phase 2, 90° behind phase 1, it wiU be found that the resultant 
magnetic field, represented by the large arrow in Fig. 442, will 
rotate clockwise. 

We may trace the poles throughout the cycle and find that the 
W-pole (and of course the 5-pole) of the resultant field makes a 
complete revolution during one cycle, just as if a permanent mag- 
net were revolving in the cylindrical space outlined by the actual 
pole pieces. 

Any piece of conducting material placed within this cylindrical 
space will have eddy currents induced in it in consequence of the 
rotating field, and wiU tend to follow the field as did the disk in 
Fig. 440. 
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In actual motors, this armature, or “rotor,” consists of a cylin- 
drical core of laminated iron in which are embedded stout copper 



rods, insulated from the iron. These are riveted at the ends into 
copper rings, thus forming the so-caUed “squirrel cage” rotor 
(Fig. 443). Large currents are 
induced in these rods, and since, 
hy Lenz’s law, they oppose the 
change of flux, they tend to fol- 
low the rotating field and thus 
drag the rotor around. 

If the speed of the rotor were 
exactly the same as that of the 
rotating field (synchronous speed), there would be no change of 
flux through the short circuits of the rotor, hence no induced emf ’s 
and therefore no currents. Consequently, the rotor must revolve 
somewhat less rapidly than the field. This difference between the 
speed of the revolving field and of the rotor is called the slip of 
the motor, and it increases when the load on the motor is in- 
creased. 

The direction of rotation of an induction motor may be reversed 
by reversing the current in either phase. 

481. The watt-hour meter. This most extensively used of aU 
electric measuring devices is standard equipment in every building 
where electrical energy is purchased. It was invented in 1894 by 
0. B. Shallenberger of the Westinghouse Electric Company. Often 
erroneously called a wattmeter, it actually measures the product 
of power and time, i.e., enefgy, in watt-hours (Fig. 445). 



Fig. 443. Rotor of Induction Motor. 
(Courtesy Allis Chalmers Co.) 
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The watt-hour meter is really a small two-phase induction 
motor with its field poles along a chord instead of arranged around 

a circle. The frame F (Fig. 444a) is 
built up of laminations of wrought 
iron stamped out so as to form the 
pole pieces of the field magnets. The 
rotor D consists of an aluminum disk 
mounted on a vertical shaft J so as 
to rotate between the pole pieces. 

The upper winding has compara- 
tively few turns of large wire, is con- 
nected in series in the circuit (like 
an ammeter), and is called the “cur- 
rent element, or coil.” It has small 
inductance, and the cmrent in it is 
the line current i or a definite frac- 
tion of it. Hence the strength of the 
•upper poles is proportional to i. 

The lower coil, or “voltage ele- 
ment,” is wound with many turns of 
fine wire and is connected across the 
line (Hke a voltmeter). Its inductance 
is great; hence its current; propor- 
tional to the instantaneous emf e, is 
90° out of phase with i (Fig. 444b). 

We have here a system of alter- 
nate poles excited by a two-phase 
current and located along a chord 
of the circular rotor, as shown in 
Fig. 444. Mechanism of Watt- the top view (Fig. 444c). 

Hour Meter tracing the polarities of the vari- 

ous poles for a complete cycle of values of both currents, as was 
done in Fig. 442, remembering that a north pole below the disk 
is equivalent to a south pole above the disk, it will be found 
that a north polarity sweeps across the disk from left to right, 
followed by a south— just as if a permanent horseshoe magnet 
were moved along a chord from left to right. The eddy cur- 
rents induced in the disk oppose the motion of these progressive 
poles, and hence the disk experiences'a torque, as shown. 
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The eddy current induced in the disk by the decreasing S-pole 
at S" (left) is proportional to e and is attracted by the increasing 
A^-pole at N', which is proportional to i; and similarly all across 
the line of poles. Hence the torque 3 on the disk is proportional 
to the instantaneous power ei, that is 

3 « ei 

3 = k{ei). (a) 

At its back edge the disk turns between the poles of two station- 
ary permanent magnets M,M. The eddy currents induced by 
these magnets react on 
them and produce a re- 
tarding torque propor- 
tional to the rate of cut- 
ting lines, i.e., to the 
angular speed. * 

The disk then comes up 
to such a speed that the 
driving torque equals the 
retarding torque; and this 
speed is easily shown to 
be proportional to the 
power. 

The total revolutions 
(dial readings) are there- 
fore proportional to the 
product of power by time, 
or the energy expended 
in the circuit to which 
the meter is connected. The dials usually give this energy in 
watt-hours (1 watt-hour = 3600 watt-seconds = 3600 joules). 

The watt-hom meter (Fig. 445) may be conveniently used to 
give the average power during a given time by dividing its reading 
in watt-hours by the time in hours. 

482. Synchronous motors. If any two alternating-current gen- 
erators are brought up to such speeds that they are in s]mchronism 
(i.e., produce emf’s of the same frequency) and are coimected in 
parallel just when they are in step (i.e., when they have the same 



Fig. 445. Watt-Hour Meter. (Courtesy West- 
inghouse Electric and Manufacturing Co.) 
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phase), they will contribute energy jointly to the hne. If then 
the mechanism that drives one of them as a generator is discon- 
nected, that one will cease to act as a generator but will continue 
to run as a motor with its speed unchanged, receiving energy from 
the other generator. 

Any motor that runs at such a speed (synchronous speed) that 
its frequency as a generator would be the same as that of the im- 
pressed emf is called a s 3 naclironous motor. This is the case if a 
conductor of its armature just passes one pair of field poles during 
each cycle of the impressed emf. 

Synchronous motors continue to run at synchronous speed as 
the load on them is increased until they become overloaded, when 
they stop altogether. The ordinary induction motor may be con- 
verted into a synchronous motor by milling in the surface of its 
rotor, parallel to its axis, as many broad depressions as there are 
field poles. These depressions being equally spaced around the 
circumference, the elevations between them serve as poles to the 
armature. The motor is then brought up (nearly) to synchronous 
speed as an induction motor. One phase is then cut out by a cen- 
trifugal switch, and the motor continues to run as a synchronous 
motor. 

Electric clocks that operate on the ordinary house-lighting cir- 
cuit are driven by tiny synchronous motors. They are exceedingly 
simple. The rotor is a laminated cylinder of wrought iron having 
an even number of teeth — ^in the simplest case, two, as shown in 
Fig. 446. The laminated field magnet F is energized by alternating 
current, usually of 60 cycles. The rotor is brought up to syn- 
chronous speed by being spun by hand, a milled head being pro- 
vided on the back for that purpose. 

In Fig. 446a, the lower tooth of the rotor is approaching the 
iV-pole of the field and is magnetized by induction, becoming a 
S-pole. Similarly, the other tooth becomes an iV-pole. At the same 
time the magnetizing current is decreasing, so that when the rotor 
becomes horizontal (Fig. 466b), the field poles are both neutral, 
or of zero pole strength. The inertia of the rotor will carry it by 
the horizontal position; and on account of the retentivity of the 
iron, it will not lose its magnetization entirely. Hence, as the 
current increases in the reverse direction, maidng the left field 
pole a <S-pole (Fig. 446c), the rotor is repelled in the same direc- 
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tion as before. If this analysis is carried out for a complete cycle, 
it will be seen that the rotor makes exactly one revolution during 
one cycle of the current. That is its synchronous speed. 

With 60 cycles per second, there are 3600 cycles per minute. 
Hence, if the field magnet has two poles, a two-tooth (or pole) 



Fig. 446. Synchronous Clock Motor 


rotor will have a synchronous speed of 3600 rpm; a four-pole rotor 
will run at 1800 rpm; an eighteen-tooth rotor, at 400 rpm; and 
so on. Obviously, hand-started motors will run in either direction. 

Self-starting synchronous and induction motors have a second 
winding of greater inductance than the main winding of the field, 
connected in parallel with the main winding. This “split-phase” 
arrangement gives the effect of a two-phase induction motor until 
the rotor comes up to synchronous speed, after which the second 
winding is cut out and the motor continues to run as a synchronous 
motor on one phase. In self-starting clocks the same effect (i.e., a 
rotating magnetic field) is secured by means of a “shading cod” 
of heavy copper around the leading tip of each pole of the sta- 
tionary magnet. 

The value of these electric clocks as timekeepers obviously de- 
pends upon the accuracy with which the proper frequency of the 
alternating current is maintained at the power house. 

483. The universal motor. Any d-c series motor having both 
eumature and pole pieces laminated will run also on a-c, since both 
the armature current and the field current are reversed at the 
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same time. But in general the efficiency will be less on a-c, and 
there will be excessive sparking at the brushes. 

The so-called universal motor, for service on either d-c or a-c, 
is of the above type, but it is more liberally designed with regard 
to both copper and iron than for d-c only. It should be provided 
with a compensating winding to reduce the inductance of the 
armature, and with “resistance leads” to reduce the sparking. 
Universal motors are very useful for small powers where speed 
control is important, as for sewing machines and stirrers; they are 
used for driving railway trains as well. 

Direct-current motors with laminated pole pieces will run also 
when shunt-coimected, provided the impedances have proper 
values, but this is unusual. 


484. The transformer. The fact that alternating current is now 
used for the great majority of industrial purposes is due to the 
ease with which it may be transformed from high voltage and 
low current to low voltage emd high current, or vice versa. This is 
accomplished by a transformer, the ordinary type of which is 
shown diagrammatically in Fig. 447 and in cross section in Fig. 
448. 

It consists of two separate coils having Ni and Ni turns, re- 
spectively, and wound on a core of iron, laminated to reduce eddy 
currents. One coil, called the primary, is coimected to the source 
of alternating current and receives energy therefrom. The other, 
called the secondary, is connected to the load and delivers energy 
to it. 

If the secondary voltage is greater than the primary voltage, it 
is a step-up transformer; if the secondary voltage is less than the 

primary, it is a step-down transformer. 

The primary current h produces an 
alternating magnetic flux # in the core. 
This flux interlinks with both the pri- 
mary and the secondary coils, except for 
a small leakage flux which evades some 
of the turns. Being approximately sinus- 
oidal, the flux as it varies induces a back 
emf El in the primary which is nearly equal to the emf E im- 
pressed on the primary from the power mains, the difference be- 
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ing just enough to overcome the resistance of the primary and 
maintain the current 7i sufficient to produce the flux in the 
core. 

At the same time, this flux, changing through the turns of the 
secondary, induces in them an emf E^. When the secondary cur- 
rent h is zero, the primary current 
lo, which is called the exciting cur- 
rent, is extremely small. As load is 
thrown on the secondary, 1 2 increases 
and tends to demagnetize the core. 

This reduces the back emf in the pri- 
mary sHghtly and the primary cur- 
rent Ji increases until equilibrium is 
restored. The transformer is there- 
fore a self-governing device. 

There is no wire connection between 
the primary and secondary windings; 
the energy is transferred from the 
former to the latter by the alternating 
flux in the iron core. 

An ideal transformer may be de- Company) 
fined as a transformer, in which there are no losses due to resist- 
ance, eddy currents, or hysteresis; no flux leakage; and in which 
the exciting current is zero. Its efficiency would be 100%. It is 
not possible, of course, to construct such a transformer, but the 
concept is useful in theoretical discussion. 

Consider such an ideal transformer, and apply the law of Henry 
and Faraday to its two windings. 

In the primary. 

In the secondary, 


Since in an ideal transformer there is no flux leakage, d^/di 
is the same for both coils. So, dividing (a) by (b), 

ei A/i 


Fig. 448. Cross-Section of 
(From Hoadley’s 
Essentials of Physics, American 


e, = -ATi—. 

(a) 


(b) 
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and since Eq. (c) is true at every instant, it is true for their effec- 
tive values, so that 

El Ni , „ 

E, - W,' W 

In the ideal transformer the efficiency is 100%; hence at every 
instant 

Power in = Power out. 

That is, 

Ciii = (e) 


which, with Eq. (c), gives: 


62 


Hence, 


l2 

ii 

h 

h 


N2 

N,' 


(f) 


(g) 


Combining Eqs. (d) and (g), we get the general law of the 
ideal transformer: 


El 

E. 


N2 


h 

li 


(399) 


From this, 


Eili — E^I^- 


(h) 

But for a-c power in general, we know from Sec. 476 that for 
100% efficiency 

jBi/i cos ^1 = E 2/2 cos <i!) 2 . 

Comparing this with Eq. (h), we see that in an ideal transformer, 

cos <^i = cos ^ 2 . (i) 

Hence the primary and secondary currents in an ideal trans- 
former have the same lag behind their emf’s. 

Alternating-current transformers are among the most efficient 
devices in general use. Their efficiencies run as high as 93% at 
one-fourth load to 99% at full load. For this reason, the foregoing 
relations, though strictly true only for an ideal transformer, may 
generally be applied to actual transformers without serious error. 
It should be clearly understood that transformers of these types 
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cannot be used for direct current, since it is necessary to have the 
magnetic flux in the core vary. The magnetic flux does not vary 
with steady direct current. 

486. The autotransformer. The autotransformer differs from 
an ordinary transformer only in having its primary and secondary 
coils parts of the same winding instead of sep- 
arate and distinct coils. It is therefore not 
safe for high voltages, but is very convenient 
for low transformation ratios. 

Equation (399) holds also for autotrans- 
formers. 

Thus in Fig. 449, let us say there are 800 
turns aU together (400 on each leg of the 
core), with taps brought out from points 100 Fig. 449. Diagram of 
turns apart, as at B, C, D, G, and H. Autotransformer 

Then, if 120-volt mains are connected to A and D across 600 
turns (i.e., 5 turns per volt), we would get voltages as follows: 

From B to C — 100 turns — 20 volts 
B to D — 200 turns — 40 volts 
B to G — 300 turns — 60 volts 
A to B — 400 turns — 80 volts 
A to G — 700 tiuns — 140 volts 
A to H — 800 turns — 160 volts 
etc. etc. 

In the simplified diagram of Fig. 450 
(the straight core is not efficient) the 
parts of the winding serving as primary 
and secondary are mEurked P and S, re- 
spectively, and the directions of the cur- 
rents are 
shown at a 

given instant. 

486. The induction coil (Fig. 

451a) often called the Ruhmkorff 
coil but actually invented by 
C. G. Page of Harvard College 

in 1838, Ts a transformer for (Courtesy 

changing low-voltage direct cur- Central Scientific Co.) 
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FIG. 450. Simplified Auto- 
transformer 
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rent into high-voltage alternating current (not sinusoidal). The 
primary consists of comparatively few turns of large wire 

wound on a core of soft 
iron. Over this are wound 
thousands of turns of fine 
wire forming the secondary 
(Fig. 451b). 

When the primary is con- 
nected to a battery or other 
source of d-c, the core is mag- 
netized, and the soft-iron ar- 
mature A is attracted to the 
left. This breaks the contact 
Fig. 451b. Diagram of Induction Coil, at B, and the primary current 

(Courtesy of American Book Company) vanishes. There being then 

nothing to maintain the flux, that disappears also. The arma- 
ture A is therefore released, springs back, and makes contact 
again at the point B; and the 
primary current and the flux 
again build up. 

This varying flux through the 
large number of turns of the sec- 
ondary induces in that coil a very 
high emf, which alternates, but 
not according to a sine law. A 
condenser C connected across the 
“gap,” and usually concealed in 
the base of the apparatus, re- 
duces the sparking at the gap and 
increases the rate of change of flux, and consequently the second- 
ary emf. 

As shown in Fig. 452, the primary current dies away on “break” 
(when the circuit breaker opens) more rapidly than it grows on 
“make.” Consequently the secondary emf is greater on break 
than on make. 

487. The Tesla transformer. From the law of Henry and Fara- 
day, 
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it is clear that large emfs may be secured either by having many 
turns or by a great rate of change of flux dM?ldt. The former 
method is used in the induction coil; the latter has been employed 
by Nikola Tesla for the production of exceedingly great emf’s of 
high frequency. 

It was shown by Henry and Lord Kelvin that the spark of a 
condenser is oscillatory with a frequency of the order of magni- 
tude of 1,000,000 cycles per sec. 

Accordingly, Tesla cheirges a con- 
denser C (Fig. 453) by means of 
an induction coil or ordinary 
transformer T until the air in the 
spark-gap G breaks down and a 
spark starts. The condenser then 
discharges, producing a current 
of very high frequency through 
the few turns of the primary coil P. This induces in the second- 
ary 5 an extremely high emf of the same frequency as the oscilla- 
tions in the spark discharge. There must be no iron in the Tesla 
coils P and S. 

This arrangement is known as a Tesla transformer. By ad- 
justing the inductances of the coils and the capacitance of the 
condenser until the primary and secondary are in resonance, 
sparks 8 or 10 ft long and emfs of the order of 1,000,000 volts 
may be obtained. 

At high frequencies electricity does not permeate the entire 
cross section of a conductor, but flows principally in a thin surface 
layer. This phenomenon is known as the skin effect. Medical 
treatments are therefore safely given with high-frequency cur- 
rents, but should not be attempted by untrained persons. 

Many striking experiments may be made with high-frequency 
currents. One may light an electric bulb or a Geissler tube by 
holding it in the hand and near one terminal of the secondary. 
The “electric queen” at the circus, who permits the “professor” 
to draw long sparks from her ears and finger tips and to light a 
cigarette (held in her lips) by a spark from his wand, is merely 
sitting on an insulated chair in contact with one terminal of a 
Tesla transformer, and is in no more danger than is the sea lion 
on the stepladder. 
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PROBLEMS 

1. A coil of wire has a resistance of 0.8 ohm and an inductance of 50 milli- 
henries. How much energy is stored in its magnetic field when the current is 
5 amp,^ 

2. A coil has a resistance of 0.8 ohm and an inductance of 50 millihenries. 
What current will be produced in this coil by an effective a-c potential difference 
of 110 volts at 60 cyclesP 

3. Five kilowatts are received by a motor from a power line each line of 
which has a resistance of 0.08 ohm. How much power is lost in heating the line 
when the voltage at the motor terminals is 100 volts? 500 volts? 

4. Eleven kilowatts are delivered from a power house to a mill and each wire 
between the two places has a resistance of 4 ohms. What is the line loss in 
watts when the power is delivered at 2200 volts? At 22,000 volts? What is the 
percentage power loss in each case? 

5. A generator whose terminal voltage is 220 volts produces a current of 10 
amp in the circuit to a motor. If each wire of the power line has a resistance of 
0.4 ohm, how much power is wasted in the line and what is the terminal voltage 
at the motor? 

A transformer is to step 110 volts down to 6 volts. . If there are 550 turns 
on the primary, how many must be on the secondary? What is the primary 
current when the secondary current is 5 amp? 

A transformer is to be constructed to step 110 volts up to 2200 volts. If 
there are 440 turns on the primary, how many must there be on the secondary? 
What will be the primary current when that in the secondary is 0.5 amp? 

^8. A transformer is to step 110 volts down to 20 volts. If there are 550 turns 
on the primary, how many must be on the secondary? What is the primary cur- 
rent when the secondary current is 10 amp? 

9. An a-c voltmeter and ammeter read 110 volts and 6 amp, respectively, 
when a wattmeter indicates 500 watts. What is the power factor of the circuit 
and the lag of the current behind the voltage? 


CHAPTER XXXV. 


IMPORTANT ELECTRICAL DEVICES 


Besides motors, generators, and the instruments for electrical 
measurement already mentioned, the increasiiig number of elec- 
trical devices is so great that only a few of 
the fundamental ones can be described here. 

488. Lifting magnets. Electromagnets of 
great strength are much used in the iron in- 
dustries for moving imwieldy or rough pieces 
such as steel beams and pig iron (Fig. 454). 

The force F which a magnet exerts upon a 
piece of ferromagnetic material is given by 
the relation: * 


F = 


Stt 


dynes 


(400) 



Fig. 454. Lifting 
Magnet. (Courtesy of 
American Book Com- 
pany) 


where B lines per cm^ is the flux density be- 
tween them and A cm^ is the area of practical 
contact. 

The magnetic separator. Magnetic material is readily separated 
from nonmagnetic by the device shown in Fig. 455. The mixed 

materials are distributed in a thin 
layer on a belt conveyor B, which' 
passes over a pulley P provided with 
strong magnets whose poles are in 
the surface of the pulley. These 
magnets cause the magnetic ma- 
terial to follow the belt farther 
than do the nonmagnetic particles, and hence a separation is 
effected. 

Surgical magnets are strong electromagnets having a very small 
pole. By means of them small bits of magnetic material may he 

* For derivation see Christie, Electrical Engineering (New York, McGraw-Hill 
Book Co., 1917), p. 68. 



Fig. 455. Magnetic Separator 
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withdrawn from the eye or other parts of the body, if not too 
deeply embedded. 

The fact should be carefully noted that magnets exert appre- 
ciable attraction only upon iron, cobalt, nickel, and a few alloys, 

and then only at very short dis- 
tances. Consequently, gold or 
silver coins and jewelry cannot 
be recovered by the use of 
magnets. 



Fig. 456. Telegraph Sounder. (Courtesy 
of American Book Company) 


489. The telegraph. The tele- 
graph (Fig. 456), invented by 
S. F. B. Morse in 1837, consists 
of two electromagnets which at- 
tract a soft-iron armature A 
when the circuit is closed by a 
key K. The armature actuates a bar B, and a chck is heard when 
this bar strikes either of the set screws iSi or 
Sa. A short interval between these two 
clicks is the “dot,” and a long interval, the 
“dash,” of the Morse code. 

490. The electric bell and horn. The 
mechanism of an electric bell is much the 
same as the Neef magnetic circuit breaker 
of the induction coil. When the circuit is 
completed at the push button B (Fig. 457), 
the electromagnets Ml and attract the 
soft iron armature S, causing the striker J to 
tap the bell. This motion of S also opens 
the circuit at P, causing the magnets to 
lose their magnetism and release S, which 
is thrown back in contact at P by a spring; and the cycle is then 
repeated. 

In a magnetic horn, instead of having a striker, the armature 
is attached by a link to the center of a thin metal diaphragm, 
whose vibration causes the soimd. 

491. The telephone. A simphfied diagram of a telephone circuit 
is shown in Fig. 458. Sound waves enter the transmitter at the 



Fig. 457. Electric 
Bell. (Courtesy of Ameri- 
can Book Company) 
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left and cause diaphragm Di to vibrate. Di is connected to the 
movable, left side of the transmitter button. This button consists 
of two plates of solid carbon (shown black), separated by a layer 
of granulated carbon C. 

It is a well-known fact that the electrical resistance of pieces 
of carbon in contact decreases when the pressure increases, and 
vice versa. 

Consequently, as the plate of solid carbon at the left is pushed 
in and out by the vibrating disk Di, the resistance of the local 



Fig. 458. Telephone Transmitter and Receiver 


battery circuit is varied, and the battery E produces through the 
primary P of the transformer T a current which fluctuates to 
correspond with the sound waves. 

In the transformer the voltage is stepped up and the secondary 
ciurrent is transmitted through the hne L. At the receiving end, 
the voltage is stepped down again and the secondary current 
passes through the coils M on the two ends of a U-shaped per- 
manent magnet in the receiver R. The varying current in the 
coils M causes the magnetic pull on the soft-iron diaphragm Di 
to vary. D 2 is thereby made to produce vibrations which are re- 
productions of the vibrations of the original sound. 

Alexander Graham Bell’s original telephone (1875) consisted 
essentially of two receivers similar to R; consequently, it was 
serviceable only for short distances. The carbon button, devised 
by Thomas A. Edison in 1877, increased the amount of energy 
that could be impressed into the line current and thereby increased 
the useful range of the instrument. 

492. The arc light. Sir Humphry Davy was the first to use 
electricity (1801) for the production of hght. He connected two 
rods of charcoal (carbon) in series with a battery of 2000 cells; 
and when the carbons were separated from contact, the hot ion- 
ized gases between the electrodes formed a luminous arc. Subse- 
quently, various mechanisms were devised for feeding up the 
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carbons as they burned away. Figure 459 shows a hand-feed 
carbon arc for use in a projection lantern. 

With pure carbon electrodes the arc itself is only slightly lumi- 
nous, most of the light coming from the “crater” of the elec- 
trode. The luminosity of the arc is greatly increased (flaming 
arc) hy boring out the carbons and putting in a core of metallic 
oxides and alkali salts. 

Arc lights may be operated on either direct or alternating cur- 
rent, but with direct current the arc is less noisy and the luminous 



Fig. 459. Arc Light. (Courtesy Central Scientific Co.) 


efficiency is higher. This runs as high as 75 lumens, or 6 candles, 
per watt. However, on account of the deep shadows cast by the 
light and the difficulty of keeping the lamps in order, they are now 
little used except for outdoor lighting and searchhghts. 

The temperature in the crater of the -f carbon is one of the 
highest that can be produced artificially on a large scale, ranging 
from 3800°K at 1 atmosphere pressure to 5890°K at 22 atmos- 
pheres (the temperature of the — electrode is 1000° less). In 
consequence of this fact, one type of electric furnace is essentially 
a huge carbon arc lamp in which is placed the material to be 
heated. 

493. The incandescent lamp. As early as 1841, an American, 
J. W. Starr, endeavored to use a wire heated by an electric current 
as a practical light source. When a body is heated until it emits 
light it is said to be incandescent. Hence such devices were called 
incandescent lamps. 


IMPORTANT ELECTRICAL DEVICES 


593 



Fig. 460. 


Two tvpes of tungsten filament lamps are Carbon FUa- 

JT ment Lamp 


None was successful until 1879, when Thomas A. Edison in 
America and J. W. Swan in England produced independently very 
satisfactory lamps by heating a carbon filament en- 
closed in an evacuated bulb (Fig. 460). The efficiency 
of these lamps was low (about 3 watts per candle) and 
the spectrum of the light was deficient in the blue as 
compared with daylight. 

After years of research, the carbon filament was 
superseded by one of drawn tungsten wire, developed 
in 1911 by Dr. W. D. GooHdge of the General Electric 
Company, 
made. 

The vacuum lamp (Fig. 461) has its bulb exhausted to a pres- 
sure of 0.0001 mm of mercury. Its filament temperature is about 
2300°K, and its efficiency is approximately 0.7 candle per watt. 

It is made only in the smaller sizes. At the 
high temperature and low pressure, the 
tungsten evaporates rapidly and coats the 
inside of the bulb, decreasing the life and 
efficiency of the lamp. 

To reduce this evaporation. Dr. Irving 
Langmuir invented the gas-filled lamp. In 
this, the bulb is filled with argon gas mixed with a small propor- 
tion of nitrogen, because pure argon will ionize at the tempera- 
ture used and produce a short circuit between the lead-in wires. 
The tungsten wire is wound into a small helix with its turns al- 
most in contact. At the higher temperature (2800°K) thus made 
possible, the spectral quality of the light more nearly approaches 
daylight, and the efficiency is increased to 1 candle per watt in 
the 75-watt size and to 1.5 candle per watt in the 1000-watt 
size. 

The candlepower, or intensity, J, of tungsten lamps varies 
with the voltage E: 



Fig. 461. Tungsten FUa- 
ment Lamp 


I = 


(401) 


but at the same time the life L of such lamps decreases according 
to the relation: 




( 402 ) 
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494. Discharge tube lights. The so-called “neon” lights are of 
this type, hut only the red ones use neon. Argon in clear glass 
gives blue; helium in amber glass, yellow; argon and mercury in 
yellow glass give green. Essentially long Geissler tubes, they are 
provided with cold electrodes at each end. After complete ex- 
haustion, they are filled with the required gas to a pressure of 
about 12 mm of Hg and then sealed off. The usual operating 
voltage is 15,000 a-c, and the power required is small. Satisfac- 
tory continuous operation for six years is sometimes secured, but 
as air leaks in through faulty seals, they become dim and must be 
re-exhausted and refilled. 

496. Fluorescent lamps. These lamps are the most efficient 
light sources for general purposes. They consist of thin-walled 
glass tubes from 1 to 1.5 in. in diameter and from 24 to 48 in. 
long, having a small filament at each end to serve as a hot cathode, 
and filled with mercury vapor at low pressure. The operating 
voltage is 110 or 220 volts. At starting, the cathodes are heated 
to incandescence and emit electrons which ionize the mercury 
vapor sufficiently to start the low pressure mercury arc. A mag- 
netic or thermal switch then cuts the starting current from the 
electrodes. 

The high efficiency, which runs from 2.5 to 5 candles per watt, 
is secured by utilizing the fact that most of the energy of the 
mercury arc is radiated in the ultraviolet. This radiation is ab- 
sorbed by fluorescent substances with which the inside surface 
of the tube is coated. These substances re-emit the energy in 
visible radiation, which is transmitted by glass. 

496. The mercury vapor lamp and rectifier. This lamp, brought 
out by Peter Cooper Hewitt in 1901, usually consists of a glass 
tube from 2 to 4 ft long and 1 in. in diameter, suspended in an 
inclined position. The direct-current type has a single iron anode 
at the upper end, while the alternating-current type (Fig. 462) 
has two such anodes. In both types the cathode is a pool of mer- 
cury at the lower end. The pressure in the tube when the lamp is 
not in operation is about 0.001 of mercury. 

The lamp is started by tilting until the stream of mercury 
touches the anode, and then releasing; or by a special induction coil 
that produces by a spark discharge sufficient ions to start the arc. 
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The spectrum of mercury (Fig. 587) is strong in blue and green- 
ish yellow, but deficient in red as compared to daylight. Hence 
these lamps are excellent for photography, but are not suitable 



for work in which colors must be matched. Being a large source of 
low intrinsic brightness (2.3 candles per cm^), they do not cause 
heavy shadows. For this reason, and because the spectrum con- 
sists of a few strong fines, the strongest being the green (5461 A), 
which is in the neighborhood of maximum visi- 
bility, mercury vapor lamps are especially 
adapted for use in industries requiring fine line 
work, such as engraving and silk weaving. The 
luminous efficiency of commercial types is of the 
order of 2 candles per watt. 

The spectrum of mercury is strong in the 
ultraviolet, but these short waves are very com- 
pletely absorbed by glass. They are transmitted, 
however, by quartz; and if the tubes are made 
of fused quartz the lamp becomes one of our best 
sources of ultraviolet radiations. 

The mercury vapor lamp was found to have 1 1 

the unusual property of unidirectional conduc- Fig- 463. Mercury 
tivity. That is, electrons would pass through Rectifier 

it when the mercury electrode was — and the carbon or iron 
electrode but not when the polarity was reversed. In 1903 
Dr. Cooper Hewitt successfully employed this property in the 
construction of the mercury arc rectifier (Fig. 463). 

Though originally used only for small powers, mercury arc 
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rectifiers constructed of steel are now used for such purposes as 
supplying direct current for the New York subway. They are 
constructed for voltages as high as 16,000, and for currents up to 
500 amp. 

Their efficiencies range from 80% in the smaller to 98% in the 
larger sizes, whereas the efficiencies of motor-generator sets run 
from 46% to 91%. 

497. The copper-oxide rectifier. In 1926, L. 0. Grondahl* 
discovered that a disk of copper, having on one side a layer of 
cuprous oxide (CU 2 O), conducts readily when the direction of the 
current is from the oxide to the copper, but 
conducts hardly at aU when the direction is 
from the copper to the oxide. The conductance 
ratio is of the order of 10,000 to 1 at 20°C, and 
decreases with rise of temperature. 

The thickness of the layer of cuprous oxide 
(red) is not important, as the action seems 
confined to a microscopically thin layer at the 
junction of the copper and the crystals of oxide. 

Grondahl and Geiger t have developed a 
dry-plate rectifier employing the above prop- 
It consists of disks of copper about 1.5 in. in diameter, 


OUTPUT 



Fig. 464., Copper- 
Oxide Rectifier 


erty. 

oxidized on one side and assembled upon a 
bolt, as shown in Fig. 464. The lead washers 
are used merely to distribute the pressure 
and to secure good contacts. The bolt is in- 
sulated except from the end plates. 

The direction of flow of electricity is traced 
in the diagram of Fig. 465, and it is seen 
that for both halves of an a-c wave the cur- 
rent on the output side is constant 
direction. 
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bmce the phenomenon is one of pure resist- Traced in Copper-Oxide 
ance, and the leakage is slight, the rectified ^^^^tifier 
wave form (Fig. 466) is distorted but little from the input form. 
This, coupled with the fact that rectification is good up to 


* Physical Review, Vol. XXVII (June 1926). 
t Journal of the AJ.E.E, (Feb. 1927). 
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t 

Fig. 466. Full- 
Wave Rectification 
of CuaO Rectifier 


3,000,000 cycles per second, makes this type of rectifier especially 
useful in adapting the more sensitive d-c instruments for a-c 
measurements. Direct-current instnnnents so 
used give deflections proportional to average 
current in the instrument; but as this bears a 
constant ratio to effective value for any given 
wave form, d-c instruments with built-in recti- 
fiers are calibrated to read effective values. 

These rectifiers are used largely for charging 
storage batteries and for radio sets made for a-c operation. 

Their efficiencies vary from 65% to 80%; and since neither 
chemical nor physical change takes place in the constituents, the 
life of this rectifier is stated in years. 

A similar dry-plate rectifier employs disks of cupric sulphide 
against others of an aluminum-magnesium alloy under pressure 
of about 200 Ib/in.^ Conduction is from the crystalline sulphide 
to the alloy, and the action is electrolytic. 


CHAPTER XXXVI 


; 


ELECTRICAL DISCHARGES IN GASES 



30m*S HELIUM ATOM 
( ATOMIC No.2) 

Fig. 467. Bohr’s 
Helium Atom 


498. Ionization. The modified Rutherford-Bohr theory (Sec, 
648) assumes that each neutral atom consists of a nucleus made 
up of a number of protons and neutrons, and that revolving 
around the nucleus in orbits of various diameters are a number 
of electrons sufficient to make the complete atom neutral. That 
is, the nucleus corresponds to the sun and the electrons to the 
planets, the latter being held in their orbits by the positive charge 

of the nucleus. The number of these electrons 
(which is the same as the number of positive 
charges in the nucleus) equals the atomic num- 
ber of the element, that is, the ordinal number 
of its position in the periodic table. Figure 467 
shows such a hypothetical model of an atom of 
helium whose atomic number is two. The orbits 
of the planetary electrons are very large as com- 
psured to the size of the proton or the electron, 
so that it is not difficult to disengage an electron from an atom. 
(This preliminary picture of an atom is undergoing modifications 
which will be mentioned in Chap. XLVII.) 

An ion has been defined as an atom or group of atoms that has 
an excess positive or negative charge. Hence any atom that has 
lost an electron is said to be positively ionized; and one that has 
gained an electron is said to be negatively ionized. 

499. Conduction through gases.* We have seen that, in a metal, 
conduction consists in the movement of the comparatively “free” 
electrons through the conductor, and that in a liquid it is due to 
the migration of ions through the liquid. In fact, to say that a 
liquid conducts electricity is equivalent to saying that it is par- 
tially ionized. If a gas contain ions, we should expect it to con- 

* K. T. Compton and I. Langmuir, Review of Modem Physics, Vol. 11, No. 2 (April 

mo). \ 
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duct; for the + ions would be attracted to the — terminal and 
the — ions to the + terminal (Fig. 469), and this flow of elec- 
tricity woifld constitute a current. Precisely this is found to take 
place. 

Under ordinary circumstances gases are very poor conductors 
because they contain few ioiis. Air, for example, at standard con- 
ditions contains only about 20 ions per cm®. 

Warm, damp air is not a better conductor than cool, dry air, as 
is often supposed. Electrostatic instruments lose their charges 



Fig. 468, Moist Air Is Not a Good Conductor. (Courtesy Welch Scientific Co.) 

rapidly in warm, damp weather because of leakage due to a film 
of water on the insulating supports. If these are heated until the 
film evaporates, the leakage stops. 

This can be shown as follows. Let a metal plate P (Fig. 468) 
be insulated on thoroughly dry sulphur or hard rubber, attached 
to an electroscope E, and the system charged. The rate of dis- 
charge will then be the same, whether cold dry air, hot air, or 
steam is blown against the plate. 

Ionization of a gas may be produced by either of two methods: 

I. By collision, or impact. That is, electrons are detached from 
ions and molecules by the impact of other ions or molecrdes. 

II. By the absorption of radiation of short wave lengths until em 
electron becomes expelled from an atom (photoelectric effect). 

The practical ways of carrying out these methods in the labora- 
tory are: 

Method I — 

1. By passing the gas through a flame. 

2. By passing the gas through an electric arc. 
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3. By a spark discharge through the gas. 

4. By impact of alpha-particles, beta-particles, deuterons, etc. 
Method II— 

1. By irradiation Avith ultraviolet radiation. 

2. By irradiation with x-rays. 

3. By irradiation with gamma-rays. 

The spontaneous ionization that takes place in gases is thought 
to be due to exceptionally violent impacts of molecular agitation, 
to small traces of radioactive elements, and to cosmic rays. 


600. Ionization chamber, saturation current, and saturation 
voltage. Quantitative measurements of ionization are made by 

means of some form of ioniza- 
tion chamber, one of which 
is shown in Fig. 469. Inside 
a lead housing H are two 
metal plates A and B, well 
insulated from the housing. 
These are coimected in series 
with a battery of 500 to 800 
volts and a quadrant elec- 
trometer or a high-sensitivity galvanometer. Ionization currents 
are of the order of 10“^* ampere. 

The ionizing radiation, in this case x-rays, is admitted, as 
shown, through an opening, which may be covered with thin 
aluminum or Cellophane. ,i 

When the x-rays are turned on, the gas between A and B will 
be partially ionized. The -|- ions will be attracted to B and the — 
to A, neutralizing part of the charges on these plates and reduc- 
ing their potential difference. But the battery at once reestablishes 
the potential difference between A and B by withdrawing elec- 
trons from A and delivering them to B. This stream of electrons 
passes through the galvanometer and constitutes the ionization 
current which the instrument measures. 

At low potential differences between the plates many of the 
ions that are formed will recombine into neutral molecules before 
reaching A or B. As the potential difference is increased, a larger 
and larger nmnber of the ions will be caught by the plates, until 
finally all that are produced will be caught. The current will then 


Fig. 469, Ionization by X-Rays 
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necessarily become constant for further increase of the potential 
difference between A and B (Fig. 470). 

The ionization current obtained when all the ions produced 
between the plates are caught by the plates is called the saturation, 
current; and the smallest po- 
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tential difference at which the 
saturation current is obtained 
is called the saturation voltage. 

SOI. Discharge in gases at 
ordinary pressures. Although 
gases at standard conditions 
are very poor conductors, we 
have seen with both the influ- 
ence machine and the induction coil that if the potential differ- 
ence between two electrodes is sufficiently high, a bluish glow 
(corona) is visible around both electrodes. This is because of the 
ionization by impact of the gas near the electrodes. Still further 
increase of potential difference will cause a crackling, zigzag spark 

to pass between the elec- 
+ L — trodes — a miniature light- 

ning flash (Fig. 471). 

The potential difference 
at which the discharge 
takes place is directly proportional to the density of the gas and 
depends upon the length of the gap, the shape of the electrodes, 
the kind of gas, and other factors. Thus, in air at standard con- 
ditions, to produce a spark 25 cm long requires 20,000 volts be- 
tween needle points, but 50,000 volts between spheres 6.25 cm in 
diameter. 

Steinmetz and Hayden * have foimd that 320 volts are required 
to break down the smallest gap in sdr. For gaps greater than 
0.07 cm in the uniform field between parallel plates in air at stand- 
ard conditions, they give the relation; 



Fig. 471. Spark Discharge between Points 


E = 2.42 -b SOL 

where E is the breakdown voltage in kilovolts, and 
L is the gap length in cm. 


( 403 ) 


* “High-Voltage Insulation,” Journal of the AJJSM. (Jan. 1924). 
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Thirty thousand volts per cm is generally taken as a rough 
estimate of the breakdown potential gradient in air. 

602. Geissler, Pliicker, and Crookes tubes. The study of con- 
duction through gases at reduced pressures began in 1853 when 

Masson of Paris passed 
the discharge from an in- 
duction coil through a 
Torricellian vacuum. 
Heinrich Geissler, a glass 
blower of Tubingen, who 
about this time invented 
the mercury vacuum 
pump that bears his 
name, became the most 
expert manufacturer of 
the experimental tubes 
containing various gases 
at a pressure of about 5 
mm of Hg. At this pressure they glow most brilliantly, the colors 
depending upon the kind of gas used and the composition of the 
glass of the tube. They were’ often of the most fantastic shapes 
(Fig. 472), and at the suggestion of Pliicker were called Geissler 
tubes. 

The many “neon” signs now seen upon our streets are merely 
enormous Geissler tubes. (See Sec. 494.) 

Similar tubes made with a straight capillary at the central sec- 
tion were used by Pliicker, Hittorf, and others in the study of 
spectra. These are commonly 

called Pliicker tubes (Fig. 473). . -to 

In 1878, Sir William Crookes Fig. 473. Plucker Tube 

began the study of conduction in 

gases. His tubes were of larger sizes and simpler shapes, but ex- 
hausted to much lower pressmres (of the order of 0.01 mm of Hg) 
than those of his predecessors. Tubes of this type are generally 
called Crookes tubes. 

603. Conduction in gases at reduced pressures. Figure 474 
represents a tube 2 or 3 cm in diameter and 30 or 40 cm long, pro- 
vided with electrodes (usually of aluminum) and connected to a 
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high vacuum pump. The electrodes are connected to a source of 
15,000 to 100,000 volts d-c, or to the secondary terminals of an 
induction coil. 

With air at atmospheric pressure there will be no noticeable 
discharge. If the pump is now started, it will be observed that 
when the pressure is reduced to about 100 mm of Hg, faint bluish 
threads of light appear against the glass. At about 40 mm bright 
purple streamers coimect anode and cathode. As the pressure* 
approaches 10 mm (Geissler vacuum), these streamers unite into 
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Fig. 474. Electric Discharge in Air at Low Pressure 

a steady pink glow, the positive column. This extends from the 
anode nearly to the cathode, from which extends a violet negative 
glow, or column, separated from the positive column by the 
Faraday dark space. At about 4 mm, the brilliant pink column 
breaks up into striations (buttons), which gradually fade to a 
white cloud and disappear as the pressure is reduced. At 1 mm 
pressme (Fig. 474), the negative glow has been separated from 
the cathode by a second dark band, the Crookes dark space; and 
the cathode glow has appeared on that electrode, this glow being 
associated with the expulsion of metallic particles from the cath- 
ode (cathode sputtering). 

As exhaustion proceeds, the Crookes dark space expands until, 
at about 0.01 inm pressure, it occupies a large part of the tube, 
which fluoresces in this region with a greenish light due to ex- 
tremely active ultraviolet radiation from the negative glow. At 
0.001 mm (x-ray vacumn), the Crookes dark space fiUs the entire 
tube, which now fluoresces with a greenish-yellow hght and emits 
x-rays where electrons repelled from the cathode impinge upon 
the glass. At 0.000001 mm (Coolidge vacuum) no fluorescence 
is visible and the tube is nonconducting due to the paucity 
of ions. 

In the tube, the — ions originally in the gas faU toward the 
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anode, and the + ions fall toward the cathode. As the pressure is 
reduced, their mean free paths become longer until they acquire 
enough kinetic energy to produce other ions by colhsion. In ac- 
cord with the theory of spectra, the gas then begins to glow on 
account of the energy radiated when some of the electrons drop 
back into atoms, or into orbits closer to the nuclei. 

The electrons are greatly accelerated in the Crookes dark space, 
so that on entering the region of the negative glow they are capa- 
ble of producing ionization by collision (hence the glow). The loss 
of energy in the colhsion renders them unahle to produce ioniza- 
tion in the Faraday dark space; but they are ‘sufficiently acceler- 
ated in that space and in each of the dark spaces between 
striations to produce ionization (and therefore glow) in the next 
striation. 

The positive ions that do not recombine to form neutral atoms 
probably do not acquire sufficient energy to produce ionization 
until they reach the Crookes dark space. They then impinge on 
the cathode and knock electrons from its atcans, thereby main- 
taining the supply as the air is removed from 
the tube. 

When the Crookes dark space has become 
sufficiently large, the electrons impinge directly 
upon the glass, causing that to fluoresce with a 
color characteristic of its composition. 



Fig. 475. Cathode 
Rays Are Deflected 
by a Magnet. (Cour- 
tesy Cambridge Bo- 
tanical Supply Go.) 


604. Cathode rays. The study of Crookes 
tubes exhausted to a pressure of about .01 mm 
engaged many physicists from about 1885 to 
1897. At this pressure, the Crookes dark space fills practically 
the entire tube; but a hazy bluish luminescence seems to mark 
the path of something which Goldstein called cathode rays, ema- 
nating from the cathode.* 

By means of specially designed tubes, these so-called cathode 
rays were shown to have the following properties: 

1. They ionizp a gas, ‘as is shoAvn by the haze marking their 
path. 

2. They are deflected by a magnetic field (Fig. 475). 

3. They are deflected by an electrostatic field (Sec. 506). 

* 3 . 3 . Thomson oredits the discovery of cathode rays to Pliicker (1859). 
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4. They have kinetic energy, for they heat an 
object P on which they impinge (Fig. 476a). 

5. They leave a surface normally, because they 
can be focused by a concave cathode (Fig. 476a). * 

6. They travel in straight lines, because they 
cast sharp shadows (Fig. 476b). 

7. They produce fluorescence of the glass of the 
tube (Fig. 476b), and of many other substances. 

These properties are independent of the kind of 
gas and of the material of the 
electrodes. 

Classic experiments by Sir 
J. J. Thomson and his students 
in 1897 proved beyond doubt 
that cathode rays are negative electrons. 

606. Thomson’s e/m ejqperiment. One of 
the most important experiments in the founda- 
tion of modern physics is that of Sir J. J. 
Thomson for determining the ratio of the charge e to the mass m 
of an electron, or cathode ray.* His apparatus in principle is 
shown in Fig. 477. 

A thin beam of electrons repelled from the cathode C is selected 
by slots in the anode A and the screen 'B and passes through the 


476a. 
Cathode Rays 
Have Energy- 
(Courtesy Cam- 
bridge Botani- 
cal Supply Co.) 


Fig. 476b. Cathode 
Rays Produce Fluores- 
cence. (Courtesy Cam- 
bridge Botanical Sup- 
ply Co.) 



strong electrostatic field between the parallel plates D and J. This 
field alone would deflect the beam of electrons downward, as 
shown by the long dashes. A imiform magnetic field perpendicu- 
lar to and out of the paper is produced by external, air-core coils, 
only one of which, N, is shown. This magnetic field alone would 
deflect the beam upward, in accord with Fleming’s motor rule. 


* J. J. Thomson, Condxuslion of EhdricUy Through Gases (Cambridgo University 
Press, 1906), p. 117. 
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The electrostatic and magnetic fields are coterminous, so that the 
length I of the electron path is the same in both. The end of the 
tube opposite the cathode is coated with a materied such as zinc 
sulphide, which fluoresces at the spot where the beam of electrons 
strikes it, and a scale 5 locates the position of this spot. 

Let the magnetic field H be turned on first. The beam will be 
curved upward, and its radius of curvature r may be found from 
the reading of scale S. 

From Rowland’s convection experiment (Sec. 408), we know 
that a moving charge is equivalent to a current of electricity. 
Suppose there are n electrons in a short length I of the beam, and 
let an electron traverse this length in time t. Then the quantity of 
electricity q which passes a point in the path in the time f is: 

q = ne 

and from the definition of current J, 

j.ne 

I = T 

The force / on the section of the beam of length I is therefore, 
by Ampere’s law: 


/ = BIl 

= HIl in vacuo 

= <T>- 

But this / is the force acting on n electrons. Hence the force /i 
acting on each 'electron is: 

/i = Hjl = Hej 

■ = Hev (b) 

where v is the speed of the electron. 

Since this force is always perpendicular to the path, it is cen- 
tripetal, and therefore it has also the value: 

. mv^ 


r 


by Eq. (69) 
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Hence, 

mv^ 

— = Heo 
r 

and 

mv = Her. (c) 

Let the electric field now be turned on and its intensity F ad- 
justed until the beam of electrons is brought back to its zero 
position. 

From the definition of electric field intensity, the force due to 
this field on each electron is, by Eq. (257), 

= (d) 

and since this force neutralizes that djie to the magnetic field, we 
may equate their values from Eqs. (b) and (d) : 


Hen = 

V — 

Substituted in Eq. (c), this gives: 

3r 


^e 

F 

H' 


Her 


whence 


^ ^ 

m ~ H^r 


(e) 


(404) 


where aU the quantities on the right side are measurable. 

The subsequent determination by Millikan, in 1916, of the 
charge e of one electron made it possible to compute the mass m 
of an electron. In this way it is found that the 

Rest mass of one electron, mo = 9.106 X 10~^® gram 

which is 1/1838 of the mass of the hydrogen atom. The mass of 
the electron appears to be entirely electromagnetic, i.e., of the 
nature of inductance. 


506. The cathode-ray oscillograph. Very simple additions to 
Thomson’s e/m apparatus give us the cathode-ray oscillograph 
tube (Fig. 478a) , one of the most useful devices of a modern phys- 
ics laboratory. 
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All that is necessary is to add a second set of parallel plates 
D2 and D2, and a coating of calcium tungstate or other fluores- 
cent material M on the 
inner surface of the end 
of the tube. In the best 
types, the cathode rays 
are obtained from a hot, 
oxide-coated filament 
used for the cathode, as 



Fig. 478a. Cathode Ray Oscillograph 


T' 


described in Sec. 509. Enlarged details are shown in Fig. 478b. 

The fine beam of electrons shot through the hole in the anode 
is practically a massless pointer controlled by 
the electric fields of the two pairs of parallel 
plates between which it passes, or by the field 
of a magnet which may be set up external to 
the tube. 

In this way the wave forms of even radio 
frequency emf’s and currents may be ob- 
tained, since the beam of cathode rays, being 
without sensible mass, will follow the rapid changes without 
lag. One of its most recent applications is that of receiving 
reproducer in television. 



Fig. 478h. End View 
of Oscillograph 


607. Positive rays. In the study of cathode rays, one is natu- 
rally led to wonder what becomes of the positive parts of the atoms 
or molecules that have been ionized by the loss of 
one or more electrons. 

As might be expected, these positive ions fall 
through the potential difference of the tube toward 
the cathode, ionizing the gas as they go and attain- 
ing great speed as they pass through the negative 
glow and the Crookes dark space. They bo^ard 
the cathode like a deluge of bullets. It is generally 
believed that their impacts liberate from the cathode 
the electrons that maintain the stream of cathode 
rays, and that cathode guttering is caused by particles of the 
metal spattered from the cathode by these impacts. 

These high-speed positive ions, or positive rays, were fast de- 
tected by Goldstein in 1886, who called them “canal rays.” Their 



Fig. 479. 
Positive Rays 
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presence is indicated by streamers of light behind the cathode 
(Fig. 479). 

Positive rays are used in the mass spectrograph of Aston, by 
means of which most of the isotopes have been discovered and 
Avogadro’s law experimentally confirmed. 

608. The mass spectrograph; isotopes. In 1910, the English 
chemist, Frederick Soddy, suggested from radioactive phenomena 
that elements might exist in two or more forms having the same 
chemical properties but differing in mass. To such forms he gave 



the name isotopes. Using his parabola method of positive ray 
analysis,* Sir J. J. Thomson of Cambridge University, in 1913, 
found evidence of the isotopes of neon. 

Certain disadvantages which seemed inherent in the parabola 
method led F. W. Aston, also of the University of Cambridge, to 
develop a new type of positive ray analyzer which determined 
the relative masses of the individual molecules of the gas or gases 
within the instrmnent. The apparatus, which he called a mass 
spectrograph, is em outstanding contribution to modem physics, f 
It is shown somewhat simplified in the diagram of Fig. 480. 

The gas to be examined is admitted constantly by the capillary 
leak J, while the pressure within the apparatus is maintained of 
the order of 0.005 mm by a vacuum pump. The glass bulb B is 
about 20 cm in diameter. 

A beam of positive ions, repelled from the anode A, is selected 
by the two slits Si and S 2 , Si being in the cathode C. On passing 
thirough the electric field between the charged plates Pi and P 2 , 

* Dktwrmry of Applied Physics (London, The Macmillan Co., 1922), II, p. 602. 
tF. W. Aston, Mass Spectrograph and Isotopes (London, Edw. Arnold and Go., 
1933), p. 38. 
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the ions are deflected through angles proportional to ejinv^. 
Passing onward through the field of the magnet M, only one pole 
of which is shown, they are given a reverse deflection proportional 
to elmd, so that all molecules of a given mass are “focused” at 


^ ^ 
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SKETCH AFTER ASTON: ISOTOPES 
Fig. 481. Mass Spectrogram 


some point Fi on a photographic plate, while those of a greater 
mass are focused at Fa, etc. The resulting spectrum (Fig. 481) 
consists of a nmnber of lines, each corresponding to molecules of 
a certain mass. 

In this way the existence of the isotopes (20 and 22) of neon 
was definitely demonstrated; and most of the isotopes of the other 
elements have been discovered in the same manner. For his work 
in this field Aston was awarded the Nobel prize. 
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509. The Edison effect. In the year 1883, while he was de- 
veloping the carbon incandescent lamp, Thomas A. Edison placed 
a plate between the two branches of the filament and observed 
that a galvanometer which was connected to the plate showed a 
small current when its free end w£is connected to the positive ter- 
minal of the lamp, but did not do so when it was connected to the 
negative terminal. 

These facts were not satisfactorily explained until 1901, when 
0. W. Richardson showed that all hot bodies emit electrons.* 
This phenomenon is known 
as the Edison effect, because 
it is essentially what Edison 
had observed. It is well 
shown by the apparatus of 
Fig. 482. 

The highly exhausted glass 
tube T contains a cylindrical 
metal plate P, along the axis 
of which is stretched a fila- 
ment F. When the filament is heated to incandescence it emits 
electrons which are attracted to the plate if that is 4-, emd which 
constitute a current as shown by the deflection of the galvanom- 
eter G. If the plate is connected to the — terminal, the electrons 
are repelled and G shows no current. 

From thermodynamic reasoning, Dushman has shown that the 
saturation current from a hot filament is given by the relation tf 

I, = Are-4 

where A is a constant (about 60.2 amp cm~® deg~® for tungsten) ; 

* 0. W. Ricliardson, of Electricity from Hot Bodies (New York, Longmans, 

Green and Co., 1921), p. 110. 

fS.Dmhmajav ''Electron Emission” Electrical Engirieering (Jvly l9Z4i), 
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Fig. 482. Tube Showing Edison Effect 
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T is the absolute temperature (°iiQ ; 

£ is the base of Naperian logarithms; 
bo is a constant for a given metal (52,400 for tungsten) ; and 
Is is saturation current in amperes per cm^. 

Langmuir and others have shown that electrons are evaporated 
from a hot body very much as water molecules are evaporated 
from the surface of that liquid. 

On leaving the hot body, each electron takes from it a definite 
amount of energy known as the work function w for that tempera- 
ture. It is analogous to the heat of vaporization. The constant bo, 
above, depends upon the work function at absolute zero, which 
for tungsten is about 7.20 )< 10“^^ erg per electron. 

Wehnelt discovered in 1904 that if a platinum fileunent is coated 
with an oxide of barium or strontium, its emission of electrons 
when hot is enormously increased. The best emitters are stiU 
these oxide-coated filaments. 

The Edison effect is of great importance, because upon it de- 
pends the action of most of the vacuum tubes now used in radio, 
x-rays, etc. 

610. Thermions. While positive ions are emitted from hot 
bodies much less freely and generally than are electrons, it is well 
known that the alkali and alkaline earth metals, if coated on a 
filament of a more electronegative metal, wiU emit ions of their 
own atoms when the filament is heated; but that they do not evap- 
orate positive ions when heated alone. 

Wahlin has found* that chromium, molybdenum, tungsten, 
and a few other metals, when sufficiently heated, 
yield positive ions characteristic of these metals 
as shown by the mass spectrograph; but it ap- 
pears that iron, nickel, copper, platinum, and 
others do not. 

The name thermions is applied to any ions, 
positive or negative, that are emitted by heated 
metals. 

511. The Fleming valve. One of the earliest 
applications of the Edison effect was made in 1896 by Professor 
J. A. Fleming, in his search for a detector of radio signals^ This 

* Compton and Langmuir, in Review of Modem Physics (April 1930 ), p. 140 . 
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two-electrode vacuum tube, or diode, consists of a hot filament 
F and a cool plate P, enclosed in an exhausted bulb D (Fig. 
483). 

Whenever the plate is -j-, electrons emitted by the filament are 
attracted to the plate and constitute a current through the tube. 
But when P is negative, the electrons are repelled from it and 
there is no current through the tube. The device acts, therefore, 
Hke a “check- valve” for electric current, permitting a flow in one 
direction only. At any instant there is a 
swarm, or cloud, of electrons called the space 
charge between F and P, and these repel 
the electrons nearer the filament back toward 
it, thereby reducing the flow. The space 
charge plays an important role in all thermi- 
onic devices. 

As a detector of radio-frequency currents, 
the Fleming valve was at first only fairly 
successful, but with improved amplifiers it 
is coming back into nse. 

612. The kenotron. This type of diode, 
developed by Dr. Saul Dushman of the 
General Electric Company, is the standard 
rectifier for small currents at high potentials. As shown in Fig. 
484, it consists of a hot tungsten filament F surrounded by a cool, 

cylindrical plate P of tungsten or 
molybdenum, both being enclosed 
in a glass bulb D exhausted to a 
of the order of 10~® cm 



Fig. 484. A Kenotron 
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pressure 
of Hg. 

At this pressure the gas is so 
completely removed that it plays 
no part in the action of the tube, 
the conductivity of which is due 
entirely to the electrons emitted 
by the hot filament (cathode). 
As long as the plate (anode) re- 
mains relatively cool as compared to the filament, electrons are 
permitted to pass only in the direction from filament to plate. 


r WOTTOEnJirt 

Fig. 485. Connections of Kenotrons 
for F uli-W ave Rectification 
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Alternating Voltage Rectified Current 

Fig. 486. Full-Wave Rectification by 
Two Kenotrons 


A single tube is, therefore, a half-wave rectifier, passing only 
that half of the a-c wave for which the plate is positive. 

Commercial tubes are made to rectify currents of the order of 
0.3 amp at potentials as high as 140,000 volts. 

For full-wave rectification, two kenotrons may be connected, as 

shown in Fig. 485. For the 
sake of simplicity, the filaments 
are shown heated by batteries 
in these figures. In practice this 
is usually done by means of 
small filament transformers. 
The rectified full wave when 
the circuit of Fig. 485 is used is shown in Fig. 486. Its trapezoi- 
dal form is due to the condenser C. 

513. The tungar rectifier.* For rectifying currents of the order 
of 6 amp at potentials of 100 volts or less, the tungar is used. It 
differs from the kenotron in that it 
has a carbon plate P and is filled with 
the inert gas, argon, at a pressure of 
about 5 cm of mercury. 

Primarily a half-wave • rectifier, the 
tube and connections are shown in 
Fig. 487. The filament is energized by 
a section of the autotransformer T, 

For full-wave rectification, connections 
similar to those for kenotrons may be 
^ used. 

_ / \ / \ The rectified wave is shownin Fig. 487a. 

\ /* efficiency of a timgar rectifier 

jm^ATmevoLTA^ may be as high as 45%. 

613a. Full-wave rectifier. The full- 

wave rectifier (Fig. 488) has a single 

Recmmo current t filament F and two plates Pi and Ps. 
Fig. 487a. Half-Wave Recti- exhausted to a high 

vacuum for use at high voltage; but for 



Fig. 487. Tungar Rectifier 


fication by One Tungar 


high current at low voltage, they are filled with mercury vapor. 
The input a-c is supplied to an iron-core transformer having 

G. S. Meikle, General Electric Review (April 1916). 
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one primary and two secondary windings. The upper secondary 
serves to heat the filament, the lower to produce an alternating 
potential difference between Pi 
and Pi. 

When Pi is + with respect to 
Pi, electrons from P are attracted 
to Pi. This is equivalent to a 
flow of positive electricity as 
shown by the No. 1 arrows. 

When the potentials are reversed, 
electrons are attracted to Pi, and 
the conventional current is shown 
by the No. 2 arrows. In both 
cases the polarity of the external d-c circuit is the same and the 
rectified current has the wave form of Fig. 466. 

514. The Coolidge x-ray tube. The earlier types of x-ray tubes 
were unsatisfactory because when used the vacuum beceune 
higher, and changing the potential difference across the tube 
changed both the quality (wave length) and the quantity (inten- 
sity) of the rays in an unpredictable way. 

These difficulties were overcome in the type of tube developed 
by Dr. W. D. Coolidge * of the General Electric Laboratories 
(Fig. 489). The hot cathode F is a flat spiral of tungsten. The 
electrons evaporated from this filament are focused upon a small 
spot on the cold anode P, which is usueilly a heavy block of tung- 
sten or molybdenum. 

The bulb is exhausted to a pressure of the order of 10“® nun of 
Hg (“Coohdge vacuum”). 

The electrons acquire enormous speeds as they fall through the 
high potential difference between F and P. When they impinge 
upon the anode, or target, some of their kinetic energy is trans- 
formed into the energy of very short electromagnetic waves, 
which we call x-rays, and is radiated from the focal spot on the 
anode, t The rest of the energy of the electrons goes into heat. In 
the self-rectifying type of tube this heat is dissipated by the 
radiator fins P. In tubes used for crystallographic work, which 

* W. D. Coolidge, Physical Review (Dec. 1913). 

f This is the inverse photoelectric effect. 



Fig. 488. Full- Wave Rectifier 
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requires exposures several hours long, the anode is cooled by 
circulating water through it. 

The quality, or wave length, of the x-rays depends upon the 
potential difference between F and P: the higher the p.d. the 
shorter the wave lengths, i.e., the “harder” and more penetrating 
are the x-rays. 

The intensity (the quantity per unit area) of the x-rays de- 
pends upon the number of electrons that strike the target per 



second; and this depends upon the temperature of the filament 
and hence upon the filament current yli. 

These two factors can therefore be controlled independently, 
and the performance of the tube is highly satisfactory. It has dis- 
placed the earlier gas tube for most purposes. 

616. The three-electrode vacuum tube, or triode. The three- 
electrode vacuum tube was originally called an “audion” by its 
inventor, Dr. Lee De Forest,* but the name triode, suggested by 
Eccles, is now generally used. It differs from Fleming’s valve by 
having a third electrode in the form of a wire grid G between the 
filament F and the plate P (Fig. 490). The functions of these 
electrodes are as follows: 

The filament is heated by the A-battery and emits electrons by 
the Edison effect. (The negative end of the filament is usually 
taken as the point with reference to which potentials in the system 
are measured.) 

• De Forest: U. S. Patent No. 841,387 (Jan. 1907). 
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The plate is always maintained at a positive potential with 
reference to the filament by means of the B-battery, and it there- 
fore attracts electrons, which form the plate current. (The con- 
ventional direction of the plate current is from 
plate to filament; i.e., opposite to the electron 
current.) 

The grid controls the flow of electrons from 
filament to plate. When the grid is -1- with re- 
spect to the filament, it attracts electrons and 
hence increases the plate current; when — , it 
repels electrons and decreases the plate current. 

Being closer to the filament than is the plate, its 
effect is relatively greater than that of the plate. 

Thus, a very small amount of energy applied to 
the grid circuit will control a large amount of 
energy in the plate circuit. 

The grid is analogous to the valve in a steam 
engine: a small amount of energy employed in 
moving the steam valve admits to the cylinder, or cuts off from 
it, a large amount of energy. 

The triode has three primary uses, which are discussed in 
Secs. 517-519: 

1. As a detector of radio-frequency currents. 

2. As 8m amplifier for magnifying currents. 

3. As an oscillator, or generator of alternating currents. 

616. Characteristic curves. For every thermionic tube there 
are certain characteristic curves which describe the performance of 
the tube under different conditions. For a triode the most impor- 
tant of these curves is the grid-potential-plate-current curve 
(Fig. 491). (Potentials are measured with reference to the nega- 
tive end of the filament.) 

On the curve for Ep = 90 volts, it will be seen that when the 
grid-potential Eg is zero the plate-current Ip is 6 ma; and this 
current is due to the plate-potential Ep alone, since the grid is 
now neither attracting nor repelling electrons. , 

As the grid potential is increased the plate current increases 
until, when JEJff = 11 volts, saturation is reached; i.e., further in- 
crease of grid potential produces no further increase in plate 
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current, because the plate (and grid) are then catching all the 
electrons that evaporate from the filament at its then temperature. 

On the other hand, if the grid potential is made negative, it 
repels electrons; and for a value o£ Eg = —8 volts, the plate cur- 



■10 -a -6 -4 -Z 0 2 4 6 8 to IZ 14 16 

emo poreNTML (Eg) - volts 
Fig. 491. Characteristic Curves of Triode 


rent becomes zero; i.e., the negative grid completely counteracts 
the effect of the positive plate. 

617. The triode as a detector. For use as a detector, which is 
the purpose for which the triode was originally intended, the 



phones will respond to each grc 
change of amplitude. This will 


simplest connection is that 
shown in Fig. 492. 

If an alternating emf of radio- 
frequency (i.e., above 10,000 
cycles /sec) is impressed upon 
the telephones T, practically no 
sound will be heard on account 
of the inductance of the coils of 
the phone and the inertia of its 
diaphragm. 

ISut if an emf of that fre- 
quency is impressed on the grid 
circuit, the tube will produce a 
rectifying effect, so that the tele- 
up of waves for which there is a 
be imderstood from Fig. 493. 
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The curve MN is part of the grid-potential-plate-current curve 
for the tube in question. The curve abed is the curve of impressed 
grid voltage. Its time axis Ot is vertical, and its Eg axis OX is 
horizontal and the same as 
that for MN. The curve 
a'h'c'd' is the curve of par- 
tially “rectified” plate cur- 
rent. Its time axis Mt' is 
horizontal, and its plate-cur- 
rent axis OF is vertical and 
the same as for MN. The 
same time intervals are laid 
off along the axes Ot and Mt'. 

Suppose the impressed grid 

potential at a certain instant 

is represented by 3a. If we 

project the point a vertically 

up to the curve MN, we get ^ o. - 

7 . 1 • 1 • ^ Fig. 493. Curves Showing Detector Action 

hj, which IS the plate current 

at that instant. By projecting j across horizontally to meet the 
ordinate from 3' on the time axis Mt', we find the point on the 
plate-current curve corresponding to the point a on the grid- 
voltage curve. All points on the plate-current emve are found in 
a similar way. 

It wiU be seen that on account of the curvature of MN the 
positive loops of the plate-current curve are larger than the nega- 
tive loops, so that the average plate current as shown by the 
dotted line QS is unidirectional. That is, a certain amount of rec- 
tification has taken place. 

The telephone disk will respond to this average current for each 
group of waves whose amplitude is different from the preceding 
group. Hence the frequency of vibration of the disk is the group, 
or speech, frequency, and not the frequency of individual radio 
waves. 

618. The triode as an amplifier. Since the grid of a triode 
is closer to the filament than is the plate, a given charge 
on the grid wiU be more effective in controlHng the plate cur- 
rent than will an equal charge on the plate. Hence the tube 
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will act as an amplifier, connections for which are shown in 
Fig. 494. 

An alternating voltage is impressed at the terminals mini of the 
input transformer Ti. In the case of radio signals, this may be 
done by connecting the primary of Ti in place of the telephones in 


"C" BAT. 






Fig. 494. Triode as Amplifier 


Fig. 492. (In this case the sig- 
nals have been made of audio- 
frequency by the detector, and 
the transformer may have an 
iron core; but when radio-fre- 
quency currents are amplified, 
the transformer is usually with- 
out iron.) 

The input voltage is stepped 
up and impressed on the grid 
circuit of the amplifying tube. To prevent distortion of the wave 
form, a C-battery of from 3 to 50 volts is inserted in the grid cir- 
cuit so that the grid will at no time 
become positive to the filament. 

The action of the tube is readily 
understood from Fig. 495. NW is 
part of the characteristic curve of 
the tube. The voltage of the 
C-battery is adjusted so that when 
no signal is coming in, the grid will 
be at the negative potential of the 
mid-point of a straight section NS 
of the curve, so that none of the 
signal voltages will fall outside 
this section. 

From the input voltage wave 
abed, the output plate-current wave 
a'b'c'd' is constructed exactly as in 
the preceding section; and the output voltage wave will be a 
magnified facsimile of the input wave, since curve NS is 
straight. 

The amphficalion factor n is defined as the ratio of the change 
voltage ^Ep necessary to produce a given change of plate 

AEg necessary to produce the 


mrs 
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Fig. 495. 


Curves Showing Ampli- 
fier Action 
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same change of plate current; i.e., 

AjEJp 


(406) 


In ordinary commercial amplifier tubes such as the OlA type, 
a 1-volt change of grid voltage produces about the same change of 
plate current as an 8-volt change of plate voltage produces. Hence 
the amplification factor for these tubes is about 8. The larger the 
number of tmns forming the grid and the nearer the grid is to the 
filament, the greater the amplification factor. Tubes have been 
made ■with p. = 200. 

Amplifying tubes should be “hard,” i.e., they should be ex- 
hausted to a pressure of 10~® to 10~® nun of Hg. 

619. The triode as an oscillator. Alternating currents of fre- 
quencies up to 50 kc/sec can be generated by rotating electro- 
magnetic generators, but above that 
frequency and up to 300,000 kc/sec, 
the only successful generator is the 
triode. In its role of generator it is 
usually called an oscillator because it 
generates only alternating (osciQating) 
currents. One of the simplest connec- 
tions for the triode as an oscillator is 
the Hartley circuit (Fig. 496) . 

An explanation of the action of the 
oscillator requires setting up the equations connecting the magni- 
tudes of the varioxis currents and voltages, which is beyond the 
scope of this text. However, the following analogy between a 
triode oscillator and an ordinary pendulum clock is illuminating. 

The clock has a timing device, the pendulum, which determines 
the frequency of its oscillations. Its period is: 

The oscillator has a timing de'vice, the “L-C circuit” JAM AT, 
which contains the variable capacitance C and the inductance L. 
Its period of electric oscillation' is : 

T = 2wy/W, 


J K 



(407) 
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The source of energy in the clock is the mainspring; in the oscil- 
lator, it is the B-battery. The device in the clock for dealing out 
energy is the escapement; in the oscillator, the grid. 

If a pendulum is set oscillating, it will continue to do so with 
diminishing amplitude until its available energy is all wasted as 
heat in overcoming the friction of air and bearings. Similarly, if 
an electric oscillation (alternating current) 
is set up in the L-C circuit JKMN, the 
oscillations wiU continue with diminishing 
amphtude until all the available energy 
is wasted as heat in overcoming the resist- 
ance of the circuit. 

In a clock, we maintain the oscillations 
indefinitely by passing enough energy from 
the mainspring to the pendulmn during 
each complete vibration to make up for the 
loss in overcoming friction during that vi- 
bration. This is done by means of the 
escapement. In a similar way, the elec- 
tric oscillations in the L-C circuit are 
maintained: during each oscillation (cycle) 
enough energy is passed from the B-battery 
to the L-C circuit to make up for the 
energy lost in overcoming resistance in the 
circuit during that cycle. This is done by 
means of the grid. 

Thus, suppose the current in the L-C 
circuit is counterclock-wise, as shown in 
Fig. 496. The grid is then becoming more positive with respect 
to the filament; hence the plate cuirent Ip is increasing. This 
produces a back-emf in the sense (MQ) which aids the oscilla- 
tion. It also increases the energy stored in the magnetic field 
of the coil (Li). When the current in the L-C circuit reverses, the 
grid becomes less positive and Ip decreases. This develops a back 
emf in the sense QM, which again aids the oscillation, provided 
the phase relations of emf’s and currents are properly adjusted. 

Triodes for transatlantic telephony are made in powers as high 
as 20 kw. The plates of these high-power tubes are made to form 
part of the enclosing tube so that they may be water cooled. 
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Fig, 498a. Ciirve Showing Abrupt 
Starting of Arc 


620. The Thyratron. ‘This versatile tube is a triode filled usually 
with mercury vapor at a pressure of from 1 to 100 microns, al- 
though argon may be used. Figure 497 shows one form of thyra- 
tron. Electrons emitted from a cylin- 
drical hot cathode C are received 
by the anode A. The purpose of the 
grid G is to start the arc. 

As the potential of G is raised, 
electrons emitted by C are accel- 
erated and ionize the gas between 
the cathode and the anode by im- 
pact. At a certain critical grid po- 
tential, the ionization becomes suffi- 
cient to enable an arc to spring from C to A. The arc starts 

abruptly as this critical potential is 
reached (Fig. 498a). Once started, 
it cannot be controlled or stopped 
by the grid; but as it goes out auto- 
matically twice per cycle when the 
plate potential goes through zero, 
this is no serious disadvantage. 

The thyratron is used for rectifi- 
cation of a-c; for “inversion” (chang- 
ing d-c to a-c); for switching and 
control of machinery by small en- 
ergy impulses, as from a microphone 
or photoelectric tube; and for vari- 
ous trick purposes requiring trigger 
Fig. 498b. Wave-Forms Obtained action. 

with Thyratron Figure 498b shows three of the 

many wave forms that may be obtained with various load 
conditions. 





621. The photoelectric effect. While endeavoring to demon- 
strate experimentally the existence of electromagnetic waves that 
had been predicted by Maxwell, Heinrich Hertz discovered in 
1887 that if the negative terminal of a spark gap were illuminated 
with ultraviolet light, a longer spark could be induced than with- 
out such illumination. Pursuing the matter further, Hallwachs 
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found (1888) that a polished zinc plate, insulated and connected 
to an electrometer, exhibited a positive charge after being illu- 
minated with ultraviolet light. 

In 1899, Philipp Lenard and J. J. Thomson showed independ- 
ently that both these effects are due to the loss of electrons by 
the body under the action of the light. The phenomenon is there- 
fore called the surface photoelectric effect * (also the “HaUwachs 
effect”)- It is described as follows: 

Many substances emit electrons when illuminated with light of 
the proper frequencies. The effect is most marked with the alkali 
metals (K, Na, Rb, Cs), their oxides and hydrides. 

This fact could not be rationally accounted for by the wave 
theory of light. However, it fits nicely into the quantum theory 
(Sec. 616), in accordance with the photoelectric equation proposed 
by Einstein in 1905: f 

— hv — hvo (408) 

where m is the mass of an electron; 

V is the maximum velocity of emission; 

h is Planck’s constant; 

V is the frecpiency of the incident light ; and 

I'D is the threshold frequency for the substance (>'o = 5.15 
X 101^ for Na). 

The equation states that when a quantum hr of energy is ab- 
sorbed by an electron, the amount hvo is required to enable the 
electron to break through the surface of the substance, and that 
the remainder (1/2 mv^) is the kinetic energy with which the elec- 
tron escapes. 

Einstein’s photoelectric equation has received complete experi- 
mental confirmation by Millikan and others. So important has 
been the role of this equation in the development of quantum 
theory, that for its conception Einstein was awarded the Nobel 
prize in 1921. 

622. Photoelectric tubes. Many different types of tubes, or 
cells, have been devised for the study and utilization of the surface 

* Hughes and DuBridge, Phxdoelectric Phenomena (New York, McGraw-Hill Book 
Co.). 

t Millikan, The Electron (Chiceigo University, 1935), p. 238. 
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photoelectric effect. In many of these, the substance that yields 
the electrons is deposited directly on the inner surface of the glass 
bulb. One of the more recent commercial forms 
is shown in Fig. 499. The Hght-sensitive material 
is deposited on the concave surface of the metal 
half-cylinder, which is the cathode; the anode 
is the metal rod placed along the axis of the 
cyUnder. The bulb is usually of glass, hut it 
must be of quartz if the cell is to be used with 
ultraviolet hght. 

Photoelectric cells are made in two types: 

1. The vacumn (Type AV) cell is exhausted to 
a high vacuum (10~® mm of mercury). In this 
type the current is due to the photoelectrons 
only. 

2. The gas-filled (Type A) cell is first exhausted eiectri/^^ 



(Courtesy of G-M 
Lalxiratories) 


of air and then fiJled with one of the inert gases 
— ^helium, argon, or neon — at low pressure 
Within their range, the gas-filled cells yield larger currents than 
do the vacumn type under the same conditions. This is because 



Fig. 500. Current-light Flux Characteristic Curves of Photo-Cells. (Courtesy 

G-M Laboratories)} 

the photoelectric electrons ionize the gas on their way to the 
anode, and this ionization current is added to that of photo- 
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electric origin. At voltages above 90 with high illuroination, the 

ionization becomes self-sustain- 
ing, which is detrimental to the 
tube. 

In Fig. 500, photoelectric cur- 
rent is plotted against hght flux 
(lumens), and it is seen that for 
the vacuum type the current is 
directly proportional to the in- 
tensity of the incident beam of 
Hght. But with the gas-fiUed 
type this is not true at the higher 
values of illumination. 

The simplest connection, for 
such purposes as comparing Hght 
intensities, is shown in Fig. 501. 
Light falling on the sensitive 
surface of the cathode C causes 
the emission of electrons which 
are attracted to the anode A, 
the resulting current being indi- 
cated on the galvanometer. 

The photoelectric cell, or, as 
it is often called, “the electric eye,” has not the same color 
response as the human 
eye (Fig. 502). The color 
response is also different 
for tubes employing dif- 
ferent sensitive sub- 
stances. Nevertheless it 
has found a wide range 
of usefulness in everyday 
affairs. Among its many 
appHcations may be men- 
tioned counting devices, 
machines for sorting on 

the basis of color, talking Human Eye. (Courtesy G-M Utoratorie^ 
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Fig. 501 . Connections for Photo-Cell. 
(Courtesy G-M Laboratories) 


motion pictures, television, telephotography, photometry, and 
many others. 
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523. The photovoltaic effect. The photovoltaic effect is utilized 
in the photronic cell (Fig. 503) of the Weston Electrical Instru- 
ment Company. The light incident upon 
the cell develops an emf sujBBcient to pro- 
duce a current of the order of 1.4 mi- 
croeunperes per foot-candle (120 microam- 
peres per lumen) if the external resistance 
is small. The cell therefore requires no 
auxihary battery. It should not be sub- 
jected to an external voltage. 

Thg photronic cell “consists of a metal 
disc on which is a film of light-sensitive ma- 
terial.* The metal disc forms the positive 
terminal and a metal collector ring in con- 
tact with the light-sensitive surface forms 
the negative terminal.” These elements 
are mounted in a bakelite case having a glass or quartz window, 
according as it is intended for visible or ultraviolet fight. No 
vacuum is required. 



Fig. 503. Photronic 
Cell. (Courtesy Weston 
Electrical Instrument Co.) 



Fig. 504. Color Response of Photronic Cell and Human Eye 


The action of the cell “appears to be entirely electronic, and all 
tests so far made indicate that no chemical or physical change 
takes place, so that the fife of the cell seems unlimited.” 

The color response is much like that of the human eye, as will 
be seen from Fig. 504. 

* The phenomenon is exhibited by cuprous oxide on copper. 
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ELECTROMAGNETIC WAVES— RADIO 

624. Electric oscillations. We have seen that in electricity, in- 
ductance L plays the role of inertia 8uad capacitance C corresponds 
to the reciprocaJ of elasticity. From such considerations, Lord Kel- 
vin predicted, in 1853, that, since a weight suspended' on a 
spring executes oscillations, a current set up in a circuit which has 
inductance and capacitance should oscillate; i.e., it should flow 
back and forth. For the period T of an oscillation when the re- 
sistance is negligible, he deduced the value: 

T = 27rVrC (409) 

where L is in abhenries and C is in abfarads, or 
L is in henries and C is in farads; and 
T is in seconds for both systems of units. 

Consequently, since the frequency n is always the reciprocal of 
period, 

^ ^ 2WLC 

where n is in cycles per second. 

Lord Kelvin’s prediction was confirmed in 1857 by Feddersen, 
who showed that an electric spark was oscillatory by observing it 
in a rotating mirror. Th^e relations now form the basis of all 
our work in radio. 

626. Electromagnetic waves. In the process of giving mathe- 
matical expression to Faraday’s experimental facts about elec- 
tricity and magnetism, James Clerk Maxwell achieved one of the 
greatest triumphs of mathematical physics. From his equations 
he predicted in 1864 that electric and magnetic fields produced by 
an oscillating current should travel outward into space in the 
form of electromagnetic waves with the speed of light, and should 
have the general nature of waves of light. Such waves were first 
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produced in 1888 by Heinrich Hertz, who found them to possess 
all the properties of waves of hght, as anticipated by Maxwell. 
They pass readily through most substances except conductors: 
conductors reflect them. 


Though of the same nature as hght, these waves are too long to 



be perceived by the eye; but they may be represented graphically 
as shown in Fig. 505. Here we have a vertical antenna in which an 
alternating current is maintained by any type of alternator hav- 
ing one side grounded. >) 

The antenna and the earth 
are then the two plates of 
a condenser, and alternat- 
ing electrostatic and mag- 
netic fields are produced 
about the antenna, the g 

electrostatic lines being in Fig. 506. Curves of Electric and Magnetic 
vertical and the magnetic Intensity 

fines in horizontal planes. With reversed current in the anteima, 
both fields are reversed. 

The radiated waves are not material waves like sound waves iu 
air, but consist of variations of electric and magnetic field' inten- 
sity at the points in space through which they pass. Figure 506 
indicates how the electric field intensity F and the magnetic field 
intensity H are always at right angles to each other and to the 
velocity of propagation c. It also shows how they vary sinusoi- 
dally, decreasing in amplitude as they proceed but maintaining 
the wave length X unchanged. 





626. Electric resonance. The phenomenon of resonance, i.e., 
the production of vibrations in one system by vibrations of the 
same frequency in another system, was demonstrated for elec- 
tricity by Sir Oliver Lodge in 1888, just prior to the classic experi- 
ments of Hertz with electromagnetic waves. 

Lodge’s “resonant Leyden jar experiment,” as it is often errone- 
ously called, is made with two similar electric systems (Fig. 507), 
each consisting of a loop of wire (inductance) connected to the 
two coatings of a Leyden jar (capacitance) and a spark gap (indi- 
cator). Sparks are produced across the gap Si by connecting its 
sides to the high voltage terminals of an induction coil. These 
sparks are evidence that electricity is surging back and forth in 



Fig. 507. Lodge’s Resonant Leyden Jars. (Courtesy Central Scientific Co.) 

the system LiCi. On account of this oscillating current, electro- 
magnetic waves are sent out from the loop of system LiCi. t 

If the slider J is then carefully adjusted until the frequency of 
the second system L 2 C 2 is the same as the frequency of the &st 
system, sparks will spring aicross the gap S 2 , indicating that some 
df the energy of the electromagnetic waves has been absorbed by 
the second system, resulting in an oscillatory current in that a, 
system. ^ 

Lodge’s resonance experiment was wireless communication in 
embryo. Of the many scientists working on this problem, the first 
to develop a system giving transmission over a distance of several ^ 
miles was Guglielmo Marconi of Bologna. On June 2, 1896, he 
received British Patent No. 12039 for his inventions.* 

*1. A. Fleming, Principles of Eledrie Wave Telegraphy (New York, Longmans, 

Green and Co., 1910), p. 519. 
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627. The wavemeter. This simple instrument may equally well 
be called a frequency meter, since wave length and frequency are 
connected by the well-known relation of Sec. 216: 


V = nX. 

Since the velocity of electromagnetic waves is the same as that 
of light (300,000 km/sec), and since, by Eq. (410), 

= 1 

2'k\^LC 

it'follows that 

^ V 3 X 10^ 1 /\o n / T y-, 

X = — = = 3 X 10® X 2iry/LC 

= ISSSVLC X 10® (411) 

where X is the wave length in meters; 

L is in henries; and 
C is in farads. 



CIRCUIT UNDER 
TEST 


This relation and the phenomenon of resonance give us the 
elements for constructing a wavemeter (Fig. 508). This consists 
of a circuit containing a coil of inductance L, a condenser of 
variable capacitance C, and an indicator G, which is often a 
thermo-galvanometer or a miniature lamp. 

The coil of the wavemeter is placed so as 
to interlink with the magnetic field of the 
circuit under test, and the capacitance of the 
condenser is varied until the wavemeter cir- 
cuit is in resonance with the other circuit. 

This condition is shown by maximum current 
in the indicator. 

If both L and C are known, the wave 
length may be computed by Eq. (411) ; but it 
is customary to draw a calibration curve for 
the instrument, plotting wave lengths against dial readings of the 
condenser. For any setting of the dial, the wave length may then 
be read directly from the curve. 




*7 


Fig. 508 


Wavemeter 
Circuit 


628. Transmitting systems. The earlier spark transmitting 
sets sent out a train of damped waves corresponding to each spark, 
emd the frequency heard in the receiving phones was the number 
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of sparks per second. This system did not lend itself to telephony, 
and is now seldom used except in emergency sets. 

After the ability of the triode to serve as an oscillator was un- 
derstood, continuous waves of radio frequency (i.e., above 10,000 
cycles per sec) came to be used for most purposes. In telegraphy 
they are broken up into groups that by their time length represent 
dots and dashes, this being accomplished by means of a key in 
either the grid or the plate circuit. 



MODULATED 
CAERIER V/AVE 


RADIO 

FREOUENCY 
CARRIER WAVE 




MICROPHONE 

CURRENT 


Fig, 509. Diagram of Broadcasting System 

Broadcasting of speech and music is accomplished in practically 
all cases by some modification of the system outlined diagram- 
matically in Fig. 509. The sound waves impinging upon the disk 
of the microphone M produce variations in the current through 
the microphone as shown directly above it. This fluctuating 
“speech current” is amplified and converted into an audio-fre- 
quency alternating current in the speech amplifier. The alternat- 
ing low-frequency current then passes to the modulator, where it 
is superimposed upon the radio-frequency carrier wave produced 
by the oscillator. The result is the modulated carrier wave which 
is radiated from the anteima. 

A simple hookup for such a system is shown in Fig. 510, the 
amplifier unit being omitted. 

529. Receiving systems. In all receiving sets, the anteima, or 
aerial, system absorbs some energy from the electromagnetic 
waves that encounter it, and an oscillating current is thereby set 
up in it. The larger the aerial and the more nearly it is in reso- 
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nance with the waves to be received, the greater will be the oscil- 
lating current set up. The function of the rest of the receiving set 
is to reproduce from this energy the sounds that originally gave 
form to the electromagnetic waves. 

The connections for the triode as a detector (Sec. 517) give a 



simple type of receiving set, which may be combined with one or 
more tubes connected as amplifiers (Sec. 518). 

Detection changes the radio-frequency alternating currents into 
unidirectional currents that vary at 
audio-frequencies emd hence are able 
to actuate the phones or loudspeaker. 

Amplification may be effected either 
before or after detection. In the former 
case it is called radio-frequency ainpli- 
fication; in the latter, audio-frequency 
amplification. 

A regenerative type of receiver is 
shown in Fig. 511. Part of the energy 
taken from the electromagnetic waves 
by the antenna-to-groimd system is passed by the loose-coupled, 
air-core transformer L 1 L 2 to the circuit L^C, which is tuned to 
the frequency of the waves by the variable condenser C. The vari- 
ations of potential thus impressed upon the grid produce a partially 
rectified and amplified radio-frequency current in the plate cir- 
cuit. (The method of rectification with the grid condenser C 2 and 
grid leak is somewhat different from the grid-bias method of 
Sec. 517.) 



Fig. 511. Circuit of Receiving 
System 
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Fig. 512. AC-DC Superheterodyne Receiver. (Courtesy Radio Corporation of 

America) 

form or another. The heterodyne method consists in superim- 
posing upon the radio-frequency signal current another high fre- 
quency current generated in an oscillator which is part of the 
set. The mixing of these two radio frequencies produces beats 
(Sec. 234), the beat frequency being equal to the difference be- 
tween the two component frequencies. This beat frequency is 
called the “intermediate frequency,” and it is at this frequency 
that the current is greatly amplified, then again detected, and 
further amplified to give the final speech reproduction. 

The hookup of an a-c operated superheterodyne receiver is 
shown in Fig. 512. Here the antenna current passes first to a stage 
of radio-frequency amplification R.F., and then to the first de- 


PM 

SPEAKER 


Some of the energy of the partially rectified current in the plate 
circuit is fed back into the grid circuit by the magnetic coupling 
between the “tickler” coil Lz and the coil Lg, and is again ampli- 
fied. This “feed-back” process is repeated iadefinitely and greatly 
increases the strength of the signals in T. If carried too far, how- 
ever, the set becomes an oscillator, sending out electromagnetic 
waves of its own, which, by heterodyning with other waves, pro- 
duces a whistling interference in neighboring sets. Unfortunately 
this receiver is most effective just before it begins to oscillate. 

630. The superheterodyne receiver. Most of the standard 
receiving sets today employ the heterodyning principle in one 
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tector, where it is combined with the radio-frequency current from 
the local oscillator OSC. This produces the intermediate, or beat, 
frequency to which the intermediate amplifier I.F, is tuned. From 
this amplifier it goes to the second detector, thence to the power 
amplifier, and finally to the loudspeaker. The arrangement illus- 
trated is representative of the many possible cormections for this 
system of reception. 

The superheterodyne receiver has certain advantages over other 
types of receiver. Its selectivity is usually greater, because two 
stations broadcasting at 1000 kc/sec and 1010 kc/sec differ by 
only 10 kc/sec, which is a difference of 1%. After heterodyning 
to an intermediate frequency of, say, 175 kc/sec, they still differ 
by 10 kc/sec, which is about a 10% difference, so that now the 
stations are more easily separated. Another advantage is that 
most of the amplification is secured at the comparatively low inter- 
mediate frequency (about 175 kc/sec) at which each intermediate 
stage can be caused to give an amplification of 60 or 80, if screen- 
grid tubes Eu-e used; whereas an amplification of, say, 40 is about 
all that can be obtained at high frequencies (1500 to 550 kc/sec) 
without disagreeable effects due to stray fields and tube capaci- 
tances. Consequently, the superheterodyne requires very little 
energy to be absorbed from the electromagnetic waves in the 
ether, and hence needs only a very small aerieJ. 

It is considerations such as these that have given to this type 
of receiver its well-deserved popularity.* 

630a. Television. Just as the telephone translates the en- 
ergy of sound waves into that of electric currents, and retrans- 
lates these cmrents back into sound waves again at the receiver, 
so the television transmitter translates the energy of fight waves 
into that of radio waves which are retranslated into fight waves at 
the receiving end of the system. 

The transmitter consists of a vacuinn tube called an iconoscope, 
Fig. 512a. The picture to be transmitted is focused by the lens L 
upon the mosaic side of the target T. This target consists of a 

* References on Radio: 

GMrardi, Radio Physics Course (New York, Radio Technical Publishing Go.). 

Terman, Radio Engineering (New York, McGraw-Hill Book Co.). 

Radio AmateuPs Handbook (West Hartford, Conn., Anaerican Radio Relay 

League, Inc,). 
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sheet of mica about 9 cm by 12 cm by 0.005 cm thick, the back 
side of which is coated with a continuous metedlic film. But the 
side toward the lens is a mosaic consisting of an enormous number 
of microscopic caesiated silver particles approximately 0.0005 cm 
in diameter. Each of these particles with the metallic film on the 
back of the mica forms a tiny condenser. 

When the picture to be transmitted is focused on the mosaic, 

target ®^ch caesiated particle 

LENS (T^ emits a number of photo- 

A COLLECTS I AMp^iER glectrons depending upon 

^ intensity of the light' 

\ J at that point, and thus 

— r* _ _ becomes + • The electrons 

^ J I pass to the collector ring 

' DEFLECTION shown dotted. 

CIRCUITS TJ J? 

Fig. 512a. Iconoscope. (Courtesy of Pro- l^y means OI magnetic 


ELECTRON 

GUN^ 


' DEFLECTION ^ suown dottecl. 

CIRCUITS Tj J? 

Fig. 512a. Iconoscope. (Courtesy of Pro- l^y means OI magnetic 
fessor Knox McIIwain, Jour. AppU. Phys., July, fields from exter nal coils, 

an electron beam 0.02 cm 
in diameter is caused to sweep across, or “scan,” the mosaic in 
441 horizontal strips, the whole picture being thus scanned 30 
times per second. 

When the scanning beam strikes a particle of the mosaic, addi- 
tional secondary electrons are emitted by the particle, the change 
of charge on the tiny condenser depending upon its previous 
charge which in turn depended upon its illumination. This change 
of charge on the little condenser produces a corresponding change 
of potential of the grid of the video amplifier. Thus a radio signal 
is sent out whose energy depends upon the illumination of the 
mosaic particle under consideration. 

The television receiver or kmescope (Fig. 512b) is a cathode ray 
tube quite similar to that of Sec. 506. The electron source is an' 
internally heated cylindrical cathode having a disk-shaped cap 
coated with barium and strontium oxides. 

The video signal picked up by the antenna is impressed upon 
the control grid and determines the number of electrons in the 
beam. Electrostatic fields, serving as electron lenses (Sec. 623-1), 
direct these electrons to a fine focus on the internal surface of the 
end of the tube which is coated witli a fluorescent material, or 
phosphor. 
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By means of magnetic fields from external coils, the electron 
beam is made to execute a scanning motion identical to and in 
synchronism with that of the scanning beam of the iconoscope. 
Synchronism is maintained by signals radiated from the sending 
station along with the video signals. 

Hence when the scanning beam in the iconoscope passes over a 
mosaic particle, a signal is sent out which causes the reproducing 
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Fig. 512b. Television Receiver. (Courtesy of Dr. E. W. Engstrom, Jour, Appld, 

Phys., July, 1939) 


beam of electrons to strike a similarly located spot on the lumi- 
nescent screen of the receiver; and this spot fluoresces with an in- 
tensity proportional to the illumination on the mosaic particle. 
Consequently the picture projected on to the mosaic screen of the 
iconoscope is reproduced on the fluorescent screen of the receiving 
cathode ray tube. 
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Accident favors only those who are prepared. 

— Pasteur 
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NATURE AND PROPAGATION 

631. Historical. Optics, or the science of light, is one of the 
oldest branches of physics. A converging lens of quartz was found 
in the ruins of Nineveh (destroyed 606 b.c.), and the use of such 
lenses to kindle fires is mentioned by Aristophanes (424 b.c.). 

The followers of Pythagoras (500 b.c.) thought that vision re- 
sulted when particles projected from an object entered the eye, 
while the school of Plato (400 b.c.) held the fantastic doctrine 
that vision ensued when “the divine fire” emitted by the eye 
mixed with an emanation from the body seen. 

The corpuscular theory of Sir Isaac Newton (about 1666), like 
that of Pythagoras, considered light to consist of corpuscles, or 
particles, shot out by the observed body. This theory accounted 
satisfactorily for the fact that light travels in straight lines and 
for reflection, but it led to the conclusion that the speed of light 
in water should be greater than in air. 

The wave theory of Huyghens (1678) was the rival of that of 
Newton for a himdred years. On the basis of Huyghens’ prin- 
ciple, it explained reflection and refraction, but it predicted that 
the speed of light in water would be less than in air. 

On account of Newton’s great prestige, his theory prevailed 
until the speed of light in water was actually measured by Fou- 
cault in 1850 and found to be about three-fourths of the speed in 
air. The corpuscular theory then died- temporarily. 

Huyghens and his supporters considered light waves to be 
mechanical waves, longitudiual hke those of sound; but on this 
basis it was not possible to account for the phenomenon of polari- 
zation. Young and Fresnel observed independently in 1817 that 
polarization could be explained if the waves were transverse. The 
physical nature of such waves remained obscure, however, until 
the time of James Glerk Maxwell. 

The electromagnetic theory of light advanced by Maxwell in 
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1873 identified light waves with the transverse electromagnetic 
waves whose existence he predicted from mathematical reasoning 
and which were subsequently discovered by Hertz in 1888. These 
are not mechanical waves, but are waves of progressively changing 
electric and magnetic field intensities. We are accustomed to 
think of waves as existing in some medium; yet light traverses 
interstellar space, which is practically devoid of matter. This 
philosophical dfficulty was overcome by hypothesizing the pres- 
ence of a medium called “the ether,” which was assumed to fill 
all space — even that occupied by material bodies. The actual 
existence of this medium is still a moot question. 

But wave theories failed to explain spectra. 

The quantum theory of Max Planck was applied by Niels Bohr 
in 1913 to the atom model suggested by Rutherford, with the re- 
sult that a theory was evolved which, though not consistent with 
the wave theory, offers rational explanations of many spectral 
phenomena. 

At present, therefore, from the physical standpoint, the evi- 
dence indicates the following definition:, 

Light is radiant energy capable of producing the sensation of 
vision. It is radiated in quanta hv and transmitted through space 
in electromagnetic waves. 

The factor h is Planck’s universal constant, and v is the fre- 
quency of the light waves imder consideration. 

The new quantum mechanics of Heisenberg (1925) and the 
concept of “material waves” suggested by Louis de Broglie in 
1924 give promise of yielding a single consistent theory of the 
nature of fight and of matter. 

632. Rectilinear propagation. It is a matter of common ob- 
servation that, when sunlight enters a somewhat darkened and 
dusty room through a keyhole or other small aperture, the beam 
of light appears to be perfectly straight. An engineer can run a 
straight road because the light from the tacks in the tops of his 
stakes comes to his eye along straight lines. 

On further investigation, however, we find that when the 
density of the air or other medium is not uniform, as in the case 
of a mirage (Fig. 513) or above a hot stove, the beam of light is 
bent. Hence we must say : 
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Light travels in straight lines only in homogeneous media, i.e., 
in media which have the same properties in all parts. 

Moreover, from his general theory of relativity, Einstein pre- 
dicted that a beam of light would be bent while passing through a 
gravitational field. Subsequent verification for light passing 
through the intense gravitational field near the sun is an element 
of evidence of the correctness of the relativity theory. Even near 
the sun, this gravitational deflection is very slight (only 1.7 sec 
of arc) ; hence it is negligible except in refined astronomical work. 





Fig. 513. A Mirage 


From a luminous particle, light is radiated equally in all direc- 
tions in spherical waves having their common center at the pEur- 
ticle. 

A ray is any radius of this system of spherical waves, and merely 
indicates the direction of propagation. 

A beam, or pencil, of light is the portion of a system of spherical 
waves comprised within a pyrsunid having its vertex at the com- 
mon center of the spheres. If the center is very remote, so that 
the wave fronts are sensibly parallel, the beam is called a parallel 
beam. 

633. Shadows. A shadow is the region from which light is cut 
off, whoUy or partially, by an interven- 
ing body. 

If the light is from a point source P, 
the geometrical shadow is limited by 
lines drawn from the source to each 
point on the contom- of the intervening 
body B, as shown in Fig. 514. When intercepted by a screen S, a 
geometrical shadow is bounded by a perfectly definite, or sharp, 



Fig. 514. Shadow — ^Light from 
Point Source 


644 


LIGHT 





Fig. 515, Shadow- 

Large Source 


UMBRA 


line DEF. Actual shadows, however, never have this sharp 
boundary. They are shghtly hazy at the edge because we never 
have strictly a point source, and also because of diffraction 
(Sec. 222). 

If the source is not a point, the shadow consists of two parts: 

the umbra, or the region from which 
all light is cut off; and the penumbra, 
or partial shadow, from which a part 
of the light is cut off — varying from all 
Light from at the edge of the umbra to none at the 
outer edge of the penumbra. As shown 
in Fig. 515, the umbra is defined by the external tangents AB and 
CD, and the penumbra by the internal tangents AD and CB. 

634. Pin-hole images. If light from a Imninous body B (Fig. 
516) is permitted to pass through a small hole in a screen and 
is intercepted by a second screen S^, an inverted image of the 
object is produced on S 2 . 

Each point of the luminous body 
is the vertex of a cone of waves de- 
termined hy the edge of the hole in 
Si. The closer S 2 is to Si, the larger 
will be the bases of the cones relative 
to the size of the image as a whole, 
and hence the less distinct will be 
the image on account of the overlapping of these bases. 

The fact that the image is inverted is seen to be a necessary 
consequence of the rectilinear propagation of light. 

636. The speed of light: Rbmer’s method. The first recorded 
attempt to measure the speed of light was made by Galileo. His 
method was to station two observers A and B at night on two 
hilltops about a mile apart, each provided with a dark lantern. 
A uncovers his light. On seeing A’s light, B uncovers his. A ob- 
serves the time elapsing from the instant of exposing his light 
until he sees the flash from JS’s lamp. The net result was that 
no time appeared to be required for light to travel this distance. 

More successful was the Danish astronomer, Olaf Romer, work- 
ing at Paris where he had been invited to reside by Colbert, 
director-general of Louis XIV, While observing the eclipses of 



Fig. 516. Pin-hole Image 


NATURE AND PROPAGATION 


64S 


one of Jupiter’s moons, he noted in 1676 that the ecHpse occurred 
approximately 500 sec ahead of the predicted time when the earth 
was at El (Fig. 517), and the same amount too late when the 
earth was at E^. 

He concluded correctly that this difference of nearly 1000 sec 
was the time required for 
light to traverse the di- 
ameter of the earth’s orbit 
(186,000,000 mi). 

This gives 186,000 
mi /sec as the speed of 
Hght. On account of an 
error in his value of the 
orbit’s diameter, Romer 

obtained 192,000 mi/sec for the velocity, which was too high. But 
it was an excellent determination for that time and remained the 
MT. w/LSON only one until Bradley, in 1727, secured a 
better one from the aberration of light. 





m 
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636. The speed of light: Michelson’s 
method. In the years 1880-82, A. A. Michelson 
made very precise determinations of the speed 
of light at the Case School of Apphed Science 
in Cleveland, Ohio, obtaining the value 299,853 
km/sec. This was the accepted value for half 
a century. He used the revolving mirror 
method devised by Foucault in 1850, with 
improvements. In 1926-29, he repeated the 
experiment using the same method but with 
of 8^®^^ refinement of apparatus and technique, 
light — Michelson’s The method is shown in principle in Fig. 518. 

In the later experiment, the revolving oc- 
tagonal mirror Mwas located on Mount Wilson and the stationary 
mirror C on Mount San Antonio in California. The distance be- 
tween these stations, measured by the U. S. Coast emd Geodetic 
Survey, was 35,426.3 ± 0.1 meters (about 22.5 mi). 

The apparatus was so adjusted that when M was at rest, a n^- 
row beam of light from the arc lamp S was reflected from the 
polished face 1 of M to the concave mirror C, and thence to the 
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plane mirror m. The latter reversed the direction of the beam, 
so that it was returned by C to face 3 of M, whence it was re- 
flected onto the cross hairs of the telescope T. 

The mirror M was then set in rotation clockwise and its speed, 
which could be controlled and measured with extreme accuracy, 
was increased until face 2 caught the beam of light returning from 
C and reflected it again upon the cross hairs of T. This meant that 
in the time required for light to make the round trip (70.8526 km), 
the mirror made 1/8 of a revolution. 

The rotational speed was then observed to be 528.76 rev/sec. 
Hence the light traveled the above distance in 1/8 of 1/528.76, 
or 1/4230.08 sec. The speed of the light was therefore 70.8526 
divided by 1/4230.08, which gives the value 299,712 km/sec in air. 

When reduced to what it would have been if the experiment 
had been performed in a vacuum the speed of light is 299,796 
± 4 km /sec, or 186,285 mi/sec, which is now the accepted value. 

The most recent experiment (1931-33) waa made at Santa Ana, 
California, by Michelson, Pease, and Pearson. The same general 
method described above was followed. Using a rotating mirror of 
32 faces and turning 730 rev /sec, the beam of light was reflected 
back and forth in a steel tube 1 mi long and 36 in. in diameter 
until optical paths 8 and 10 mi respectively were secured. The 
tube was exhausted to a pressiue of from 0.5 to 5 mm of Hg. The 
work was completed by Pease and Pearson after the death of 
Professor Michelson in 1931, and the results were published in 
1934. 

The mean of 2885 determinations gave 299,774 km/sec as the 
speed of light in vacuo, the average deviation being 11 km /sec. 

637. Speed of light in other media. We usually find the speed 
of light in a material medium from its speed in air and its index of 
refraction (Sec. 221); but both Foucault and Michelson made 
actual measurements of its velocity in water by placing tubes of 
water in the path of the beam of light of their apparatus. In this 
way the speed of light in water was found to he about three-fourths 
of its speed in air. ; 

As previously mentioned, this fact overthrew Newton’s cor- 
puscular theory, which required that the speed in water should he 
greater than in air. 
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638. Dependence of speed on color. In material media such 
as glass and water, the speed of red light (long waves) is greater 
than that of blue light (short waves), as is shown by the fact that 
the index of refraction is usually less for red than for blue Hght. 

If this were true in a vacuum also, one of Jupiter’s moons would 
appear blue just as it disappears behind the planet, and red just 
as it emerges. But it does not do that: no such color change has 
ever been observed. The space between Jupiter and the earth is 
practically a vacuum. 

Hence we conclude that lights of all colors (frequencies) travel 
with the same speed in a vacuum. 

PROBLEMS 

1. If the distance from the earth to the sun is 93,000,000 mi, how long doesi 
it take light to come from the sun to the earth? 

2. Before watches were made, Galileo attempted to measure the time for light, 
to travel 2 mi. Why did he fail? Explain arithmetically. 

3. The nearest star, Alpha Centauri, is 4.3 light-years distant. How far is; 
that in miles? (A Hght-year is the distance light travels in one year.) 

4. The speed of radio waves is the same as that of light How long wih it, 
take a radio signal to go around the earth? 

6. What is the wave length of radio waves whose frequency is 500 kc? 

6. In a New York church, one auditor is 100 ft from the speaker while an- 
other in Miami hears him by radio. Which auditor will hear him first? (Distance 
from New York to Miami = 1200 mi.) 

7. The wave length of sodium light (yellow) is 0.00005893 cm. How many of 

these are there in 1 cm? What is the frequency? ‘ 

8. When light passes from one medium into another the frequency remains 
unchanged. If the speed of sodium light in water is three-fomths of its- speed in 
air, what is the wave length of sodium light in water? 

9. If the total path length between reflections at the rotating mirror in 
Michelson’s method of determining the velocity of light was 50 mi, what would 
be the least rotational speed of a 32-sided mirror to bring the narrow beam of 
light back to the cross-hair? 
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639. Law of reflection. The angle of incidence i and the angle 
of reflection r are equal and lie in the same plane (Fig. 176)., 
This law has already been demonstrated for all types of waves by 
Huyghens’ principle in Sec. 219; hence it is true also for light. 


640. Regular and diffuse reflection. A mirror is a body whose 
surface is highly polished so that distinct images of other bodies 


yV 
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(a) 

Fig. 519. Regular 



( 6 ) 

Diffuse Reflection 


and 


may be seen in it by reflection. If it is a plane surface, rays that 
are parallel before reflection are still parallel after reflection; if 
its surface is curved, rays are stiU reflected in a perfectly definite, 
or regular, way. Such reflection is called regular reflection 
(Fig. 519a). 

But when light falls upon a matte, or slightly rough, surface 
such as plaster or blotting paper, the rays are scattered in all 
directions. Each individual ray obeys the law of reflection at the 
tiny portion of the surface on which it strikes; but rays that were 
parallel before the reflection are turned in random directions, and 
are not petrallel after reflection. Such reflection is called diffuse 
reflection (Fig. 519b). 

All non-luminous bodies are seen by the light that they reflect 
diffusely. A perfect mirror surface could not be seen; but actual 
mirrors usually reflect some light diffusely on account of slight 
irregularities in their surfaces, and therefore can be seen. 
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641. Plane mirrors. In Fig. 520, let AOB and ^ PC be two 
paths of light from any point A of an object in front of a plane 
mirror MM'. Since light enters the eye from’ the directions OB 
and PC, it appears to come from the point 
A', which is called the image of A. 

From the geometry of the figure, it is 
seen that the image A' of point A is as far 
behind the mirror as A is in front of it. If 
we make the construction for two points 
of an object, we find that the distance be- 
tween their images is the same as the dis- 
tance between the points. 

Therefore, the image of an object appears 
as far behind a plane mirror as the object 
is in front of the mirror; and the size of the image is the same as 
the size of the object. 



OBJECT 
Fig. 520. 


M' IMAGE 
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Mirror 
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642. Spherical mirrors. Next to plane mirrors, spherical mirrors 
(Fig. 521) are the type most commonly used. 

A concave spherical mirror is made by polishing the inner sur- 
face of a segment of a sphere. 

A convex spherical mirror is 
made by polishing the outer sur- 
face of a segment of a sphere. 

The following terms apply to 
spherical mirrors: 

The center of curvature C of 
the mirror is the center of the 
sphere. 

The radius of curvature R of the mirror is the radius of the 
sphere. For a convex mirror the radius is considered nega- 
tive. 

The vertex V is the pole, or central point, of the segment MVN 
that forms the mirror. 

The principal axis AA' is the line joining the center C to the 
vertex V. 

A secondary axis is any other straight line through the center. 

The aperture MN of the mirror is the diameter of the small 
circle which is the base of the spherical segment. 


Fig. 521. Spherical Mirrors 
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643. Principal focus. The principal focus F of a spherical mirror 
is the point on the principal axis through which all rays that were 
parallel to the principal axis before reflection, pass after reflection. 

For spherical mirrors whose apertiure is small compared to the 
radius, the principal focus F lies approxi- 
mately halfway between the center of curva- 
ture C and the vertex V. 

This may readily be shown geometrically, 
as in Fig. 522. Let SP be any ray parallel 
Fig. 522. Concave Mirror principal axis AV oi & spherical 

mirror whose center is at C. The radius CP is the normal at P; 


hence PF is the reflected ray, meiking 


In APFC. 


Zr — Zi (by the law of reflection) . 
ZPCF = Zi (alternate interior angles). 


Therefore ZPCF = Zr (each being equal to Z i) 

and PF = FC (sides opposite equal angles)- 

But if arc P V is small compared to the radius R 

PF = VF 

and hence, VF = FC. 

That is, the focus lies halfway between the vertex and the center 
of curvature. 

The distance / from the vertex to the focus is called the focal 
length of the mirror. From the foregoing, it follows that 


Focal length, / = 


(412) 


By similar reasoning, the same relations may be shown to be 
true for convex spherical mirrors; but both / and R lie behind 
the mirror and hence are considered negative. 

644. Principal focus: Method of waves. Since light is trans- 
mitted as electromagnetic waves, the method of waves may be 
considered the logical way of solving its problems. As an illus- 
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tration of this method, the relation of the preceding paragraph 
will be demonstrated for a convex mirror. 

Let a parallel beam of light moving from right to left, as shown 
by the ray SO (Fig. 523a), impinge upon the convex mirror MVN. 
If the mirror were not present, the wave front would continue 
its motion undisturbed to the dotted position MQN. But when 
the center of the wave front 

strikes the mirror at V, it is / 

turned back ; and by Huyghens’ 
principle the wavelet sent out 
from V reaches the point P in 
the same time (one period) in 
which it would have reached Q 
without the mirror. By con- 
structing the wavelets from 
other points of the mirror sur- 
face as shown, we obtain the 
reflected wave front OPN, 
whose center is at F. 

The light that enters the 
eye E, as shown by the re- 
flected ray OE, appears to 
originate at the point F behind 
the mirror, since F is the cen- F*®- 523. Location of Focus by Method of 

ter of the reflected wave system 

that reaches the eye. A focus is a point from which light diverges, 
or to which it converges. Consequently, F is the principal focus 
of the mirror, since the waves were parallel before reflection. 

In order to avoid confusion in Fig. 523a, the parts of the figure 
necessary for determining the location of F have been redraAvn 
in Fig. 523b. There it will be seen that 





Nf 


(a) 




/i) 

^1 

._jX 

f 


(b) 



WlP 


= R^- (R- xY = R^- R^ + 2Rx 

y2 

X — 


x^ 


2R-X 

If the aperture angle of the mirror is not more than 5°, ® will 
be small as compared to R and may be neglected, so that 


X = 


r. 

2R' 


(a) 
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Similarly, 


PQ = 2x = 


Dividing Eq. (a) by Eq. (b), 

1 

2 


/ 

R‘ 


Hence, 



(b) 


which is the same as was found in Eq. (412) by the method of rays. 
By putting this in the form: 



we see that, since the curvatxire of the incident waves was zero, 
the mirror has impressed upon the waves a curvature (1//) which 
is twice the curvature 1/fi of the mirror. 

Many of the phenomena of hght may be treated either by the 
method of waves (physical optics) or by the method of rays (geo- 
metrical optics). In most cases, however, the latter method gives 
more satisfying proofs hy elementary geometry, and hence will 
be largely employed in the following pages. 


646. Location of image formed by spherical mirror: Graphical 
method. The following procedure may be used to locate the image 

formed by either a concave or a convex 
spherical mirror (Fig. 524). 

1. From any point A of the object 
draw a ray AD parallel to the principal 
axis. After reflection at D, this ray will 
pass through the principal focus F. 

2. From A draw also a ray AE 
through the center of curvature C. 

This ray, being radial, is normal to the mirror; hence the light will 
be reflected back along the same path EA. 

3. The point a where the reflected rays DF and EC meet is 
the image of the point A. All other rays from A that are reflected 
by the mirror will pass through o, except certain marginal rays 
that will be discussed later. 



524. Location of Image 
by Graphieal Method 
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The points A and a are also called “conjugate foci” of the 
mirror. Conjugate foci are two points so situated that the light 
radiated from either is concentrated at the other. That is, con- 
jugate foci are interchangeable: if a were the lurhinous point, its 
image would be A. A mirror will obviously have an infinite nmn- 
ber of conjugate foci, since every point of the object has a con- 
jugate focus in the image, and vice versa. 

To simplify the mathematical treatment, let us call the 

Object distance AE = p 
Image distance aE = q 
Arc of mirror DVE = z. 


Then it is easily proven that 




1 

"f 


Proof. If the aperture of the mirror is small compared to the radius, we may 
write without serious error: 

^ arc DVE z . . a , s 

— - - (by the deimition of angle) 


Zy = ^ (where 7 = angle DCE). 

a = y ^ i (ext. Z = sum of op. int, Z s) 
= Y + r (ext. Z = sum of op. int. Z s) 

i = r (by the law of reflection), 


Then 

whence, since 
we have 

Hh iS = 2y 

which, on substituting the above values, becomes: 

£ , 2 _ ^ 

Thus, for a concave mirror, 

112 1 
p^q~R~f 

If we carry through the same analysis, we obtain the relation, 
for a convex mirror, 

I _ 1 ^ _2 _ _1 
P ? R~ /' 


( 413 ) 


( 414 ) 
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In deriving these equations, we have taken all quantities posi- 
tive, just as they stand in the figures. By inspection of Eqs. (413) 
and (414) and the corresponding figures, it will be seen that 
Eq. (414) becomes the same as Eq. (413) if we adopt the following 
convention of signs: 

1. / is to be taken for concave and — for convex mirrors. 

2. p is to be taken -+• when the object is real, and — when the 

object is virtual. -I 

k q is to be taken -f- when the image is real and — when the 
image is virtual. 

When this convention is followed, the formulas for concave and 
convex mirrors are the same, and we have the general mirror 
formula: 

^ (415) 


P 9 


7 


646. Relative sizes of object and image. In Fig. 525, the image 

ab of the object A B has been constructed 
as described in the preceding section. 
Draw the ray AV. After reflection. 



(by the law of 
reflection). 


are conjugate foci. Also, 

ZAVB = ZaF6 

Object and Image 

Hence, 

AAVBis similar to AaVb (rt. A having an acute angle of one 
equal to an acute angle of the other). 

Therefore, 


ab 

AB 


bV 


-jgy (homologous parts of similar figures). 


Or, stated in words. 

Image Distance from Mirror 
Object Distance from Mirror’ ^ 

647. Real and virtual images. When waves of light actually 
converge to a point, i.e., when the rays used in determining an 
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image meet in an actual point a (Fig. 525), that point is said to be 
a real image of the point A from which the light emanates. 

But if the waves only appear to converge to a point, i.e., the 
rays do not actually meet, as in Figs. 526e and 526f, the point a is 
said to be the virtual image of 

The six ceises that may occur are shown in Figs. 526a to 526f. 

With concave mirror: 

1. When the object 
is at a distance from the 
vertex V greater than 
the radius of the mirror, 
the image ab is between 
the center and the focus. 

It is real, inverted, and 
smaller than the object 
(Fig. 526a). 




2. When the object is at the center of curva- 
ture, the image is also at the center of curvature. 
It is real, inverted, and the same size as the object 
(Fig. 526b). 


Fig. 526b 


3. When the ob- 
ject is between the 
center and the fo- 
cus, the image is 
beyond the center. It is real, in- 
verted, and larger than the object 
(Fig. 526c). 



Fig. 526c 



4. When the object is at the princi- 
pal focus, the reflected rays are par- 
allel. The image is at infinity; i.e., no 
image is formed (Fig. 526d). 


Fig. 526d 
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5. When the object is between the 
principal focus and the vertex, the 
reflected rays do not actually meet. 
They appear to meet behind the 
mirror. Hence the image is virtual, 
erect, and enlarged (Fig. 526e). 


Fig. 526e 




-1 A 



1 "ic- 

1 

1 






With convex mirror: 

1. For all positions of the ob- 
ject, the image is virtual, erect, 
and smaller than the object (Fig. 

526f). 

These facts may be verified al- 
gebraically by substituting proper 
values of p and / in Eqs. (413) and (414). Thus, when p = /, we 
have; 




Fig. 526f 


11 ^ 1^1 
f P 

Therefore, 



and 

q — 00 , as in Fig. 526d. 

From the above illustrations it will also be seen that, when 
only one mirror is used : 

A real image is always inverted, and it may be caught on a 
screen. 

A virtual image is always erect, and it cannot be caught on a 
screen. 

648. Spherical aberration. Caustic by reflection. In deriving 
the equation for spherical mirrors, it was assumed that the angu- 
lar aperture of the mirror was small^ — not exceeding 5°. 

The reason for this may be understood from Fig. 527, where it 
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will be seen that, rays incident upon a spherical mirror from one 
point are not all brought to focus at another single point. This 
phenomenon is called spherical aberratipn. 

Rays such as TB and GH, incident at 
points for which the angular distance from 
the vertex is large, do not pass through the 
focus F but envelop a curve MPFQN, 
known as the caustic by reflection. It 
may be seen as a bright curve on the 
surface of milk in a glass filled to within Fig. 527. Caustic by 
about an inch of the top, or within a Reflection 

napkin ring, when either is illuminated obliquely by a strong 
source. 

On account of spherical aberration, images formed by spherical 
mirrors are always slightly blurred, instead of 
being perfectly clear and sharply defined. Better 
definition is secured by using a card with a 
hole in it to cut down the aperture of the mirror 
so as to use only those rays that are incident near 


A 


s 

-jp-— » . — 


L-i: — - 

\j 



Fig. 528. Spher- , 
ical Mirror Does vertex. 


Not Produce Par- 
allel Beam 


Another effect of spherical aberration is shown 
when a point source of light is placed at the 
principal focus of a concave spherical mirror. Then we do not 
secure a parallel beam of light, but a beam which at first con- 
verges (Fig. 528), and afterward diverges. 

649. Parabolic mirror. The difficulty of producing a parallel 
beam by means of a spherical mirror is overcome by using a 
parabolic mirror. 

The proposition will be recalled from an- 
alytic geometry that a normal A A^to a parabola 
at a point A (Fig. 529) bisects the angle be- 
tween the focal radius FA and a line through A 

• Fio- 529. A Para- 

paraUel to the axis. bolic Mirror Produces 

Hence, if a mirror surface has the form of a » Parallel Beam 
paraboloid of revolution, and a point source is placed at the fo- 
cus F, the reflected rays will be parallel to the axis. Parabolic 
mirrors are used for searchlights, the headlights of locomotives 
and automobiles, and for similar purposes requiring an intense 
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parallel beam. The great anti-aircraft searchlights project a 
parallel beam of 800,000,000 candlepower. 


PROBLEMS 

1. An arrow 2 in. long is placed with one of its ends 1 in. and the other end 
1/2 in. from a plane mirror. Locate the image of the arrow and trace the re- 
flected rays to an eye position taken at random. 

2. Two plane mirrors are at right angles to each other. A pin is placed 2 in. 
from one mirror and 1 in. from the other. Locate all the images in both mirrors. 
Assuming the eye to be 4 in. from each mirror, trace the rays for each image to 
the@^e. 

'3. 'Prove that the shortest plane mirror in which a person may see his entire 
leng^ is one-half his height, and show how the mirror must be placed. 

f IpShow that if a plane nodrror is rotated, the reflected beam turns through 
twice the angle through which the mirror turns. 

6. An object 18 cm high stands 25 cm in front of a concave mirror of 40-cm 
radyjs. Find the position and size of the image. 

(gi?An object 12 cm high stands 10 cm in front of a concave mirror whose 
radius of curvature is 60 cm. Find the position and size of the image. 

object is 70 cm from a concave mirror and the real image is 120 cm 
from the mirror. What is the radius of curvature of the mirror? 

t An object 40 in. in front of a concave mirror has its image 60 in. in front 
mirror. What is the radius of curvature of the mirror? If the object is 
2 in^gh, how high is the image? 

i ^ If an electric lamp is 4 in. high and is 5 in. in front of a concave mirror 
of 12-in. radius, where is the image formed and how high is it? 

10 . When an object is 20 cm in front of a concave mirror, the virtual image is 
three times the size of the object. Where is the image located, and what is the 
r^us of the mirror? 

The moon is approximately 2000 mi in diameter and 240,000 mi away. 
W ^t will be the size of its image formed by a concave mirror of 6-ft radius? 

^/ A concave mirror has a radius of 100 cm. Where should an object be placed 
to dve a virtual image five times as large as the object? 

Find the position and size of the image if the mirror in problem 9 were 
convex instead of concave. 

0 A convex mirror has a radius of 24 in. If an object is 36 in. in front of the 
where is the image? If the object is 10 in. high, how high is the image? 
fij^ If a convex mirror gives an image one-third the size of the object when 
the object is 30 cm in front of the mirror, what is its radius? 

16. In order to find the focal length of a convex mirror, a candle is placed 
4 cm in front of it and the light is reflected into a concave mirror of 16-cm radius, 
which forms a real image 24 cm in front. If the two mirrors are 9 cm apart, 
what is the focal length of the convex mirror? 
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660. Refraction: Snell’s laws. We have seen in Sec. 218 that 
refraction is the bending of a beam of waves when it passes from 
one meditun into another in which its speed is different from its 
speed in the first medium. 

Refraction takes place in accordance with the laws of Snell 
(Fig. 178): 

1. When a beam of light passes from one medimn into another 
in which its speed is less than in the first, it is bent toward the 
normal; and vice versa. 

2. The ratio of the sine of the angle of incidence to the sine of 
the angle of refraction is a constant for the same two media. 

3. The incident ray, the refracted ray, and the normal to the 
surface lie in a plane. 

661. Index of Refraction. The relative index of refraction iju 2 
of a second medium with respect to a first medium has been de- 
fined as the ratio of the speed Vi of the wave in the first medium to 
its speed in the second medimn. 



In Art. 220, it was shown by Huyghens’ principle that we should 
expect refraction and that 


for all types of waves. 
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The absolute index of refraction ;ui of a medium (1) is its index 
relative to a vacuum, i.e., when the beam of waves passes from a 
vacuum into the medimn in question, Fig. 530. 

Let jJo be the speed of the waves in a vacuum, Vi their speed in a 
medium (1) and their speed in medium (2). Then by Eq. (417), 
the absolute index of refraction for medium (1) is 


Ml = 

and for medium (2) is 
Ms = 

Dividing (b) by (a), 

IMS = 

from which 

Ml sin di = 



_ sin 

lo 


(a) 

Vi 

sin 



h 

_ sin 

A 


(b) 

V2 

sin 

01 



= ; 

_ sin 

h 

(417a) 


Ml 

sin 

di 

M2 

sin 02 

= Ms 

sin = const. 

(418) 


This relation between absolute indices of refraction and the 
corresponding angles of refraction is equivalent to Snell’s laws 
and is preferred by many physicists. 

Unless otherwise specified, indices of refraction relative to air 
are used. The absolute index for air at standard conditions is 
1.0002918 for light having the wave length of the D-line of sodium 
(X = 5893 k):* From this, other absolute indices may be calcu- 
lated by means of Eq. (417a). 

An important relation may readily be deduced from the defini- 
tion of Eq. (417). Suppose a beam of light to pass successively 
through the media (1), (2), and (3) of Fig. 530a, and back into (1). 
(The surfaces of separation are not necessarily parallel for this 
proposition.) 

Then, by the definition of index of refraction. 


1M2 = 


Vi 

Vi 


2/^3 


Vj 

VZ 


3Ml 




* The Symbol A means 1 Angstrom unit of length ~ lO"® cm. 
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from which, on multiplying the right and left members, respec- 
tively, 


(iP2)(2M3)(3Mi) ^ ^ ^ ^ ^ 


As an application of this relation, consider a beam of light that 
passes from air (1) into glass (2) and back into air. 

Then, by Eq. (419), 


Therefore, 


1M2 X 2M1 = 1- 



(420) 


That is, the index of refraction of air relative to glass is the recipro- 
cal of the index of glass relative to air. 

By again applying Eq. (419), we may deduce the index of re- 
fraction of one substance (say, water) with respect to another 
(glass) from data already known, without making the actual ex- 
perimental determination. Thus, 


Index of refrajction of flint glass * (2) relative to air (1) = i/ia = 1-65 

Index of refraction of water (3) relative to air (1) = i/xs = 1.33 

Hence, 


Index of refraction of air ( 1 ) relative to water (3) = 3/21 = 
and by Eq. (419), - 1-65 ( 2 ^ 113 ) (0.75) = 1 

Index of refraction of water relative to flint glass = 2 M 3 = 


1.33 

1 


1.65 X 0.75 


.75 


= 0.81. 


652. Refraction throtigh plane parallel 
plates. When a ray of light passes through 
one or more layers of different media having 
plane parallel surfaces of separation and 
emerges again into the first medium, the 
emergent ray is parallel to the incident ray 
(Fig. 530a). This is easily shown as follows; 

By Eq. (418), 



Fig. 530a. Refraction 
through Parallel Plates 


1M2 == 


sin ii 
sin Ti 


2M3 
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Contains lead. 
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and by Eq. (419), 

/ ^ _ ELi-i V V - 1 

(iM2)(2M3)(3Mi) sinri smr2 sinra 

But since the planes are parallel, the normals are parallel also 
and therefore 


Hence, 


sin ii sm t 2 sm 13 
sin 12 sin iz ^ sinrs 


sinii = smr3 
Zii = Zrz. 

Therefore the emergent ray is parallel to the incident ray. 


663. Index of refraction dependent upon wave length. In Sec. 
538 we saw that, except in a vacuum, the speed of light depends 
upon its wave length (color). Hence the index of refraction also 

„„ ____^ depends upon the wave 

length. 

In precise work, there- 
fore, it is necessary to 
state the wave length of 
the light used in making 
the determination. For 
example, the index of re- 

"^".2 .3 .4 ./ ,7 7 / fraction of rock salt is 

WAVE-LENGTHS (m MICRONS) 1 5474^ for the OTCPn Hnp 

Fi6. 531. Dispersion Curve for Crown Glass ^ 

of mercury (X = 5461 A) ; 

but it is 1.54432 for the yellow line of sodi um (X = 5893 A). 

The index is usually greater for short wave lengths (blue end of 
the spectrum) than for long wave lengths (red end of the spec- 
trum). This is shown in Fig. 531, which is the “dispersion curve” 
- for a certain specimen of crown gleiss.* 


* Does not contain lead. 
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Since temperature and pressure affect the properties of most 
materials, they also affect the index of refraction, and must there- 
fore be stated, particularly in the case of liquids and gases. 



654. Refraction by prisms: Dispersion. A prism is a body' 
bounded by three or more planes that intersect in parallel lines. 
In the study of light, we are usually con- ^ 

cemed with but one angle of the prism. This /\ 

is known (Fig. 532) as the refracting angle A, 
and its edge as the refracting edge. 

If the prism is denser than the surround- 
ing medium, a ray of light is bent toward Fig. 532. Dfapersion by 
the normal on entering the prism, and away ® 

from the normal on leaving it, in accordance with Snell’s laws. 
The angle 5 between the entering ray MN and the emerging ray 
Qr is called the angle of deviation for the red ray. 

Since light of short wave lengths (violet) travels more slowly 
in glass than does light of long wave lengths (red), the index of 
refraction for the former is greater than for the latter. Hence the 
violet light v is deviated through a greater angle than is the red 
ray r. 

This results in the spreading out of the incident light into its 
constituent colors (wave lengths). The phenomenon is called dis- 
persion; and the angle z between the extreme red and violet rays 
is the angle of dispersion. 

The band of colors obtained is called a spectrum. A spectrum 

is frequently seen when 
sunlight passes through 
one of the angles of a cut- 
glass dish, or the beveled 
edge of a mirror. 

The angle of deviation 
will be greater, the greater 




Fig. 533. Deviation Depends upon Refracting 
Angle 


the index of refraction. It will depend also upon the size of the 
refracting angle A. Within limits, the greater the refracting angle, 
the greater will be the deviation, as shown in Fig. 533. 

If a prism is placed on the turntable of a spectrometer (Sec. 
607) and rotated, it is found that there is a certain unique posi- 
tion of the prism for which the angle of deviation is a Tniriimiim 
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for a given color. Examination of the divided circle will then 
show that for this position, the entering ray and the emerging ray 

make equal emgles a and /3 with the cor- 
responding faces of the prism (Fig. 534). 
This fact may be readily demonstrated 
theoretically.* A prism is usually set for 
minimum deviation because its resolving 
power is then a maximum. 

One of the best methods of determining 
the index of refraction of a prism for. a 
given wave length is by using the value of 
its angle of minimum deviation 6o- If M is the index of refraction 
and A the refracting angle, the relation * is: 

_ sia^(A -f 5o) 

^ sin iA 



ing Prism with 
Deviation 


Minimum 


(421) 



1 

f I 




! 

1 1 

1 

i 


( 1 ) 


( 2 ) 


( 3 ) 


( 4 ) 


( 5 ) 


Fig. 535 


666. Lenses. A lens is a piece of material one or more of whose 
surfaces is curved, and whose density is different from that of the 
surrounding medimn. The 
most common forms are 
bounded by surfaces of revo- 
lution and are classified as 
follows (Fig. 535): 

(o) Converging lenses, which 
are thicker at the center than 
at the circumference and have the names: (1) Double convex, 
(2) Plano-convex, (3) Concavo-convex. 

(6) Diverging lenses, which are thinner at the center than at 

the circumference and have 
the names: (4) Double concave, 
(5) Plano-concave, (6) Convexo- 
concave. 

The effect of a lens may be un- 
derstood by thinking of it as a 
series of prisms (Fig. 536). The 
topmost prism has the greatest 
refracting angle, and hence ray 1 is deviated most. The next lower 

* E4ste, Light for Advaruxd Students (New York, The Macmillan Company, 1925), 
p. 57. 



Fig. 536. A Lens as a Series of Prisms 
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section consists of a parallel plate, which does not bend the ray, 
between two prisms (dotted) of small angle. Hence ray 2 is de- 
viated less than ray 1. At the center, ray 3 is passing through a 
parallel plate and is not deviated. In the lower half of the lens, 
the same deviations take place in 
reverse order. Hence this lens 
causes the rays to converge. 

From the standpoint of waves, 
the action of converging and di- Fig. 537. Converging and Diverging 
verging lenses is illustrated in Lenses 

Fig. 537. The former is thicker at" its center than at its edge. 
Therefore the portion of the wave front passing through the 
center is retarded more than other portions, the least retardation 
being at the edge. Hence the emerging wave converges to a focus 
at F. 

In Fig. 537b, just the reverse takes place. The part of the wave 
front passing through the center of the lens is retarded least, the 
retardation increasing gradually out to the periphery. Hence the 
emerging waves are diverging; i.e., the focus is behind the lens 
(virtual) at F. 

If the material of the lens were less dense than the surrounding 
medium (e.g., an air cavity in a cube of glass), wave advancement 
would replace retardation, and the terms “converging” and “di- 
verging” would be reversed. 

666. Definitions. The following definitions apply to lenses, and. 
refer to Fig. 538. 

The principal axis Bb of a lens is the straight line passing 
through the centers of curvature of its two surfaces. 

The principal focus is that point on the principal axis through 
which rays of light that before refraction were parallel to the 
principal axis pass after refraction. Fi is the principal focus for 
parallel light from the left; and F 2 , for parallel light from the right. 

The optical center C is that point on the principal axis through 
which a ray of light may pass without suffering a permanent 
change in direction. A ray passing through the optical center is 
given a slight lateral displacement, since in effect it is traversing a 
parallel plate; but this displacement is generally negligible in the 
ease of thin lenses. 

The optical center for thin lenses, both of whose surfaces have 
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the same radius of curvature, is at the geometrical center of the 
lens. For the piano-lenses, it is at the point where the principal 
avis meets the curved face. For the other types it is at a point 
on the principal axis outside the lens on the concave side. 

In the case of thick lenses, no single point plays the role of optical 
center: it is necessary to use two points called nodal points. 

The focal length f is the distance CFi from the optical center 
to the principal focus. The equivalent focal length of a combina- 
tion of lenses is the focal length of a single lens that would (the- 
oretically) replace the combination. 

The aperture of a lens is the diameter of the uncovered part. 

Conjugate foci are any two points so situated that light ema- 
nating from one and passing through the lens is brought to a focus 
at the other, and vice versa. A and a are conjugate foci; either 

may be considered to be the 
image of the other. 

667. Construction of im- 
age formed by thin lens.* 
From any point A of the 
object (Fig. 538), we draw 
two rays: one parallel to the principal axis, and the other through 
the optical center. After refraction, the former goes through the 
principal focus Fi; the latter continues unchanged in direction. 
The point a where these two refracted rays meet is the image of 
the point A. 

If the rays actually meet, the image is real and can be caught 
on a screen. If they do not ac- 
tually meet, but appear to meet 
when prolonged backward, the 
image is virtual and cannot be 
caught on a screen. 

With a single lens and a lumi- 
nous object such as a candle, a 
real image is always inverted; and 
a virtual image is always erect. 

All rays emanating from A and passing through the lens con- 
V erge to a, except certain marginal rays that will be discussed later. 

*For a discussion of thick lenses, see Edser, Light for Students, p. 135. 



Fig. 5S9. Image Formed by Diverging 
Lens 



Fig. 538. Construction of Image Formed 
by Lens 
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For a diverging lens, the construction is exactly the same as 
the foregoing; but the image is always virtual (Fig. 539). 

558. Location of image: General lens formula. 

Case I: When the object is at a distance from a comerging lens greater than 
the focal length (Fig. 540). 

We know that A ABC is similar to AabC (rt. A having acute A equal). 

AB D 

-r = - (homologous parts of similar figures), (a) 
ao q 

AIk), ADCF is similar to AabF (same reason as above). 


But, 

AB_ f 
ab q -f 

From Eqs. (a) and (c), 

E = / 

3 9 -/ 

Clearing, 

or. 


Dividing through by pqf, 


DC ^CF^ f 
ab bF q —f 

DC = AB 


(b) 


(opposite sides of rectangle) 



PQ-Pf = qf 
qf+pf = pq. 


1+1 = 1 
p^ q f 


(e) 


Case II: When the object is at a distance from a converging lens less than 
the focal length (Fig. 541). 

The derivation is the same as in Case I as far as Eq. (b), which here becomes' 



DC _ f 
ab q + f 

Therefore, 

P_ / 
q q+f 

pq + pf==qf. 

Dividing by pg/, 

1 - 1=1 

p q f 


CO 


(g) 
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Case III: When the lens is rfiWginfif (Fig. 539). 

Again the derivation is the same as Case I down to Eq. (b), which in tliis case 


is: 


DC _ f 

ah f - q 


(h) 


P = / 

q f-<i 

pf~pq = qf- 

Dividing hy pqf> 



In deriving the three formulas above, we took all distances to 
be positive, just as they were in the various figures. Inspection 
of Eqs. (e), (g), and (i) will show that if we adopt the following 
convention of signs, the last two forms become the same as the 
first one. 

1. / is to be taken + for converging lenses, and — for diverging 
lenses. 

2. p is to be taken + when the object is real, and — when the 
object is virtual. (See Sec. 560.) 

3. g is to be taken + when the image is real, and — when the 
image is virtual. 

When these rules are observed, Eqs. (g) and (i) take the same 
form as (e), which is therefore called the 

General lens formula : 



(422) 


It will be noticed that this is exactly the same as the general 
mirror formula, Eq. (415), and that the convention of signs is 
likewise the same as for mirrors. 

669. The lens maker’s equation. When a lens maker sets out 
to make a lens, he must know the proper radii Ri and i ?2 to 
which to grind the surfaces so that the lens will have the required 
focal length. The focal length will obviously depend also upon 
the index of refraction ju of the glass. It may be shown* by the 

♦Preston, Theory of Lighi (New York, The Macmdlan Company, 1928), p. 86. 
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method of Sec. 545 that 

which is therefore called the “lens maker’s equation.” 

The quantities are all taken positive for the typical double con- 
vex lens when object and image are both real. For other lenses 
they are taken positive when on the same side of the lens, as in 
the case of the typical double convex lens; otherwise negative. 

660. Lens combinations. Virtual object. When two or more 
thin lenses are used in combination, the position and size of the 



Fig. 542 


image formed by the first lens are found as in Sec. 557. This 
image then becomes the object for the second lens, and the process 
is repeated. If the rays from the first lens enter the second lens 
before they meet in the first image, that image becomes the virtual 
object for the second lens, as is shown in Fig. 542. 

Here the object 0i is at a distance (pi = 18 cm) from a con- 
verging lens Li of focal length (/i = 12 cm). By Eq. (422), it is 
found that the image 7i would be at the distance {qi = 36 cm) 
from Lx. Before this image can be formed, however, the rays 
enter the lens L 2 , which has the focal length {fi = 10 cm) and 
is at the distance {d = 16 cm) from Lx. 

Hence the image Ix is not actually formed and could not be 
caught on a screen. So when it is used as the object O 2 for the 
second lens, it is called the “virtual object.” But the general lens 
formula holds true for this case provided the distance Pi from, 
the virtual object to the second lens is taken negative. 

In this case, the virtual object distance is: 

Pi = -{qi — d) = -(36 - 16) = —20 cm. 

Using this in Eq. ( 45 ^), 

^ 1 - 

10 -20^52 
g 2 = 6.67 cm. 
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661. Relative size of image and object. From Eq. (a) of Sec. 
558, 

ab _ q 
AB ~ p 

But ab and AB are the size of image and object, respectively; 
and q and p are their respective distances from the optical fcenter 
of the lens. Hence, in words, 


Magnification 


Size of image 
Size of object 

_ Distance of image from lens 
” Distance of object from lens 


(424) 


It should be noted that this equation does not give the magnify- 
ing power of a lens, for the size of the image will be different for 
every different object distance. To define magnifying power, one 
of the distances must be fixed. This will be taken up in Chap. 
XLVI. 

662. Real and virtual images by lenses. By applying the gen- 
eral lens formula, Eq. (422) and the construction of Sec. 557, the 
results will be found to fall into six cases. 

Single Converging Lens with Real Object: 

1. When the object distance is greater than 2/, the image is 
real, inverted, and smaller than the object. 

2. When the object distance is 2/, the image is real, inverted, 
and of the same size as the object. 

3. When the object distance is less than 2/, but greater than/, 
the image is real, inverted, and larger than the object. 

4. When the object distance is/, i.e., when the object is at the 
principal focus, the refracted rays are peuraUel and hence no image 
is formed in finite space. 

5. When the object distance is less than/, the image is virtual, 
erect, and larger than the object. 

Single Diverging Lens with Real Object: 

6. For all object distances, the image is virtual, erect, and 
smaller than the object. 

663. Spherical aberration. If the surfaces of a lens are spherical, 
rays such as 1 emd 4 (Fig. 543), which strike the lens at a consid- 
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Fig. 543. Spherical Aberration 


erable distance from the center, are brought to a focus J closer 
to the lens than are rays 2 and 3, which strike the lens near its 
center and are brought to a focus at F. 

This defect of spherical lenses is known as spherical aberration. 
It may be partly overcome by “stopping down” the lens, i.e., by 
screening the outer part so that only the central portion is used. 
This method reduces the aper- 
ture and the “speed” of the 
lens. (See Sec. 617.) 

By properly decreasing the 
curvature of a lens as its di- 
ameter increases, spherical 
aberration may be corrected 
for a single point (only) on the axis, so that rays of one 
wave length from points in a pleme normal to the principal 
axis at that point will be brought to a focus in a plane. Such 
lenses are said to be aplanatic. But the correction is usually 
made in connection with that for chromatic aberration and 
astigmatism by a combination of lenses made of different glasses 
(Fig. 546). ' ' 

664. Chromatic aberration. It will be seen (Sec. 596) that on 
passing through a prism, a beam of light suffers dispersion into its 
copstituent colors. A lens, essentially a series of prisms, also pro- 
duces dispersion. The short waves 
(violet) are brought to a focus F„ 
closer to the lens than the focus Fr 
of the longer (red) rays (Fig. 544). 

This defect of a lens is known as 
chromatic aberration. It may be cor- 
rected for two chosen colors by building up a doublet of two 
different kinds of glass. Thus, a converging lens of crown glass 
(Fig. 545a) is designed, producing a certain dispersion rv and a 
certain deviation Sc. A diverging lens (Fig. 545b) of flint glass is 
also made, producing the same amount of dispersion vr and a 
deviation S^, both opposite to those of the crown lens. 

When t^^ component lenses are placed together, as in 

Fig. 545c, the dispersion of the second neutralizes that of the first; 
but since So is greater than 8f, there remains an outstanding de- 



Fig. 544. Chromatic Aberration 
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viation 5. Such a lens, corrected for two colors, is called an 
achromatic lens. 


By using three or more glasses, correction may be made for 
chromatic aberration of three different wave lengths, which prac- 



tically eliminates the defect. Lenses corrected for three different 
wave lengths are called apochromatic lenses. 


666. Astigmatism of Lenses. Astigmatism is the phenomenon 
m which light from a point source P (Fig. 546a) is brought to a 



focus dong two lines A B and CD some distance apart instead of 
being focused at a single point. 

It occurs with the lens of some eyes because the curvature of 

the surface is different in different 
axial planes, and it may be corrected 
by a combination of cylindrical and 
spherical lenses so as not to be 
noticeable. 

But even if the lens surface is per- 
fectly spherical, astigmatism occurs 
when the point source is not on the 
, principal axis of the lens. In this 

A ^ corrected by a combination of lenses made from 
different kmds of optical glass. 

A lem co^ected for astigmatism as weU as for spherical and 
s'Sr or an anas- 



Fig. 546b. Anastigmatic Lens 
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566. Lens power. In Fig. 537, we saw that a plane wave (curva- 
ture zero) was brought to a focus at F. That is, the curvature of 
the wave as it emerges from the lens is Iff, where / is the focal 
length. 

Hence 1// represents the curvatme impressed upon the wave by 
the lens, or the ability of the lens to produce curvature. This 
ability of a lens to produce curvature is called by opticians the 
lens power* 

The unit of lens power is called the diopter. One diopter is the 
power of a lens whose focal length is 1 meter. Hence, 


Lens power (in diopters) = j- meters) 


(425) 


For thin lenses in contact, lens powers are additive. That is, 
if / is the focal length of the combination. 


/ /x^/2+/3^^ 


(426) 


567. Total reflection. When a ray of light AO (Fig. 547) strikes 
the surface of separation XY between two media in which its 
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Fig. 547. Total Reflection 


s' c' 


velocity is different, part of the 
light OA" will in general pass 
into the second medium, while 
the remainder OA' will be re- 
flected in the first medium. 

If the index of refraction ju 2 of 
the second medium is less than 
the index /xi of the first medium 
(both with respect to air), then, as the angle of incidence is in- 
creased, the angle of refraction will increase also until a position 
BO of the incident ray will finally be reached for which the angle 
of refraction is 90°. The refracted ray OB" will then lie along the 
surface of separation. 

If the angle of incidence is further increased, no part of the light 
will emerge into the second medimn: it will be totally reflected 
within the first medimn, as shown by rays CO and OC. 

This phenomenon is called total reflection. The angle of inci- 

* This term should not be confused with magnifying power. 
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dence for which the angle of refraction is 90° is called the critical 
angle of the first medium with respect to the second. 

In brief, when a beam of light in a first medium strikes the sur- 
face of a second medium whose index of refraction is less than 
that of the first medium, the beam will be totally reflected in the 
first medium if the angle of incidence is greater than the critical 
angle. 

The numerical value of the critical angle for any medium 1 
with respect to any other medium 2 is eeisily deduced from Snell’s 
laws, as follows. 

Since for the critical angle of incidence, the angle of refraction 
is 90°, we have, by Sec. 551, 

sin i . . 

iM 2 = = sm i (427) 

where i/xj is the index of refraction of the second medium relative 
to the first, according to the definition in Sec. 221, and sin i is Ihe 
sine of the critical angle of the fiirst medimn relative to the second. 

Consider, for example, the case of light passing from water into 
air. Here water is the first medium and air is the second, so that 
iM 2 is the index of refraction of air with respect to water. The in- 
dex of refraction of water with respect to air is 1.33, which in this 
case would be 2 ^ 1 . Hence, by Eq. (420) , 

1M2 = — = t4o = 0.75. 

2 M 1 

Therefore 

sin i = 0.75 
and 

i = 48° 35'. 

Hence the critical angle of water with respect to air is 48° 35'. 

Some other critical angles with respect to air are: 

Crown Glass. .... . 41® 

Flint Glass. .... . . 37® 

Diamond... 24® 25' 

The critical angle for diamond is so small that total reflection 
is easily secured over a wide range. This accounts for the excep- 
tional “sparkling” brilliance of the diamond. 
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It wiU be observed also that the critical angles for both crown 
and flint glass are less than 45°. Hence a 45° prism of either of 
these glasses will serve to turn a ray of light through a right angle 
by total reflection (Fig. 548a), or to invert an image (Fig. 548b). 



Fig. 548. Applications of Total Reflection 


As a means of changing the direction of a beam of light, total 
reflection is not 100% efficient on account of the absorption of 
light in the first medium. Yet it is in general superior to the use 
of mirrors. Consequently, totally reflecting prisms are very ex- 
tensively used in optical instru- 
ments, e.g., in the prism binocu- 
lar (Fig. 549). 

We are now able to explain 
the mirage, mentioned in Sec. 

532. On a very hot day, the air 
is hottest near the surface of the 
ground and gets cooler gradually 
as we go upward. Hot air is 
optically less dense than cool air. 

Hence a ray of Ught inclined Fig. 549. The Prism Binocular. (From 
downward from an object is Millikan, Gale and Edwards, First 

passing continually from opti- G^“and 
caUy denser to optically rarer 

media, until it fineilly undergoes total reflection and is bent up- 
ward toward the eye of the observer. This is shown by the arrows 
on the heavy line of Fig. 513. 

Since the eye “sees” an object in the direction from which the 
light enters the eye, there will appear sm inverted image of the 
tree. The observer may therefore infer the presence of water, 
in which reflections more commonly occur. The same phenome- 
non occurs at sea, with the conditions reversed: mariners some- 
times see in the sky the inverted image of a vessel that is actually 
below the horizon. 
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PROBLEMS 


1. If a beam of light makes an angle of 40° with the surface of the water in a 
tank, what is the angle of refraction? The angle of deviation? 

2. The index of refraction of crown glass with respect to air is 1.5, and that 
of water with respect to air is 1.33. Compute the index of water with respect 
to crown glass, and of crown glass with respect to water. 

3. The index of refraction of benzene with respect to air is 1.501. What is 
the index of benzene with respect to water? 

4. What is the angle of minimum deviation for a 60° prism of flint glass 
(fx = 1.65)? 

6. If the angle of minimum deviation of a certain 60° prism for sodium light is 
38°„56', what is the index of refraction of the glass? 

fSp A converging lens of 20-cm focal length is placed 15 cm from an object. 
Where will the image be formed? If the object is 4 cm tali, what is the size of 
the image? Illustrate by diagrams. 

(7)| What should be the focal length of a lens placed 15 cm from a plate in 
ordar to photograph an object 6 m distant? 

8. An object 3 cm high stands on the optic axis and 10 cm from the optical 
center of a plano-concave lens (/ = —6 cm). Locate the image by means of a 
scale drawing and check by the lens formula. 

( 9^ What should be the focal length of a lens in a camera in order to take a 
12-cm picture of a 15-m building at a distance of 40 m from the camera? 

10. What should be the focal length of a lens in a camera in order to take an 
8-^ picture of a 10-m building at a distance of 30 m from the camera? 

(^) A projecting lantern is to produce a magnification of 40 diameters at a 
distance of 50 ft. Find the distance of the lens from the slide, and the focal 
le^h of the lens. 

(TiL)A projection screen is 8 ft wide and a lantern slide 3 in. wide. If the 
screen is 32 ft from the lantern, what must be the focal length of the projection 
leiis*4f image is to cover the screen exactly? 

( 13^ A double concave lens of 40-cm focal length is to be ground from crown 
gla^ {fjL = 1.5). If both surfaces are to have the same curvature, what must 
tlmvj'adius be? 

|l^A biconvex lens, both of whose faces have the same curvature, is to be 
made from flint glass (m = 1.65). Compute the proper radii for a focal length of 
201 ^ 1 , 

16. The radii of curvature of the two faces of a double convex lens are 40 cm 
andj^O cm, respectively. If flint glass (m = 1.66) is used, compute the focal length. 
^16.\Two thin lenses have powers of 2 and 5 diopters, respectively. What is 
tne-focal length of each and of the combination when placed in contact? What 
is then the power of the combination? 

17. A double convex lens has radii of curvature of 24 cm and 30 cm, respec- 
tively, and its index of refraction is 1.5. What is its power in diopters? 

18. A negative lens has a power of 2 diopters. If an object is 40 cm from the 
lens, where is the virtual image? 
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19. Two positive lenses are 40 cm apart. The focal length of the first is 20 
cm and of the second, 6 cm. An object is 60 cm in front of the first lens. Where 
will - the final image from the second lens be? 

20-' Two positive lenses of focal lengths 30 cm and 10 cm, respectively, are 
5 cm apart. If an object is 90 cm in front of the first lens, where will be the 
final image formed by the combination? 

21.' In order to find the focal length of a diverging lens, a converging lens 
(/ = 10 cm) is placed 11 cm behind the diverging lens. The real image of an 
object 12 cm in front of the diverging lens is then 30 cm behind the converging 
lens. Find the focal length of the diverging lens. 

Ji?, If the index of refraction of a certain kind of glass is 1.55, what is the 
critical angle? 

If the critical angle of ethyl alcohol relative to air is 48° 20', what is its 
index of refraction? 

24. The index of refraction of carbon bi%ilphide relative to air at 15°C is 1.63. 
What is the critical angle? 

26. Find the velocity of light in water if the critical angle for water and air 
is 48°30'. 

26. The index of refraction of diamond is 2.417 relative to air at 15°C. Find 
its critical angle. How does this enhance its value as a gem? 
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CHAPTER XLII 


DIFFRACTION— INTERFERENCE 

668. Diffraction has already been defined in Sec. 222 as the 
bending of waves into the geometrical shadow of an obstacle. Dif- 
fraction of light was discovered by Grimaldi of Bologna about 
1616. It supplied precisely |he evidence that Newton himself 

had declared necessary to 
substantiate the wave the- 
ory; but that great phi- 
losopher missed its sig- 
nificance, and undertook 
without success to explain 
the “diffraction bands” of 
Grimaldi by his emission 
theory (Fig. 550). 

669. Young’s experi- 
ment. The phenomenon of 
diffraction was not under- 
stood until 1801 when 
Thomas Young, professor 
of natural philosophy at 
the Royal Institution, Lon- 
don, demonstrated the in- 
terference of light by the 
following epoch-making 
experiment. 

Light from a strong source such as a carbon arc L (Fig. 551) 
passes through a slit S in a screen AB and falls upon two slits 
Si and (Sj in a second screen CD, the three slits being accurately 
parallel. 

In accordance with Huyghens’ principle, slits Si and ^2 become 
new sources, from each of which a pencil of waves goes forward 



, Fig. 550. Diffraction at Sharp Edge. (Courtesy 
Professor M. E. Huffard) ^ 
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as shown. Each pencil spreads out by diffraction into a fan-shaped 
region of disturbance. These two wave systems overlap, and where 
they meet crest on crest (in phase) there will be reinforcement; 
i.e., the amplitude will be twice as great and therefore the inten- 
sity four times as great as for the waves of either beam alone. 

At other places, the two systems of waves meet crest on trough 




(out of phase), and at these places the two waves neutralize each 
other; i.e., there is destructive interference with resulting zero in- 
tensity, or darkness. 

It should be noted that interference can be obtained only when 
both beams originate from the 
same point source S. 

Since the sources are slits per- 
pendicular to the plane of the 
page, the bright and dark regions 
will have the form of lines, or 
bands, peu-allel to the slits. They 
may be seen by looking from 
right to left along the center line of the arrangement, and are 
best observed by means of a low-power telescope. The appearance 
of the bands is shown in Fig. 552 . 

If a source of white light is used, the bands, or “fringes,” on 
either side of the center are edged with color because of the dif- 
ference in wave length, the longer (red) waves yielding bemds that 
are more widdy separated than those produced by the shorter 
waves. This is nicely shown by interposing screens of different 


Fig. 552, Bands, or Fringes, in 
Young’s Experiment. (Courtesy Pro- 
fessor H. E. White) 
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colors in the line of sight. The fringes formed by blue light are 
noticeably narrower than those formed by red light. 

Only waves exhibit both reinforcement and destructive inter- 
ference at the same time. Hence the importance of Young’s ex- 
periment is that it proves the wave nature of light. But this was 
not recognized until about twenty years later, after the corrobo- 
rative work of Arago and Fresnel. In the meantime, Young was 

the victim of popular dis- 
approval on account of 
the vicious attacks of one 
Lord Brougham, a fanati- 
cal writer in the Edinburgh 
Review, who then held the 
public ear. 



670. The diffraction 
grating. This very impor- 
tant device consists of a 
great number of narrow, 
parallel strips through 
which light may pass, or 
from which it may be re- 
flected. The interference of 
the resulting diffracted 
beams of light breaks it 
up into its constituent 
^ colors, forming several 

Fig. 553. Huyghens’ Principle Applied to Grating spectra which are said tO 

be of different orders. 

The first gratings were made of fine wire by Joseph von Fraun- 
hofer. Modem gratings, however, which sometimes have as many 
as 30,000 lines per inch drawn by a diamond point on transparent 
glass or on a metallic mirror, were first successfully ruled by 
Henry A. Rowland of the Johns Hopkins University. 

The Hnes drawn by the diamond are rough and do not transmit 
or reflect light regularly. They correspond to the opaque parts 
of the grating GG' in Fig. 553, in which the principle of the grating 
is explained. 

A beam of parallel rays of monochromatic light (i.e., light hav- 
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ing but one wave length) impinges normally upon a screen GG' in 
which there are a number of parallel slits e, d, c, b, c', d', e' perpen- 
dicular to the plane of the paper. 

In accordance with Huyghens’ principle, each slit becomes a 
new source from which wavelets go out as from the original 
source; and a new wave front is an envelope of a group of these 
wavelets, all of which are in the same phase. 

I It will be seen then that we may expect the original wave sys- 

tem to be broken up into several wave systems as follows, only a 
single wave front being drawn for each system: 

(a) The central-image system WaWo, parallel to the incident 
beam. 

(b) The first-order systems ewi and e'wi, whose directions of 
propagation are the rays 61 and 61', making the angles di and 
respectively, with the axis ho. In these directions, the waves from 
e and e' are one wave length behind those from d and d ' ; two wave 
lengths behind those from c and c', and so on. Consequently , all 
these waves meet crest on crest (in phase) along the wave 
fronts ewi and e'wi, respectively, and produce reinforce- 
ment. 

. (c) The second-order systems eWi and e'w 2 ', whose directions 

of propagation are 62 and 62', respectively. In these directions, a 
wave from e or from e' is two full wave lengths behind a wave from 
d or d', respectively, and so on. These waves meet in phase along 
the wave fronts ew 2 and e'w 2 ', respectively, and produce rein- 
forcement. 

(d) Similarly, third-, fomth-, fifth-, etc., order systems are 
found in certeun definite directions. 

How these directions of the different orders of spectra are re- 
lated to the wave length of the incident light and to the grating 
space a (i.e., the distance between the centers of adjacent slits) is 
easily seen in the enlarged drawing of Fig. 554a. 

Here it will be observed that a wave just starting at c is in 
phase with one from 6 which has advanced one whole wave length 
X; with one from c' which has advanced 2X; with one from d' 
which has advanced 3X; etc. These waves are therefore in phase 
along the wave front cs, and give the parallel beam of the first 
order, whose direction of propagation is 61. In isotropic media, 
the direction of propagation is normal to the wave front. 
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Hence, Acsb is a rt. A and therefore, 

sin 6i — - 
a 

a sin 01 = X. 

Similarly for the second-order spectrum (Fig. 554b), 


sin 02 


2X 


a sin 02 = 2X. 



And for the third order (Fig. 554c), 

. ^ 3X 
sm 03 = — 
a 

a sin 08 = 3X. 

From these special cases, we can state the 

General law of the diffraction grating : 
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where a is the grating space; 

d is the angle of deviation from the central beam; 
n is the order of the spectrum; and 
X is the wave length of the light. 

From this it is seen that for each value of n, i.e., in each order, 
the sine of the angle of deviation is proportional to the wave 
length. Consequently, in each order we get a band of colors, or 
spectrum, in which are represented all the constituent colors 
(lyave lengths) of the incident hght. When the incident light is 
normal to the grating, the orders are in general symmetrically 
arranged on opposite sides of the axis, or of the direction of the 
undeviated ray; but this is not always the case. 

For small changes of 6, the change in angle is nearly propor- 
tional to the change in wave length. In any case there is a definite 
geometric relation between wave lengths and their position in a 
spectrum produced by a grating. Hence a spectrum produced by 
a grating is called a normal spectrum (see Sec. 613). 

By inspection of Eq. (428), it will be seen that aU the quantities 
except X can be easily measured. 

a is known from the design of the ruling engine on which the 
grating is made. 

d is directly observed on the scale of the spectrometer. 

n is the order of the spectrum in which the observation is made. 
Hence the equation may be solved for X. 

The grating, therefore, gives an independent and highly accu- 
rate method for the absolute determination of the wave length of 
light. This is not true of the prism. 

571. Colors of thi n films : Newton’s rings. In the two preceding 
sections, interference took place between diffracted beams. But 
light that has not undergone diffraction exhibits interference 
equally weU. It is only necessary that the interfering waves orig- 
inate at the same source. 

The colors seen on soap bubbles, films of oil on water, mother 
of pearl, thin layers of oxide on metal, etc., are due to the inter- 
ference of two beams of light reflected at the two surfaces of the 
films in question. 

To study the phenomenon, Newton (Optics H, 1704) placed a 
convex lens of slight curvature on a plane glass surface and ob- 
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served the series of colored rings produced when the device is 
illuminated with white Hght. He tried without success to explain 
them by his corpuscular theory of light. The explanation is easy 
on the basis of Huyghens’ wave theory, 
using a simple form of interferometer de- 
vised by Professor Gale of the University 
of Chicago.* 

Two strips of plate glass (Fig. 555) are 
separated at the bottom by a piece of thin 
paper and held together at the top by 'a 
clamp (not shown). Between them there is 
a thin film , or wedge, of air whose thick- 
ness at the top is zero and at the bottom is 
the same as that of the paper. 

If a source of monochromatic light, such 
as a gas burner impregnated with sodium 
chloride, is placed in front of the glass 
plates, the eye at E will observe narrow bright and dark bands 
across the plate, as shown. 

■ The light striking the plates is reflected partially at each of the 
four glass-air boundaries; 



ferometer. (Courtesy Ginn 
and Co.) 


but 


CA 


we need to consider 
now only the surfaces 
which enclose the wedge of 
air, i.e., AB and CD (Fig. 

556). The individual atoms 
of the luminous sodium are 
the sources of light. 

Consider a wave radiated 
by one of these atoms. 

Part of its energy is re- 
flected at a along the full 
wavy line os. The rest of it 
is reflected at i along the 
dotted wavy line iV. If the 
distance ai is half a wave 
length (X/2), the part reflected at i travels a whole wave 
length farther than that reflected at a. We would therefore 

G. Gale, in the Amerkan Machinist (July 11, 1901). 



Interference 

Reenforcement 

Interference 

Reenforcement 

Interference 

Reenforcement 

Interference 

Reenforcement 


556. Formation of Bands or Fringes. 
(Courtesy of Ginn and Co.) 
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expect them to meet in phase and reinforce. But the reflection 
at i takes place in a rarer medium (air) against a denser medium 
(glass). In such cases there is always a change of 180^^ in phase.*** 
Hence, where the thickness of the air wedge is X/2, the two re- 
flected waves are 180° out of phase; and, since they originate at 
the same luminous atom, they, annul each other, producing a dark 
band. 

Similarly, at bj, where the thickness of the air wedge is fX, 
the path difference is fX, and the change of 180° at j makes the 
two reflected waves coming to the eye in phase, producing rein- 
forcement of the original light. 

Thus, as we go from top to bottom, we get a dark band wherever 
the thickness of the air wedge is an even number of quarter wave 
lengths (X/4), and a bright band wherever the thickness is an 
odd number of quarter wave lengths. If the device is illuminated 
by white light, the bands are colored violet, green, yellow, etc., 
as the thickness of the air film increases. 

In the case of Newton’s apparatus, the bands are obviously 
rings, since the loci of equal air-film thickness are circles, t 


PROBLEMS 

A.. A grating having 6000 iines/cm is set up on a spectrometer and the direc- 
tion of th©^ second-order image of the slit is found to make an angle of 45® with 
the nnpphial. What is the wave length of the light used? 

^ A grating is set up at 100 cm from a meter-stick on the perpendicular at 
its ihiddle point. A lithium light is placed behind the slit at the center of the 


meter-stick. On looking through the grating, the first-order images of the slit 
for 6708 ^^are seen 88 cm on each side of the sKt. What is the grating space and 
the nuhiber of lines per cm on the grating? 

^ A grating having 14,500 lines/in. is placed 1 m from a scale on the per- 
pendicular to the scale at its middle point. If sodium light is used behind a slit 
at the center of the scale, where will the first-order diffraction image be seen? 

4. A lyating having 15,000 lines/in. is placed 80 cm from a scale on the per- 
pendicplhr at its middle point. If sodium light is used, where will the diffracted 
inm^of th^econd order be seen on the scale? 

A^gfating having 15,000 lines/in. is placed 80 cm from a scale on the per- 
pendmmar at its middle point. If sodium light is used behind a slit at the center 
scale, where will the third-order diffraction image be seen? 

\^y lf a beam of sodium light (5893 A) is divided, half being passed through 
a c^fumn of water 100 cm long and the other half through the air, how long will 


* Edser, Li^ht for Students (New York, The Macmillan Co., 1925), p. 283. 
t Edser, op. cit, p. 408. 
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a iSfiven^wave be in the water, and how much will it lag behind the corresponding 
wave.‘fn the air? 

jf. With a grating mounted on a spectrometer, a blu^e line in the third-order • 
i^ectrujh is seen to coincide with the red line (6438 A) of the second order. 
W'hayfs the wave length of the blue line? 

With a grating spectrometer, the second-order green line (5218 A) is 
s^n to coincide with a third-order line of the ultraviolet. What is the wave 
length of the latter line? 

9. In Gale’s interferometer, two pieces of plane glass 10 cm long are sepa- 
rated at the bottom by a piece of paper 0.0236 mm thick. If the distance on the 
glass from the first to the twenty-first fringe is 2.5 cm, what is the wave length 
of the light used? ^ 

10. Show that in Young’s experiment, if s is the distance between the two 
slits, D the distance from the plane of the slits to that of the interference bands, 
and d the distance between adjacent bands, the wave length of the light used 
is given by the formula: SdJD. 
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DOUBLE REFRACTION: POLARIZATION 



Fig. 557. Polarization 
by Double Refraction in 
Calcite 


672. Double refraction. In 1669, Bartholinus of Copenhagen 
discovered that when a ray of light passes through a crystal of 
Iceland spar, or calcite (CaCOs), it generally emerges as two rays. 
One of these obeys within the crystal the ordineuy laws of refrac- 
tion, while the other does not. The former 
is therefore called the ordinary ray and the 
latter, the extraordinary ray (Fig. 557). 

There is, however, one direction in the 
crystal, called the optic axis, along which 
double refraction does not take place. This 
axis meikes equal angles with the edges of 
the crystal at the vertex where the obtuse angles meet. Sub- 
stances Uke calcite, quartz, tourmaline, etc., which exhibit double 
refraction and have a single optic axis, are called uniaxiai crystals. 

Others like mica, topaz, potassium 
nitrate, etc., which have two optic axes, 
are called biaxial crystals. 

When tested by a radiometer, the 
ordinary and extraordinary rays are 
each found to have half the energy of 
the incident beam. 
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TOURMALINES CROSSED 573 , Polanzation of hght. The doublfe 

Fig. 558. Polarization by Ab- a .. /«... t t ,, 

sorption in Tourmaline refraction of tourmahne, discovered by 

Biot in 1816, is peculiar in that only the 
extraordinary ray emerges, the ordinary being absorbed within 
the substance itself. Biot found that if he looked at a source 
of light through a single crystal cut parallel to the optic axis, -no 
change took place when the crystal was rotated. When he looked 
through two crystals, however, the light was transmitted freely 
if their axes were parallel, but was cut off almost completely if 
their axes were perpendicular to each other (Fig. 558). 
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Evidently the light that had passed through the first crystal 
possessed a two-sidedness that ordinary light did not have. Msdus 
gave to such light the name polarized light (cf. Sec. 225). 

The first plate of tourmaline is called the polarizer P ; the second 
one, which shows whether the light is polarized or not, is called 
the analyzer A. 

Tourmaline is usually green or red, and hence is not suitable 
for general purposes of polarization. It serves admirably, however, 
for testing the two rays transmitted by the rhomb of calcite. When 
these are observed through a tourmaline crystal, it is found that 
one ray is transmitted and the other extinguished for a certain 
position of the tourmaline; and that for a position at right angles 
to this, the first ray is extinguished and the other transmitted. 

Hence the ordinary and extraordinary rays produced by double 
refraction are polarized at right angles to each other. 

As was shown in Sec. 225, only transverse waves can be polar- 
ized. Thus polarization is the proof that lightwaves are trans- 
verse. 

Fresnel, who first recognized that the phenomenon of polariza- 
tion required light to bfe transverse, assumed that the vibrations 
transmitted by touphaline are those parallel to the optic axis. 
Light waves are now known to be electromagnetic, and it wiU be 
shown in Sec. 578 that what we caU vibrations are changes in 
the electric vector (the magnetic vector being always at right 
angles to the electric). Accordingly, toimnahne transmits the ray 
whose electric vector is parallel to the optic axis. Fresnel’s guess 
was right. 

674. The Nicol prism. The most satisfactory device for pro- 
ducing polarized light is a prism invented by Wfifiam Nicol, a 
skillful lapidary of Edinburgh, about 1827. Its construction's 
shoyn in Fig. 559. 

The end faces, which naturally make angles of 71°, respec- 
tively, with two opposite edges of a crystal of Iceland spar, are 
ground until this angle is 68° as shown. The crystal is then sawed 
in two, perpendicular to these end faces along the short diagonal 
as shown, and the sawed faces are pohshed. The resulting poly- 
hedrons are then cemented back together with Canada balsam. 

The index of refraetidn (for sodium light) is, for the ordinary 


DOUBLE REFRACTION: POLARIZATION 689 

ray, 1.658; for the extraordinary ray, 1.486; and for the Canada 
' balsam, 1.530. Hence the ordinary ray passes from an optically 
denser to an optically rarer medium; its vibrations are perpenr 
f dicular to the paper (as shown by the dots) ; and it meets the sur- 
face of the balsam at an angle greater than the critical angle. It 
therefore suffers total reflection at the surface of the balsam and 
^ is totally absorbed by the black paint, as shown. The extraor- 
dinary ray, however, is passing from a rarer to a denser medimn; 



VERTICAL CROSS -SECT/ON 

Fig. 559. The Nicol Prism 


its vibrations are parallel to the plane of the paper (as shown by 
the short cross hnes), and it re-enters the calcite at an angle less 
than the critical angle. Consequently it is not totally reflected, 
but emerges plane-polarized. 

The experiments of Wiener, Drude, and others * on the produc- 
tion of stationary waves in plane-polarized light identify what 
we have called the direction of vibration with that of the electric 
vector of Maxwell’s electromagnetic theory. It follows, therefore, 
that in a beam of plane-polarized light transmitted by a Nicol 
prism, the electric vector is parallel to the short diagonal of the 
end face of the prism. 

The Nicol prism, or nicol, is widely used in polarizing instru- 
ments because the light in passing through it undergoes no change 
in color. 

The Gian Thompson prism is similar to the nicol, but its sur- 
faces are so cut that the axis of the transmitted beam suffers no 
displacement when the prism is rotated. This is necessary in such 
instruments as spectrophotometers. 

576. Polaroid. In the last few years, a material for poleirizing 
light has been brought out under the trade name olpolaroid. This 
is made by suspending tiny synthetic crystals of iodized quinine 
sulphate in liquid cellophane, which is then hardened under com 
ditions that cause practically all the crystals to arrange them- 
Light for Students, p. 4iM. 
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selves with their axes parallel. Each square inch of film contains 
about 10*^ crystals, which have a slight purple color. Polarization 
takes place by double refraction followed by the absorption of one 
component, as in tourmaline, and is about 99.5% complete. 

Polaroid film is mounted between two plates of annealed glass 
and set in a bakelite rim on which the axis is marked (Fig. 560). 
Polaroid plates of edmost any size may be made, and they are 

particularly serviceable 
where large ones are required, 
as in apparatus for photo- 
elasticity. They are also be- 
ing applied to such practical 
problems as the elimination 
of glare. 



Fig. 560. 


Polaroids. (Courtesy Polaroid 
Corp., Boston) 


676. Polarization by re- 
flection and transmission. In 
the year 1808, Malus, a 
, French military engineer, 

while looking through a crystal of calcite at the sun reflected from 
a window of the Luxembourg Palace, noticed that as the crystal 
was turned, first one of the two images disappeared and then the 
other. He had discovered that fight 
is polarized by reflection. 

Light is always partially polarized 
when it is reflected. The phenome- 
non is conveniently studied by means 
of Norremherg’s apparatus (Fig. 

561). 

Let a beam CD of ordinary fight, 
with its vibrations in all directions at 
right angles to CD, fall upon a plate 
P of clear glass. Then let the re- 
flected beam DH and the trans- 
mitted beam DE be examined with 
a Nicol prism, or a Polaroid. It will 
be found that both beams are par- 
tially polarized at right angles to each other. The vibrations of 
the polarized part of tihe reflected beam are perpendicular to the 



Fig. 561. 


Norremberg’s Polari- 
scope 
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plane of incidence (i.e., parallel to the surface of the mirror) ; while 
the vibrations of the polarized part of the transmitted beam are 
in the plane of incidence, which is normal to the reflecting surface.. 
In Fig. 561 only the polarized parts of the reflected and trans- 
mitted beams are shown. 

The reflected light is said to be plane-polarized in the plane of 
incidence, which is called the plane of polarization. These defini- 
tions lead to the rather unfortunate convention that the vibrations 
(direction of the electric vector) are perpendicular to the plane 
iff which the light is said to be polarized. 

A second mirror A* serves as an analyzer. When parallel to P, 
it reflects readily, the beam HJ being polarized in the plane of 
incidence as shown. But when A is rotated 90° about DH as an 
axis, no light is reflected. The vibrations of DH are then normal 
to A and the beam is totally absorbed or transmitted, according 
as A is of black or clear glass. 

As the angle of incidence CDN is increased, the degree of 
polarization of the reflected beam DH increases until, for an 
angle of about 57°, it is almost completely polarized, if the reflector 
is of crown glass. The degree of polarization of the transmitted 
beam is then about 16%. If the angle of incidence is then further 
increased, the polarization of the reflected beam again diminishes; 
but that of the transmitted beam continues to increase up to 
grazing incid.ence. 

Since only about 9% of the energy of the incident beam is re-; 
fleeted at best, we cannot get a strong beam of polarized light by 
reflection. However, the degree of polarization of the transmitted 
beam increases at each reflecting surface, so 
that by passing the beam through a medium 
such as 8 microscope slides, a very strong beam 
about 60% polarized is secured. 

677. Brewster’s law. Sir David Brewster 
discovered in 1815 that when maximmn polari- 
zation takes place, the reflected and refracted Angle of 

beams are at right angles to each other. This oanzatjon 
fact enables us to compute the angle of polarization, i.e., the angle 
of incidence for which polarization is a maximum. 

* For this mirror black glass is best because it gives no reflection from its back 
surface. 


N 
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For the nornnetallic substance of which a mirror is made, we 
have (Fig. 562): 

sin i 

a = — 

sm r 

sin i 

~ sin (90° — i) 

_ sin i 
~ cos i 

= tan i. (429) 

This is Brewster’s law; The tangent of the angle of maxunum 
polarization equals the index of refraction of the reflector. 

As the index of refraction is different for different wave lengths, 
so is the angle of maximum polarization. Jamin found that for 
ordinary light, polarization is most complete when the index of 
refraction is 1.46. 

• Crown glass has a mean index of refraction of about 1.55; hence 
its angle of polarization is: 

, : i = tan~^ 1.55 

. = 57°10'. 

Brewster’s law enables us to determine the index of refraction 
of opaque substances such as coal, felspar, obsidian, etc., but it 
cannot be used with metal reflectors since they produce elliptic 
polarization. 

678. Polarization by scattering: The TsmdaU effect. The phe- 
nomenon of the scattering of light by fine particles is known as 
the Tyndall effect, although it was first used by Faraday in 1857 
to detect the presence of particles of gold which were too small to 
be seen by means of a microscope. 

A familiar example of the effect is the path of a beam of sun- 
light admitted into a darkened room through a keyhole, or other 
aperture, and made visible by the light reflected from particles of 
dust in the air. A more spectacular illustration is the brilliant 
display of searchlights of the United States battle fleet at San 
Pedro, California (Fig. 563). Such beams, though not always 
conical, are called “Tyndall cones” because John Tyndall, who 
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first made a thorough study of the phenomenon, used a conical 
beam (1869). 

He found that if a strong beam of light is passed through a ves- 
sel containing no fine particles, the beam is not visible. But when 
fine particles such as those of smoke are admitted, the beam be- 
comes visible; and the scattered light is plane-polarized, with its 



Fig. 563. Gigantic Tyndall Cones 


vibrations perpendicular to the plane determined by tbe direction | 

of the incident light and the line of observation (Fig. 564). j 

The color and the intensity of the scattered light depend upon | 

the size of the particles. When they are very small (comparable I 

to the wave length of the light), the scattered light is blue; hence | 

the sky is blue. As the particles are made larger, the longer wave I 

lengths also are scattered, until finally the scattered light is white. I 

Thus the smoke from the lighted end of a cigar is blue, but that | 

exhaled from the lungs is white on account of tbe grouping of the | 

carbon particles into larger assemblies by the moisture of the I 

breath. Ordinary reflection does not affect color, so that scatter- I 


I 
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ing by fine particles is due to diffraction. With large particles the 
light is reflected. 

This phenomenon also enables us to determine the direction of 
the electric vector in a beam of plane-polarized light. The scatter- 
ing is most probably due to 
sympathetic vibrations of elec- 
trons in the atoms with the elec- 
trie vector of the original beam. 
In this beam all the vibrations 
/ C * D } sre normal to its direction 80. 

^ Of these vibrations, only the com- 

ponents normal to the plane 
80N win be perceived by the eye 
E as light, since light waves 
£ must be transverse. In the ex- 




N 

^ ^ ^ periment, the polarized beam ON 

is transmitted most completely 
by the nicol when the short di- 
agonal of its end face is normal 
to the plane SON. Hence, in a 
beam of plane-polarized light 
transmitted by a nicol, the plane 



Fig. 564, Polarization by Scattering 


of the electric vector is parallel to the short diagonal of the end 
face of the nicol. 

679. Interference of plane-polarized light. In Young’s experi- 
ment it was found that in order for two wave systems to interfere, 
they must originate from the same source. In addition, if the two 
beams are plane-polarized, the planes of polmzation must be the 
same. 

An arrangement for producing such interference is shown in 
Fig. 565. 

A beam of ordinary white light MN, whose vibrations are 
transverse in all possible planes through MN, strikes the polarizer 
P and the emerging beam NO is plane-polarized with its vibra- 
tions (electric vector) parallel to the optic axis Oiai,* which is 
horizontal. 

It then passes through a doubly refracting crystal C, which re- 

^Fttr maximum effect, ojOs should make an angle of 45° with oiUi. 
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solves it into an ordinary ray OR (with its vibrations perpendicu- 
lar to the optic axis 0202 ) and an extraordinary ray XY (with its 
vibrations parallel to the optic axis). Assuming that the index of 
refraction for the extraordinary ray is less than for the ordinary, 



z 

s 


it follows by Sec. 551 that the extraordinary ray travels through 
the crystal faster than does the ordinary. Hence, on emerging, 
there will be a phase difference between them; but since their 
vibrations are not in the same plane, they will not interfere. 

If, however, an analyzer A is interposed in the path, with its 
axis at right angles to that of the polarizer, it will transmit only 
the vertical components of OR and XY in such a way as to in- 
troduce an additional 180° difference of phase, as may be seen in 
Fig. 566. Here point B represents the axis of Fig. 565 when viewed 
from M toward S; and UiUi and UsOs 
are the traces of the planes of vibra- 
tion of the beams transmitted by the 
polarizer and analyzer, respectively, 
on the plane of the paper. 

The vector BP, representing the 
amplitude of the beam transmitted 
by the polarizer, is resolved by the 
crystal into the extraordinary beam e 
and the ordinary beam 0 . Of these 
beams, the analyzer transmits only 
the components e' and o', which are parallel to its axis, and in- 
troduces a phase difference of 180° due to the resolution, as 
shown. This is in addition to the phase difference due to their 
relative retardation by the crystal. 

Beams and YZ (Fig. 565) are therefore in a condition to 
interfere; and they will be in opposite phase for any color for which 
their relative retardation in the crystal is an even number of half 
wave lengths. That color will then suffer destructive interference. 
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Hence a crystal which is colorless in ordinary light shows colors 
due to interference when examined in polarized light, the colors 
depending upon the index of refraction and the thickness of the 
specimen. This fact is employed by the geologist to detect dif- 
ferences in structure of crystals that otherwise escape notice. 

680. Circularly polarized light. If monochromatic light is 
used in Fig. 565 and the thickness of the doubly refracting crystal 
C is such as to retard the ordinary ray one-quarter of a wave 
length behind the extraordinary, we have two simple harmonic 
vibrations at right angles and 90° out of phase. These are the 
conditions which give circular motion. Consequently, the beam 
between C and A is said under these circumstances to be circu- 
larly polarized: the plate C is then called a quarter-wave plate. 

When circuleuly polarized light is passed though an analyzer A, 
the emerging beam is plane-polarized, but its intensity is not 
changed as the analyzer is rotated. If, however, circularly polar- 
ized light is peissed through a quarter-wave plate, it again be- 
comes plane-polarized and can then be extinguished by the ana- 
lyzer A. This is the test for circularly polarized light. 

If the ordinary and extraordinary beams are not 90° out of 
phase, on rotating the analyzer the intensity of the emerging 
plane-polarized beam will vary. The incident beam is then said 
to be elliptically polarized. 

681. Photoelasticity. Sir David Brewster reported to the Royal 
Society in 1816 that glass and other transparent bodies under 
stress exhibit the property of double refraction. This phenome- 
non, known as photoelasticity, has come into extensive use by en- 
gineers for the determination of the stresses in machines and 
structures that do not admit of satisfactory solution by ordinary 
mathematical analysis. 

A small model of the structure is made to scale from some trans- 
parent material, such as bakelite, and loaded in a manner similar 
to the loading of the structure under investigation. 

If the loaded model is placed in ordinary plane-polarized light 
between crossed nicols and viewed through the analyzer, it is 
seen to be crossed by a system of colored cmves (isochromatics) 
and a system of dark curves (isoclinics). The former are the re- 
sult of interference, as described in Sec. 578. The latter are due 
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to the fact that where the direction of a principal stress in the 
model is parsiUel to the direction of vibration of the plane-polarized 
hght, that Hght will pass through the model unaltered and will 
be stopped by the analyzer, thus giving rise to dark bands. When 
monochromatic light is used, both sets of curves are dark and 
confusion may arise. This may be avoided 
by using circularly polarized light, which 
elimmates the isoclinics. By means of these 
sets of curves and characteristic constants of 
the material, the stresses in the model may 
be determined, and these in turn are pro- 
portional to those in the actual structure. 

Figure 567 shows the isochromatics, or 
“fringes,” for a test piece having a hole in 
it and subjected to pure tension. The curves 
are not stress contours, but are lines along 
which the difference of the principal stresses 
in the member is constant. At a surface, 
however, where one of the principal stresses 
is zero, the value of the remaining stress is 
proportional to the number of the correspond- 
ing fringe, counted from the point where the 
stress is known to be zero. 

One may determine by inspection the re- 
gion of greatest stress by the concentration 
of fringes. Thus, in Fig. 567, the stress is 
not uniform across the material on each side 



Fig. 567. Fringes 
Showing Stress Distri- 
bution around Punched 
Hole. (Courtesy of Dr. 
M. M. Frocht) 


of the hole, but is greatest at the surface of the hole. 


682. Rotation of plane of polarization. In 1811 Arago dis- 
covered that various solids, Hquids, and vapors have the property 
of rotating the plane of polarization of a beam of light passed 
through them in certaiii directions. These are called optically 
active substances. If the rotation is clockwise as one looks along 
the beam toward the source of the light, the substance is said to 
be dextrorotatory; otherwise it is levorotatory. 

There are about 30 soHds and some 700 liquids and solutions 
that are known to be optically active. Of the solids, quartz is 
the most notable, some crystals producing right-handed, others 
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left-handed, rotation. All the optically active liquids and solu- 
tions are organic compounds. Sugar which in solution is dextro- 
rotatory is called dextrose; that which is levorotatory, levulose. 



Fig. 568. Polarimeter. (Courtesy Central Scientific Co.) 


Specific rotation is defined as the rotation produced by a column 
of liquid one decimeter long containing one gram of 'the optically 
active substance per cubic centimeter of the solution. It is posi- 
tive for dextrorotatory substances and negative for those that 
are levorotatory. 

Algebraically, 



where a is the specific rotation; 

r is the angle of rotation in degrees ; 

I is the length of the column in decimeters ; and 
c is the density of the liquid or the concentration of the 
solution in grams per cm®. 

In Fig. 568 is shown a polarimeter for the measurement of 
optical activity. 
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683. The Faraday and Kerr effects. Faraday found (1845) that 
if a transparent isotropic substance is placed in a strong magnetic 
field, the plane of polarization of light transmitted through the 
medium parallel to the direction of the field is rotated. This is 
known as the Faraday magneto-optical effect. The direction of 
rotation is the same as the direction of the current that produces 
the magnetic field. If the beam of light is reflected back along the 
same path, the effect is doubled; whereas in the case of natural, 
optically active substances, the two rotations neutralize. 

_ Faraday sought a similar effect due to an electrostatic field, but 
without success. It was not until 1875 that the phenomenon was 
discovered by Kerr. He found that certain substances ordinarily 
isotropic become doubly refracting when in an electrostatic field, 
and have the properties of a unieodal crystal with its optic axis 
parallel to the direction of the field. This is known as the Kerr 
electro-optical effect. It is particularly marked in carbon bisul- 
phide and nitrobenzene. 

To demonstrate the phenomenon, a “Kerr cell” is prepared. 
This consists of a glass box with two metalhc sides which form the 
plates of a condenser. The box is filled with the substance to be 
examined and a high potential is estabhshed between the metallic 
sides. The Kght is transmitted parallel to the condenser plates. 

If the cell is placed between a pair of nicols set for extinction 
with their axes at 45° to the direction of the field, the arrangement 
forms an electrostatic shutter, transmitting when the field is on 
and stopping the light when the field is off. It opens and closes 
with extreme rapidity, and is therefore employed in investigations 
involving very short time intervals. 

PROBLEMS 

1. What angle must a beam of light make with a plate of flint glass (n = 1.65) 
for maximum polarization of the reflected beam? 

'2. With sodium light, if the index of refraction of Iceland spar is 1.658, and 
of Canada balsam, 1.530 for the ordinary ray, find the critical emgle for Iceland 
spar with reference to Canada balsam. 

3. If at maximum polarization 8% of a beam of light is reflected at the 
front surface of a plate of glass and 6.7% at the back surface, and if 6% is ab- 
sorbed in the glass, what is the intensity of the emergent beam and its degree of 
polarization after passing through one plate? 

Light reflected from the cleavage surface of a piece of coal is foimd to 
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experience maximum polarization for an angle of incidence of 57®30'. What is 
the index of refraction of the piece of coal? 

5. A column of sugar solution 20 cm long, having a specific rotation of 66.4, 
rotates the plane of polarization 23.9®. What is the concentration of the solution? 

6- A column of a solution of dextrose is 10 cm long and has a concentration 
of 0.12 gm/cm^. If it rotates the plane of polarization 6.3®, what is the specific 
rotation of dextrose? 

7. A solution of levulose has a concentration of 0.21 gm/cm^ and in a column 
20 cm long it rotates the plane of polarization —37.2®. What is the specific 
rotation of levulose? 


CHAPTER XLIV 


PHOTOMETRY 

584. The standard candle. In order to assign numbers to the 
intensity, or strength, of a source of light in d given direction, it 
is necessary to adopt a standard source whose intensity is taken 
as unity. 

The unit of luminous intensity is called the candle. Although 
originally defined in terms of candles made according to strict 
specifications, it no longer has any connection with an actual 
candle. 

The candle is the intensity in a given direction of an imaginary 
source whose ability to give out light in that direction is equal 
to a definite fraction of the average horizontal intensity of a 
group of 45 carbon filament lamps preserved at the U.S. Bureau 
of Standards.* It is practically identical with the international 
candle established in 1909 by agreement among the national physi- 
cal laboratories of France, Great Britain, and the United States. 
It is 1/10 of the intensity of the British Harcourt pentane lamp, 
and 10/9 thal of the German Hefner lamp, to a close approxi- 
mation. 

An imaginary source whose luminous intensity in every direc- 
tion is 1 candle is referred to as the standard candle. 

A new definition of the candle has been adopted by the In- 
ternational Commission on Illumination, as follows: 

The candle is 1/60 of the intensity in a given direction of one 
square centimeter of surface of a black-body radiator at the 
temperature of freezing platinum (1755°C), the surface being 
normal to the given direction. The new value of the candle is very 
slightly less than its former value. 

The candle power / of a source in a given direction is its in- 
tensity in that direction expressed in candles. Thus, if the ability 
of a certain lamp to emit light in a certain direction is 25 times 

* Illuminating Engineering Societ.y, Nomenclature and Photometric Standards ( 1932 ). 
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that of the standard candle defined above, its candle power m 
that direction is said to be 25. 

The intensity, or candle power, of a source in different direc- 
tions varies greatly, as is shown by the polar diagram of Fig. 569. 
Here the length of the radius vector of any point of the curve 

represents the candle 
power of the lamp in that 
direction. The whole 
curve shows the distribu- 
tion of intensity of the 
lamp in a vertical plane. 

A point source is a 
source whose dimensions 
are negligible, so that its 
light may be considered 
to emanate from a point. 
If, in addition, its inten- 
sity is the same in aU di- 
rections, it is a uniform 
point source. 

Fig. 569. Intensity Distribution in Vertical Plane chapter, unless 

otherwise specified, it is assumed that the source is so small in 
comparison with the other dimensions of the setup that it may 
be considered a point source. 

686. Light: Luminous flux. Light is defined as radiant energy 
evaluated in proportion to the sensation of vision that it produces. 
Quantitatively, the amount of light of a 
given wave length is the amount of radiant en- 
ergy of that wave length multiplied by the vis- 
ibility factor (Sec. 594) for that wave length. 

Luminous flux is the time rate of flow of 
light. It is a scalar quantity. 

Let us think of the light from a uniform 
point source of intensity I (Fig. 570) as falling 
upon an area A on the inner surface of a 
sphere of radius R having its center at the source. 

Then the luminous flux F, or the quantity of light per second, 
falling on the area A will vary as follows: 


’ ■ _ . ' . ' 1 . 
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Therefore, 


oc I when A and R are constant 
cc A when I and R are constant 

cc ^2 when I and A are constant, by Eq. (194). 


when edl vary 


F^k-. 


where ^ is a constant depending upon the choice of units. 

The solid angle « in steradians at the vertex of a pyramid or 
cone is defined as the ratio of the area A intercepted on a spherical 
surface, whose center is at the vertex of the pyramid or cone, to 
the square of the radius of the sphere. Thus, in Fig. 570, 

A . ,. 


steradians. 


Eq. (a) may therefore be written: 


As no unit of F has been chosen so far, we proceed to choose 
that unit so as to make ^ = 1. 

The unit of / is 1 candle. 

The unit of w is 1 steradian. 

We therefore define the unit of F, called the lumen, as foUows: 
The lumen is the luminous flux produced in a solid zingle of one 
steradian by a uniform point source of one standard candle at the 
vertex of the angle. 

Writing into Eq. (b) the values in this definition, we have : 

1 lumen = ^(1 candle) (1 steradian) 

so that k = 1 for these units, as was intended. 

Hence, when these units are used, k may be omitted, and 
Eq. (a) may be written: 

j 4 . an) 


(431) 



704 , 


LIGHT 


In Eq. (431), the area A, being on the surface of the sphere, is 
everywhere normal to the direction of I. If an area A' is used 

not perpendicular to the direction of 
7, its resolved part A which is per- 
pendicular to I is, from Fig. 571 : 

A = A' cos 6. 

Hence the more general expression 
for F is: 

p _ (432) 

In either case, 

A A' cos 6 

■^2 - - CO 

so that always 

F = Iw (433) 



provided the Imninous intensity I is uniform. 

If I is not uniform, we must take a solid angle dui so small that, 
within that angle, I may be considered uniform. Then Eq. (433) 
becomes: 

dF — Ido}. (434) 


The total soUd angle w* about a point is the area, of the sphere 
divided by the square of its radius. That is, 

47r7?^ 

cot = - ^2 — 47r steradians. 

The total Ituninous flux Ft from a uniform point source having 
an intensity of 1 candle in aU directions is foimd by putting these 
values in Eq. (433). 

^ ‘ ~ stS^Sn)*-'^^ steradians) = 47r lumens. (435) 

Since light travels in straight lines, the light that is radiated 
into a solid angle remains in that angle, however far its surface 
may be extended, so long as the medium is homogeneous and 
non-absorbing. 
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686. Illumination E is defined as the quantity of light that 
falls per second upon unit area of the iUuminated surface; i.e., 
it is the luminous flux per urut of area A'. Algebraically, 

^ (436) 

so that, from Eq. (432), 

E = -j, = -^^cose. (437) 

From this equation we get the units of illumination, for when 

F = 1 lumen; 1=1 candle; 

A' = 1 ft2; F = 1 ft; and 6 = 0; 


then E = 1. This unit is called the foot-candle. 

The foot-candle is the illumination on a 
surface all points of which are at a distance of 


one foot from a uniform point source of one Fig. 572. The Lu- 



candle (Fig. 572). 

Writing the above values back in Eq. (437), 

lumen 1 candle 


Similarly, 


and 


1 foot-candle = 1 


Ilux s 1 


1 phot = 1 


1 ft2 

lumen 

meter® 

lumen 

cm® 


(1 ft®) 


men 


X 1. 


(438) 


687. Brightness. Whereas illumination refers to the light that 
falls upon a surface, brightness refers to the light that comes away 
from a surface. It may be measured in two ways; in terms of 
flux, or in terms of intensity. 

1. The brightness of a surface is defined as the luminous 
flux emitted or reflected per unit of actual area A' of the surface. 
This is often called the “flux brightness.” If the brightness of 
the surface is not uniform, the definition gives its average bright- 
ness. Algebraically, 



( 439 ) 
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When F = 1 lumen and A' = 1 cm®, the unit of B/ is called 
the lambert. 

lumen 


1 lambert = 1 


cm^ 


In words, the lambert is the average brightness of any surface 
emitting or reflecting light at the rate of one lumen per square 
centimeter of actual surface. 

In the majority of cases, the brightness of a surface is not uni- 
form and depends upon the direction from which it is observed. 
Consequently, the more generally used definition of brightness 
is the following. 

2. The brightness B of a surface in a given direction is the 
ratio of its luminous intensity I in that direction to the projected 
area of the surface on a plane perpendicular to the given direction. 
Algebraically, 

I I 

(440) 


B 


A' cos d 


where I is the intensity in the given direction; 

A is the projected area; 

A' is the actual area; and 

$ is the angle between the direction of the intensity and 
that of the normal to the surface. 

When I is in candles and A in cm®, B is expressed in candles 
per square centimeter of projected area. 

The relation between the candle per cm® of projected area and 
the lambert may be shoAvn as follows (Fig. 573). 

Consider a sphere of radius r cm maintained 
at such a temperature that as a light source its 
intensity in any direction is 1 candle. 

Then, in any direction OA, its intensity is 1 
candle and its projected area is xr® cm®. Hence its brightness is: 

n 1 candles , _ 

~ ^m®" 

Again, the total lumindus flux emitted is 4x lumens and the 
total area is 4xr® cm®. Hence, in terms of luminous flux, 

4t lumens 1 lumens 



Fig. 573 


B/ = 


47rr® cm® 


cm® 


by Eq. (439). 
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But these two values represent the same brightness. Therefore, 


or 


1 candles _ 1 lumens 
Trr^ cm^ ”” cm^ 


, candle lumens 

X 9 7r n 

cm^ cm^ 


■K lamberts. 


The reflection factor, or reflectivity, of a surface is the ratio of 
the tight reflected by the smface to the tight incident upon it. 
In general, the reflection factor will be different for different wave 
lengths. Considering aU wave lengths together, i.e., “white light,” 
the reflection factor is called the albedo of the body. 

The distinction between illumination and brightness may be 
made clearer by the following illustration. Let a piece of white 
blotting paper and a piece of black velvet be placed side by side 
at a distance of 2 ft from a 40-watt lamp (about 40 cp). The 
illumination is then the same for both paper and velvet: about 
10 foot-candles, or lumens /ft^. 

But the albedo of white blotting paper is 70%, whereas that of 
black velvet is only 0.4%. Hence the brightness of the paper will 
be about 7 lumens per ft*, but that of the velvet will he about 
0.04 lumens/ft*. Black letters on the paper could be easily read, 
but on the velvet they would be quite invisible. 

In general, if * 

E is the illumination on a reflector in foot-candles, 
p is the reflectivity of the surface, and 
B is the brightness of the smface in candles /ft* in a direction 
normal to the surface, 

then 

B = p^- (440a) 

688. Lambert’s cosine laws. In Eq. (437), it is seen that the 
illumination of a surface is directly proportional to the cosine of 
the angle which the incident ray makes with the normal to the 
surface. This fact is known as Lambert’’ s cosine law for incidence, 
eifter Johsmn Heinrich Lambert. 

Lambert concluded also, from experiment, that the luminous 
intensity / emitted in a given direction by a perfectly difftiging 
surface is proportional to the cosine of the angle between the 
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direction of the emitted ray and the normal. T his is Lambert’s 
cosine law for emission. It is rigorously true only for a theoretical 
black body, but is sufficiently accurate for practical purposes in 
many cases. It is in consequence of this law that a uniformly hot 
incandescent sphere appears equally bright at all points on its 
surface. 

689. The Bunsen photometer. This is the standard device for 
comparing the luminous intensities (candle powers) of two sources. 



It consists (Fig. 574) of a sturdy steel bed, or optical bench, on 
which are three movable carriages. On the end carriages are 
mounted the two lamps to be compared, while on the middle 
placed the photometer head, or photometer box. 
Within this box is a screen whose two sides are illuminated by 
the respective lamps, and an arrangement of prisms or mirrors by 
means of which both sides of the screen may be seen side by side. 
The screen is adjusted to a position between the two sources at 
which a photometric match is obtained; i.e., until the two sides of 
the screen appear equally bright. Then, if the two sides of the 
screen have the same reflection factor, the illuminations of the 
two sides are equaL 

In Fig. 575, let h and h be the luminous intensities of the two 


sources, respectively, and suppose the screen S to have been ad- 
justed until a photometric match has been secured. That is, 

El = Ei 

which, from Eq. (437), gives: 



Fig. 575 

But the instriunent is made so that 6i = 62 = 0, since the beams 
from both lamps are normal to the screen. Hence, 


cos di = cos 62 


and 


h 

h 


D2^ 


(441) 


which is the law of the Bunsen 
photometer. 

690. The Lummer-Brodhun 
cube. Of the various devices 
that have been designed for 
bringing the light from the two 
sides of the photometric screen 
into juxtaposition, the Lummer- 
Brodhun cube is one of the 
most satisfactory. It is shown 
at C (Fig. 576), in its position 
relative to the other parts of the 
photometric head. 

The original cube of crown 
glass is sawed along a diagonal 
plane, yielding two triangular 



Fig. 576. Lummer-Brodhun Cube 


prisms. The corners of the hypotenusal face of the left prism are 
ground away, leaving that face elliptic in shape. The two sawed 
faces are then highly polished and cemented back together with 
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Canada balsam, whose index of refraction is very nearly the same 
as that of crown glass. 

Light from the two sources h and 1 2 is received on opposite 
faces of the screen S, which is coated with the very white MgO or 
MgCOs. 

From S the beams are diffusely reflected into the total reflecting 
prisms Pi and P 2 , which in turn reflect them into the cube, as 
shown. 

Rays (full lines) from 1 2 , which strike the hypotenusal face of 
the right-hand prism where it is backed by air in the angles a, a, 
are totally reflected and illuminate the outer ring of the field of 
view J. Those rays from 1 2 which strike the surface where the 
prisms are cemented together continue straight through 6md are 
absorbed by the black paint on the outside of the prism. 

Similarly, only those rays (dotted) from h that strike the cen- 
tral, cemented section of the left prism pass through, all the others 
being reflected or refracted to the sides and absorbed by the black 
paint. 

Hence, in the field of view J as seen through the lens L, the 
central circle is illuminated entirely by light from Ji, while the 
surrounding annular ring is illuminated entirely by 1 2 . Their 
brightnesses can therefore be matched with a considerable degree 
of exactness, provided the lights from the two sources are of the 
same color. 

When the lights from the sources are not of the same color, it is 
not possible to say just what is a photometric match. For this 
case it is customary to use the combined brightness and contrast 
type of Lummer-Brodhun cube * or a flicker photometer. 

691. The flicker photometer. A simple form of flicker photom- 
eter has been devised by Whitman (Fig. 577). 

A disk R of the form shown in Fig. 577b is mounted on the shaft 
AB and driven by a variable speed motor. It is set so that its face 
F makes an angle of 45° with the photometric axis. The stationary 
screen S also makes 45° with this axis, and both are coated white 
with magnesium oxide. They are viewed through the sight tube T. 

Light is reflected to the eye from source /i when sectors Vi and 

*Cady and Dates, Ittnmiruding Engineering (New John WUev and Sons, 
1928), p. 195 
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F 2 are in front of the tube, and from source Ii when the openings 
Gi and G 2 are in front of it. 

The eye will therefore observe a flicker both on account of the 
difference of color and the difference of intensity of the sources. 
As the speed of the disk is increased, the color flicker will disappear 
first. Intensity flicker is eliminated by adjusting the distances 



Di and D 2 of the sources from the center line of the sight tube. 
The best speed is the minimum one at which flicker can be made 
to disappear completely. 

The intensities h and 1 2 are then directly proportional to the 
square of the distances Di^ and £> 2 ^ as in the case of the Bunsen 
photometer. ' 

692. nituninometers. Portable photometers, calibrated to read 
in foot-candles or other units of illumination, are called illumi- 
nometers. One of the most satisfactory of these has been the “Mac- 
beth lUuminometer” of the Leeds and Northrup Company. It is 
shown in Fig. 578. 

The Lummer-Brodhun cube is at C. The illumination to be 
measured is matched against the illumination Ei on the trans- 
lucent screen S produced by the lamp L. L is adjusted back and 
forth by a rack and pinion until a match is secured; the value of 
F ^2 is then read directly on a scale on the rod ii. 
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This instrument has the unique advantage that it is calibrated 
to the eye of the observer each time it is used, by comparison 
with an accompanying standard of illumination. 

A very simple and inexpensive iUuminometer, or foot-candle- 



Fig. 578. Macbeth IUuminometer. (Courtesy Leeds and Northrup Co.) 


meter, has recently been brought out. This employs the Weston 
photronic cell (Sec. 523), and a sensitive microvoltmeter (Fig. 579). 

While the instrument gives objective readings, it 
has the disadvantage that the sensitivity curve 
for the photronic cell is not the same as that 
for the eye, although it is a good approximation 
thereto. Compare Figs. 504 and 580. 

With this instrument, Lambert’s cosine law , 
may be readily demonstrated. 

693. The mechanical equivalent of light. The 
total energy transmitted per second in a beam 
of light may be measured by allowmg the light 

Fig 579 Foot upon the blackened front surface of a 

Candle MetTr" Silver, or gold, to whose back surface is 

(Courtesy Western soldered a sensitive thermocouple (Fig. 263). 
Elect. Inst. Co.) reading of the thermocouple is proportional 

to the energy received (and converted into heat) per second, i.e., 
to the mechanical power of the beam in watts. 

We may measure the quantity of Ught transmitted per second 
in the beam by matching it against the known luminous flux from 
a standard lamp on a photometer. 

The rmehanical equivalent of light m is defined as the number of 
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watts of radiant power $ required to produce 1 lumen of luminous 
fluxF. 

Algebraically, 

_ # watts 
^ ~ F lumen 
or 

= mF* 


Unfortunately it is not quite so simple, because the power re- 
quired to produce 1 lumen is different for different wave lengths, 
being greatest in the violet and red and least in the greenish yel- 
low. Hence it is necessary to specify the wave length X by a 
subscript: 


i-x = mxFx. (442) 


The mechanical equivalent of light has been determined by 
various observers, and is found to be a minimum for the wave 
length 5576 A. The value of the 


Least mechanical equivalent of light = 0.00162 


watt 

lumen 


694. Visibility. The visibility factor Kx is defined as the num- 
ber of lumens produced by 1 watt of radiant power; i.e.. 



(443) 


The visibility factor is therefore the reciprocal of the mechanical 
equivalent of light for a given wave length. Hence the visibility 
factor is a maximum for the same wave length (5576 A) for which 
the mechanical equivalent is a minimum . 

Maximum visibility factor = ththtao = 617 . 

■' 0.00162 watt 


The relative visibility for any wave length is defined as the ratio 
of the visibility factor for that wave length to the maximum visi- 
bility factor. Relative visibility is usually expressed in percentage. 
When relative visibilities are plotted as ordinates against wave 

* Compare with mechaBical equivalent of heat J: W ^ JH (Sec. 317). 
t W. W. Coblentz, U.S. Bureau of Standards, VoL XIV, No. 3. 
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lengths as abscissas, the resulting curve (Fig. 580) is called the 
visibility curve, or the curve of retinal sensitivity. 

The colors corresponding to the various wave lengths may 
easily be kept in mind by means of the following table of approxi- 
mate values.* 


my £- LENGTHS 

Fig. 580. Sensitivity of Human Eye 


Colors 

Violet 

Blue 

Green 

Yellow 

Orange 

Red 


Wave lengths 

0.43m = 4300 A 
0.48m = 4800 A 
0.53m = 5300 A 
0.58m = 5800 A 
0.63m — 6300 A 
0.68m = 6800 A 


Here 1m = 0.001 nun and 1 A (angstrom) = 10“® cm. 

It will be noticed that the wave length (5576 A) for which visi- 
bility is a maximum lies in the greenish yellow, about midway of 
a normal spectrum. It is very nearly the color of the light of the 
firefly. The firefly is the most efficient light source known. 

895. Quantity of light. We are now equipped to rmderstand 
better the meaning of quantity of light, or simply of light, as the 
word “quantity” is often omitted. 

* Michelscm, Wave Lengths and (Ilndversitv of Chicago Press, 1907), 
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Since we have used the symbol radiant power, it follows 

that 


Radiant energy = 


Then if we use Q to designate quantity of light, we shall have, 
by the definition of Sec. 585, 

But by Eq, (443), 

Therefore, 

Q = Fi (444) 

whether the light is monochromatic or not. 

When F = 1 Ixunen and t = 1 sec, Q = 1. This unit quantity 
of light is called the lumen-second, 

A lumen-second is the quantity of light that passes a cross 
section of a beam of light in one second when the flux is one 
lumen. 


PROBLEMS 

1. A photometric match is obtained when the screen is 50 cm from a standard 
larhp of 40 cp and 120 cm from a tungsten lamp of unknown candle power. 
What is the candle power of the tungsten lamp? 

2. A photonibetric match is obtained when the screen is 30 cm from a standard 
Hefner lamp and 150 cm from a carbon lamp. What is the candle power of the 
carbon lamp? 

3^' A photometric match is obtained when the screen is 40 cm from a standard 
lamp of 50 cp and 120 cm from a Nernst filament lamp. Find the candle power 
of the Nernst lamp. 

4. A 20-cp and a 40-cp lamp are 100 cm apart on a photometric bench. Where 
must a screen be placed between them in order that the illumination on its two 
sides may be equal? 

5. Lamps of 100 cp and 75 cp, respectively, are 200 cm apart on an optical 
bench. Where must a screen be placed in order that it shall be equally illu- 
minated by the two lamps? Explain the two answers. 

6. What is the total luminous flux from a 60-cp lamp? 

7. What is the total luminous flux from a 75-watt lamp whose luminous 
efficiency is 0.8 watt per candle? 

8. What is the illumination in lux at a point 6 ft from a 50-cp lamp? 

9. The bulb of a table lamp is 2 ft from the printed page. What must be 
the candle power of the lamp to give the proper illumination for reading? 
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10. A 75-cp lamp is 4 ft above and 3 ft to one side of the center of a horizontal 
table top. What is the illumination at the center of the table top.^ 

11. A 100-cp lamp is 6 ft above and 4 ft to one side of the center of a hori- 
zontal table top. What is the illumination at the center of the table top? 

12. The top of a table makes an angle of 40° with the direction in which a 
lamp 6 ft away has an intensity of 60 cp. What is the illumination on the table 
at the corresponding point in foot-candles and in lux? 

13. What is the quantity of light per sec that passes through an aperture of 
1 dm^ the center of which is 3 m from a 60-cp lamp and which makes an angle of 
60° with the ray to its center? 

14. Assuming the mirror of a headlight to be 2 ft in diameter and parabolic 
and to reflect 50% of the light from a 2000-cp lamp at its focus in a parallel 
beam, find the average intensity of the beam in lumens /ft^. 

15. Find the total illumination produced by the above headlight at a dis- 
tance of 100 ft, due to both the direct and the reflected light. 

16. The top of a desk is covered with blotting paper which has an albedo of 
0.06. A 200-cp lamp is 4 ft above the table. What is the illumination at a point 
where the rays make an angle of 60° with the table top? Assuming perfect dif- 
fusion in any direction making an angle of less than 45° with the normal, what 
is its brightness in such a direction expressed in millilamberts and in candles /cm^? 

17. At a point 100 ft from the foot of a street lamp 10 ft high, the reflection 
factor is 0.25. The candle power in the direction of the point is 300. Assuming 
perfect diffusion when viewed at an angle of 20° with the normal, what is th^ 
brightness of the pavement in lumens /ft^ and in milHlamberts? 
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596. Newton’s experiment. Most of us have noticed that when 
sunlight passes through the angles of crystal pendants or other 
jSieces of “cut glass,” little patches of rainbow colors are thrown 
upon the walls. In 1666, Sir Isaac Newton made a classic experi- 
ment at Trinity College, Cambridge, England, which reproduced 
this phenomenon on a large 
scale and which was the begin- 
ning of the scientific study of 
color. 

Newton admitted a beam of 
sunlight L into a darkened room 
through a hole JEf in a window 
shutter and allowed it to pass 
through a prism P, as shown in Fig. 581. In so doing the beam 
of light was spread out into a band of colors on the opposite wall 
W. Such a band of colors he called a spectrum. 

In this spectrum of sunlight he thought he could distingnigh 
seven colors: violet, indigo, blue, green, yellow, orange, and red. - 



Fig. 581. Newton’s Discovery of the 
Spectrum 


5 , 

^2 







1 / 








Fig. 582. A Pure Color Cannot Be Further Decomposed 


(The initials of these colors form a mnemonic word, vibgyor, by 
which they are easily remembered.) Few, if any, observers can 
identify indigo as a distinct color. 

Newton found also that the colors of the solar spectrum could 
be recombined into white * light by passing the beam through 

* Of various proposed dejfinitions of white light, none has yet been generally ac- 
cepted. In this text we shall consider white light to be average noon stmlight re- 
flected from light northern clouds. 
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two additional prisms properly placed; but that a narrow band of 
color from the spectrum could not be further decomposed by 
passing through another prism (Fig. 582). 

697. Color defined. We now know that instead of only seven 
colors, there is an indefinite number of colors in a spectrum, one 
for each wave length, which may be readily shown by Young’s 
experiment or by means of a grating. 

Color is the visual sensation that depends upon the wave length 
(or the frequency) of the light that enters the eye. It corresponds 
to tone in sound. 

Strictly speaking, the study of color falls in the field of psy- 
chology, but it is advantageous to take it up briefly here. Michel- 
son’s table of Sec. 594 enables us to associate colors and wave 
lengths in a rough way. 

698. Rainbows. From Newton’s experiment, we are able to 
explain the formation of rainbows. In that experiment we saw 

that the shorter wave 
lengths are deviated more 
than the longer ones, as 
was noted in Sec. 554. It 
often happens that rain is 
falling when the sun is 
bright and behind the ob- 
server. If at the same 
time the angle of elevation 
of the sun is correct, rain- 
bows may be seen. 

Each raindrop acts as 
a tiny prism (Fig. 583), 
refracting the light when 
it enters and again when it leaves. Within some drops the light is 
reflected once; in others, twice. ’ The former gives rise to the 
primary bow, and the latter to the secondary bow. It may be 
shown that the rays corresponding to the different colors are those 
for which the deviation is a minimum for their respective colors. 

Since the sun is so far away that its rays are practically parallel, 
it will , be clear from Fig. 583 that the drops which are in correct 
positions to direct light of a given color into the observer’s eye will 



Fig. 583. Primary and Secondary Rainbows 
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lie on the surface of a cone whose axis is the line through the 
eye E and the center of the sun, and that the altitude of the sun 
must be within certain limits or a bow cannot be seen. 

Since violet is refracted more than red, in the primary how red 
will be seen on the outside of the bow, i.e., from drops higher up; 
and violet will be seen on the inside of the arch, i.e., from drops 
lower down. 

In the secondary bow the light enters the drops near the bottom 
and suffers two internal reflections. Energy is lost at each of these 
seflections, and hence the secondary bow is dimmer than the 
primary : it lies above the primary, and has the colors reversed. 

Since the axis of the cones on which the various colors are seen 
is determined by the sun and the eye of the observer, it follows 
that each observer sees a different rainbow. 

599. Hue and saturation. light of a single wave length is 
called a hue, a pure color, or monochromatic light. Colors as ob- 
served in daily affairs are frequently mixtures of one or more hues 
with a certain amount of white light. 

“The saturation of a color is its degree of freedom from admix- 
ture with white light.” * Thus monochromatic light is 100% 
saturated. 

Any color may be specified in terms of its hues and their satura- 
tions. Pink, for example, might have the hue (X = 6438 A) red, 
and be 30% saturated; i.e., this pure red is mixed with 70% of 
white light. 

600. Color of bodies. The colors of bodies in nature are never 
pure, being always the synthetic effect of many wave lengths. 
Only by taking a narrow strip from a spectrum do we get a color 
that is even approximately pure, or monochromatic; i.e., all of a 
single wave length. 

When light falls upon a body there are only three things that 
can happen to it: 

1. It may be absorbed. 

2. It may be reflected. 

3. It may be transmitted. 

* “Nomenclature and Photometric Standards,” Bulletin of the I.E.S. (Dec. 19, 
1932). 
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Actually, a part of its energy may be dispersed in each of these 
three ways. 

Most bodies exhibit tbe property of selective absorption or selec- 
tive reflection, or both; that is, they absorb or reflect only certain 
wave lengths, which they thus select. For example, if a piece of 
red glass is held in a beam of white light, we caU the emergent 
light red because red predominates. But if that light is then 
passed through a spectroscope, it will be found to consist of some 
orange and perhaps other colors besides red. Similarly, blue co- 
balt glass actually transmits violet, blue, and some orange and 
red. By blue light the red glass is black. 

In the case of most transparent bodies, such as glass, the 
amount of light reflected is small. Hence the light transmitted by 
bodies is that which they do not selectively absorb. 

This selective absorption is believed to be an effect of resonance. 
It is thought that within the body are particles whose natural 
frequencies of vibration are the same as the natmal frequencies of 
certain colors in the incident light. These particles are accordingly 
set in vibration by resonance, taking up energy of the light whose 
frequencies are the same as their own, thereby converting it into 
molecular energy which is heat. The remaining frequencies are 
transmitted. 

The color of many bodies which produce diffuse reflection is 
also the result of selective absorption. When a piece of red cloth 
or a red rose is held in white light, the light penetrates a very short 
distance into the body. Though this distance is extremely minute, 
it is sufficient for sdective absorption to take place; and the light 
which is diffusely reflected is that which is not selectively ab- 
sorbed. Bodies of this kind, if sufficieiitly thin, will appear the 
same color by transmitted light as by reflected light. 

If a red cloth or rose is held in the blue end of the spectrum, 
it will appear black ; for it absorbs blue, and there is no red present 
to be reflected. 

i Hence, the apparent color of both transparent and ordinary 
opaque bodies depends upon selective absorption and the color 
of the incident light. 

Metals, on the other hand, owe their nominal colors to selective 
reflection. If white light impinges on a polished gold surface, the 
reflected light is yellow; whereas if a piece of yellow glass is used 
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as the reflector, the reflected light is still white. A glass surface 
reflects all wave lengths equally, but gold and other metals reflect 
certain wave lengths more strongly than others. This is the 
property which we call selective reflection. That this is different 
from the case of the red cloth is shown by placing a thin sheet of 
gold leaf in a strong beam of white light. The transmitted light is 
green, not yellow. Not all the yellow is reflected ; some is absorbed. 

Al umin um has very little selective absorption, hence it is used 
for surfacing astronomical mir rors. Various nonmetallic sub-, 
■stances, e.g., aniline inks, potassium permanganate, and certain 
highly colored insects, exhibit selective reflection. 

A white body reflects all colors in the same proportion: it ap- 
pears white in white light, blue in blue light, etc. A gray is a weak 
white; i.e., a white of low intensity. The white walls of a room 
appear gray at twilight when they are feebly illuminated. A 
black body absorbs light of all colors, reflecting none. 

601. Color of the sky. It will be recalled from Sec. 578 that 
Tyndall found the color of the light scattered by fine particles to 
depend upon the the size of the particles. 

Lord Rayleigh has shown that the blue color of the clear sky is 
due to the light scattered by the molecules of the air itself, and 
that dust is not necessary, as was thought by TyndaU.* The gray, 
which is weak white, of an overcast sky is due to the light scat- 
tered by the large particles of water then suspended in the at- 
mosphere. If there were no atmosphere, the sky would be black 
at all times as it is at night, and stars would be visible in the 
daytime. 

The bright red and orange colors at sunrise and sunset are due 
to the transmitted light. We are then looking through a very 
thick layer of dust-laden air. The shorter waves of the blue end 
of the spectrum are scattered at right angles to the line of sight, so 
that in the light that gets through to the eye the longer waves of 
the red end of the spectrum predominate. In 1883, there was a 
great eruption of the volcanic island of Krakotoa which destroyed 
the entire island. Dust from this explosion encircled the earth for 
many days, and the colors at sunrise and sunset were exception- 
ally red during the period. • 

*'Monk, Light (New York, McGraw-Hill Book Company, 1937), p. 286. 
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602. Color mixtures. Mixing colored lights and mixing colored 
pigments are very different operations and should be carefully 
distinguished. 

Mixing colored lights is a process of addition. Thus, if we pro- 
ject upon a screen a circle of blue light, and from another source a 
circle of yellow light overlapping the blue circle, the region where 
they overlap will reflect to the eye both blue Hght and yellow 
light, and its apparent color will be the combined effect, or sum, 
of these two sensations perceived at the same time. That color 
will be white, if the wave lengths and intensities of the blue and 
yellow are properly chosen. 

Mixing blue light and yellow light produces the sensation of 
white. 

On the other hand, mixing a blue pigment and a yellow pigment 
gives green, which is accoimted for as follows. Pigments, like 
lights, are never pure colors. A blue pigment absorbs red and 
yellow and reflects blue and green; a yellow pigment absorbs blue 
and violet and reflects yellow, green, and red. If white Hght falls 
upon a mixture of these pigments, we have: 

White light contains \^Iet fcue Green ^hltew Ohinge Aed 

Blue pigment absorbs \ \ Yell^ Oran^ 

Yellow pigment absorbs Viol^ Bli«\ 

Both reflect only Green , 

Hence the mixing of pigments is a process of subtraction: the 
Hght reflected is the color that is left after each pigment hsis 
subtracted the colors which it absorbs. 

603. Complementary colors. Any two colors which together 
produce the sensation of white are said to be complementary. 
Helmholtz prepared a table of complementary colors from which 
some values are the foUowing: 

Red (6562 A) and Greenish-blue (4921 A) 

Yellow (5739 1) and Blue (4821 1) 

Violet (4330 A) and Greenish-yellow (5636 A) 

The mixing is conveniently accompHshed by pasting sectors of 
paper of the required colors on a disk of cardboard and whirling 
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Fig. 584. 


Color Mixing 
Disk 


it rapidly on the rotator (Fig. 584). If the colors are accurately 
chosen (which is difficult), the effect is gray, i.e., a weak white. 
Persistence of vision (1/10 sec) causes the 
sensation of one color to remain until another 
falls upon it, so that the combined effect is 
secured. 

604. Primary colors and primary pigments. 

While there is an infinite number of wave 
lengths, or pure colors, in the visible spec- 
^thun, it is found that only three — blue, green, 
and red — are necessary. By mixing these 
three in proper proportions all the color sen- 
sations of the spectrum may be produced 
synthetically.* Hence blue (4700 A.), green 
(5050 A), and red (6710 A) are called the 
primary colors. 

In the process of color printing, however, 
a printer uses pigments, not colored lights. 

The three primary pigments used by printers are the complements 
of the three primary colors, viz., yellow, magenta, and peacock 
blue (a blue-green). 

604a. Maxwell’s color triangle. Maxwell and Helmholtz de- 
vised a color triangle (Fig. 565) which is helpful in the mixing of 

colored lights. It is an equilateral 
triangle at the comers of which 
are placed the primary colors, 
blue, green, and red. If any two of 
these are mixed in equal propor- 
tions, the resulting color is shown 
at the mid-point of the corre- 
sponding side of the triangle. If 

imxed .in driequal proportions, 

: Fig. 585. MaxwdTs Color Triangle color is represented 

by the point on the line joining the two colors, and dWidihg that 

* Theories of color vision belong pmp^iy in th^ domain; of the psychologists. 
Of the two theories which have received most attention^ the. rather recent one of 
Dr. Christine Ladd-Franklin seems to be generally preiferred to the older theory of 
Young and Helmholtas - ' ' ' ;•/) >: 
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line in the ratio in which the two colors are mixed, being nearer 
to the doroinant color. 

White is obtained by mixing the three primary colors in equal 
proportions, and is therefore represented by the center of the tri- 
angle. If any hne AB is drawn through the center of the triangle, 
the colors represented by its extremities are complementary. 

606. Fluorescence and phosphorescence. Various substances 
have the property of absorbing radiation of certain wave lengths 
and emitting the energy again as radiation of longer wave lengths. 
This phenomenon is called fluorescence or phosphorescence accord-, 
ing as it ceases at once, or continues for a considerable time, after 
the exciting radiation is cut off. 

Fluorescence is a notable property of fluorite (CaF 2 ), from 
which it takes its name. Just below red heat, fluorite becomes 
phosphorescent. Sulphate of quinine fluoresces blue when irradi- 
ated with ultraviolet light, whose waves are too short for it to be 
visible. Similarly, the fluoroscope, used in making x-ray exam- 
inations of internal organs of the body, consists of a glass screen 
coated with platino-barium-cyanide, which fluoresces a greenish- 
yellow under the action of x-rays whose wave lengths are of the 
order of .0001 the wave length of visible light. 

Phosphorescence takes its name from phosphorus, but this is a 
case of mistaken identity. Phosphorescence is entirely different 
from the glowing of phosphorus, which is due to slow oxidation. 
Calcium sulphide shows phosphorescence for severed hours, and 
the sulphides of barium and strontimn show it even longer. 

No satisfactory explanation of these phenomena has been found. 

606. Color photography. In 1861 James Clerk Maxwell gave a 
lecture at the Royal Institution in London that marked the be- 
ginning of color photography. He exhibited three lantern slides 
(positives) made from three negatives he had taken of the same 
object: the first through a blue solution, the second through a 
green solution, and the third through a red solution. Using three 
lanterns, he projected these positives on to a screen through the 
same blue, green, and red solutions respectively that were used 
in making the negatives; and thus produced a picture of the ob- 
ject in its hatmal colors. 

This illustrates the additive process of color photography, the 


COLOR— SPECTRA 


725 


three primary colored lights being added on the screen. The 
method is cumbersome and obviously unsuited for the colored pic- 
tures that now appear in magazines. 

These are produced by the following subtractive process. Three 
negatives are made of the object by means of a camera containing 
two partially coated mirrors which divide the beam of light com- 
ing from the lens into three beams. These beams are focused on 
three photographic plates: the first through a blue-violet, the sec- 
\ ond through a green, and the third through a red glass filter. From 
negatives so obtained, three ordinary printer’s cuts are made. 

• The cut from the negative made with the blue- violet screen will 
have the regions depressed that were blue-violet in the original 
object, while the regions that had no blue-violet will be in relief, 
i.e. slightly raised above the surrounding surface. If this cut is 
inked with the color complementary to blue-violet, which is yel- 
low, the print so made will reflect no blue-violet to the eye because 
that color is subtracted (absorbed) by the yellow. Similarly the 
cuts from the negatives made with the green and red filters will 
be inked with colors complementary to green and red, i.e. with 
magenta and blue-green respectively. These pigments in turn 
will absorb the green and red in the regions where these colors 
should not occur and will reflect all the other colors that do occur, 
so that all together a picture in proper colors is produced. 

The technicolor process for moving pictmes is similar to the 
above. The* camera divides the beam of light from the lens into 
two beams. One of these passes through a green glass filter and 
produces a negative on panchromatic film that registers the greens 
of the scene photographed. The other beam passes through a 
magenta filter to two superimposed films, the first of which is sen- 
sitive to blue- violet light but not to red. On the back of this film 
is a dye that absorbs blue but not red, and the red is accordingly 
registered on the second fihn which is panchromatic (Fig. 585a). 

From these three negatives, positive films are made which are 
so treated that parts which did not have green, blue-violet, and 
red respectively are slightly raised as in the case of the printer’s 
cuts mentioned above. These positives are inked with colors com- 
plementary to green, blue-violet, and red respectively, and are 
printed in proper register on a single clear film which is used in 
the projector. 
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Consider a point on the jBnal film corresponding to a place in 
the original scene that had no green. On the first positive, this 
region would be elevated and inked with magenta-colored ink. 


B/pack Cfivo films with 
emulsion surfaces in 
contact) front film 
sensitive to BLUE 
and carrying a surface 
coating of a biue absorbing 
dye, rear film panchro^ 
math receiving RED image 

Aperture E 
Lens 



Panchromatic film 
receiving GREEN 
image 

Magenta film transmit- 
ting red and blue 
light 

Aperture / 

Green film transmit- 
ting green light only 


Sputtered gold mirror (between prisms)\ 
which divides light between the two apertures 

Fig. 585a. Technicolor Camera. (From Mees, Photography) 

This ink woidd subtract (absorb) the green at this point from 
the white light coming from the source but would allow all the 
other colors at that point to pass through. The other two inks 
would similarly remove the blue-violet and the red where they 

should not occur; and the 
composite picture on the 
screen is therefore rendered 
in its proper colors. 

The kodachrome process 
of the Eastman Kodak 
Company is likewise a sub- 
Kodwteome Film. (From Mees, tractive proceSS. The film 

used m this process is built 
up in five layers (Fig. 585b). On top is a blue-sensitive emul- 
sion containing a yellow dye, below this is a green-sensitive emul- 
sion, then a layer containing a red dye to serve as a filter, and 
finally a red-sensitive emulsion next to the transparent supporting 
film which is coated on its other side with a.non-halation backing. 

When this quintuple film is exposed in an' ordinary camera, the 
blue-violet component of the light forms an image in the first 
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into which the original beam is resolved is brought to a focus at a 
different place in the focal plane BR of the eyepiece of the tele- 
scope T. 

Suppose, for example, that the original light contained but two 
wave lengths, say, one blue and one red. The index of refraction 
of the prism for each of these colors is different; hence the prism 
resolves the original parallel beam into two peurallel beams, one 
blue and one red. The length of the telescope T is adjusted until 
the objective lens 0 brings these parallel beams to foci in the 
plane BR, producing two images of the slit, one blue and one r^d-^ 


»Q 

M 

to 


O d o 

as ? 

h 


0 

s 


« <0 
I- '(• 

o o 


R Y a B-6 B V 

Fig. 587. Spectrum of Mercury 


These are magnified by the eyepiece E and constitute the spec- 
trum of the original light. The slit may be a centimeter or more 
long but it is always quite narrow, so that its images, whatever 
their colors, will always appear as lines. 

Therefore, the spectrum produced by a spectroscope consists of 
a number of colored lines, each line being an image of the slit 
formed by the light of a single color (approximately). Figure 587 
shows the prismatic spectrum of mercury. 

The scale tube M contains at its end J a transpaient scale and 
at the other end a converging lens. The scale is illuminated by a 
separate source of diffuse white light and its image, reflected 
from one face of the prism, is focused in the plane of the spectrum. 
The spectrum lines are therefore seen against the background of 

this fixed scale, on which 
their positions may be def- 
initely located. 

A spectrometer differs 
from a spectroscope in 
having the telescope free to turn about the axis of the prism, its 
position being read on a horizontal circle, and in having no scale 
tube. It may be used for various purposes besides the study of 
spectra, but it is particularly desirable when a grating is used to 
produce the spectrum instead of a prism. 
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A Spectrograph is a spectroscope equipped with a plate or film 
holder so that photographs of the spectra may be taken. 

In the direct vision spectroscope (Fig. 588), prisms of crown and 
flint glass are combined so that dispersion of the colors is obtained 
without deviation of the beam. 

608. Kinds of spectra. Spectra are conveniently classified 
according to the following types : 

I. Emission spectra, produced from light emitted by some self- 
>s.iuminous source with no intervening absorber. These are sub- 
l divided into : 

5 (a) Continuous spectra. A spectrum is said to be continuous 

within a certain range of wave lengths when it contains all 
wave lengths within that range. Continuous spectra are pro- 
duced by incandescent solids, liquids, and gases at high pressure. 
The incandescent tungsten or carbon of an electric lamp is the 
usual source of continuous spectra. 

(6) Bright line spectra, emitted by atoms of elements in the 
gas state at low pressures and high temperatures. For example, 
if lithium chloride is placed in a Bunsen flame, it vaporizes and 
gives the flame a reddish hue; its visible spectrum consists of a 
bright red and a bright orange line. 

(c) Bright band, or fluted, spectra, produced by the molecules 
of certain compounds when in the gas state at low pressm-e and 
high temperature, which disrupts the molecule. Under high 
resolution, the bands are found to be groups of fine lines closely 
crowded together on one side (the head) and less crowded on 
the other side. The head of a band may be on either the side 
toward the blue end of the spectrum or the side toward the 
red. The spectrum of CO shows both. 

Ordinary bright line spectra are due to electron transitions 
within the atoms. Band spectra, on the other hand, are due to 
changes within the molecule. Thus a weak spark discharge be- 
tween electrodes covered with a compoimd of mercury produces a 
band spectrum characteristic of the compound; but if the dis- 
charge is made sufficiently heavy to break down the compound, 
an ordinary bright line spectrum of its elements is obtained. 

II. Absorption spectra, obtained by examination of light from 
a source yielding all wave lengths after this light has passed 
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These are subdivided 


as 


through an absorbing medium 
follows: 

(a) Dark line spectra, which appear as dark lines against a 
bright background. They are obtained on spectroscopic exam- 
mation of light from a source yielding a continuous spectrum 
after that light has passed through an element in the gas state 

at a temperature somewhat lower than that of the source of 
light. ^ 

Kirchhoff’s experiment demonstrates this: Set three Fisher burners in tan 

?Sin If sprinkle common 

(INaLI) m the flames and examme the resulting yellow light, we find its visible 
spectrum to consist of the bright yellow line of sodium Uuy tl ^es vtv 
close together), and we note its position on the, scale. Now fet a carbon arc ' 

from Its horizontal + carbon shall pass through the three sodium flames and 

mmtheshtofthespectroscope. We now observe a continuous rectZwflh 

a dark Ime exactly where the bright Hne of sodium was previously. If the 
sodimn flam^are removed, the dark line disappears, leaving the^spectrmn 

tl*® continuous 

In general, an incandescent gas absorbs from the light of a 

emts. The phenomenon is an effect of resonance. The absorn- 

vZd'^ith^Vh -XT^^ black-only relatively dark as com- 
pared with the bright continuous background. 
ib) Dark band spectra are o{ two kinds: " 

^1. When light from a source emitting a continuous spec- 
trum IS passed through various substances in the gas state 

irn **>« ^a^ned speoLco^ 

2’innT! are tomd m exactly the same 

positions as corr^ponding bright bands when the absorb- 

^ ®bove). 

snectmm^? light from a source emitting a continuous 

Tt 

of bwS *>”ough a dilute solution 

ot blood;. the spectam of the emergent light shows charac- 
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teristic dark bands in the green-yellow region, against a 
background of the other colors. 


609. Spectrum analysis. The various spectra have been found 
to be characteristic of the substances pro4ucing them, somewhat 
as fingerprints are characteristic of individuals. This fact of 
transcendent importance appears to have been discovered in 
1854 by David Alter, a country physician of Elderton, Pa.* 
Under different conditions of excitation, however, the spectrum 
-■^a given material will consist of different lines. Examination of a 





Fig. 589. Spectrogram Showing Cadmium and Zinc in Spelter. (Courtesy of 
't Arthur H, Thomas Co.) 


table of wave lengths will show the letters a, s, and / following 
certain wave lengths. These letters niean that the corresponding 
lines are obtained when the substance is excited in an electric 
arc, an electric spark, or a gas flame, respectively. 

Amounts of a substance far smaller than can be recognized by 
ordinary chemical analysis can be detected by the spectroscope, 
or by long exposure with a spectrograph. Figure 589 is a spectro- 
gram showing the lines of Cd and Zn in the spectrum of spel- 
ter. 

While spectroscopic analysis was until recently entirely a 
qualitative process, it is now coming to be a very useful quantita- 
tive method. The amount of a substance is determined by the 
photographic density of the lines of the spectrogram, as measured 

* American Jdiirnai! o/ iSc&encc and Arii, XVIII (1854), pp. 55-57. 
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with a densitometer. A “trace element” representing as little as 
0.0001% of a mixture can be determined with a high degree of 
accuracy. 

610. The Fraunhofer lines. In 1802, William Wollaston, a 
London physician, discovered in the spectrum of sunlight several 
dark lines, parallel to the slit. These hnes are named, however, 
after Joseph von Fraunhofer of Munich, who discovered them 
independently in 1814 and whose careful study associated them ^ 
with their corresponding bright line spectra. But it was G. I 
Kirchhoff who explained them (1859) as absorption lines of the ill 
elements in the atmosphere of the sun. ^ 

The main body of the sun is so hot and dense that the light from 
it would yield a continuous spectrum. But the body of the sun is 
surroimded by an atmosphere of various elements in the state of 

Fe 
SUN 
Fe 

Fig. 590. Spectrum Showing Iron in Sun. (Courtesy of Allyn and Bacon) 

incandescent gases. The light from the main body of the sun has 
to come through these gases, which then absorb their own lines 
from the continuous spectrum, leaving the dark, absorption lines 
in their places. Such absorption lines are just as characteristic of 
a substance as are the bright lines, since they occupy the same 
positions in the spectrum and hence give the same wave lengths 
as are given by the bright lines. Figure 590 shows some of the 
Fraunhofer lines (dark) and the corresponding lines due to iron 
(bright). 

Besides being demonstrable in the laboratory (Sec. 608), this 
theory is beautifully confirmed at the time of a total eclipse of the 
sun. Just before totality occurs, the dark Fraunhofer lines are 
still distinctly visible; but at the instant that the moon completely 
covers the main body of the sun, the bright lines of the elements 
in its atmosphere flash out in exactly the positions of the cor- 
responding Fraimhofer lines. 

Fraunhofer gave letters to some of the stronger lines (see 
Fig. 593) ; but more than 20,000 of these dark lines have been re- 
corded. In this way, 64 of the elements found on the earth are 
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found also in the atmosphere of the sun.* Helimn was discovered 
in the atmosphere of the sun by Lockyer and Jansen 25 years 
before it was discovered on the earth. 

Since spectroscopic analysis is made by means of the light from 
the substance, we can make the analysis wherever we can see the 
light. The distance makes no difference. 

611. The Doppler effect. Before the advent of the spectroscope, 
astronomers could determine only the proper motion of stars, i.e., 
-tiveir motion at right angles to the hne of sight. The spectroscope 
enables them to determine the other component — ^the motion 
along the line of sight. 

This is done by observing the Doppler effect: If a star is moving 
toward the earth, the frequencies of its spectrum lines are increased, 
and they are shifted toward the violet end of the spectrum with 
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Fe(lO) Fe(lO) Fe(2)Va(6) 

Fig. 591. Spectrum of Procyon Showing Doppler Effect. (Courtesy of 
Dr. V. M. Slipher) 

respect to the hues of the same elements obtained in the labora- 
tory. If the star is moving away from the earth, just the reverse 
is true, and the hnes are shifted toward the red. The amount of 
the shift is proportional to the speed of the motion along the line 
of sight. 

Thus Fig. 591 shows the Doppler effect in the spectrum of the 
star Procyon. The magnitude of the shift toward the violet indi- 
cates a speed toward the earth of about 18 mi /sec. 

612. The complete electromagnetic spectrum. The wave 
lengths that produce the sensation of light are a relatively small 
part of the complete electromagnetic spectrum. 

In 1800, Sir William Herschel found that when the bulb of a 
thermometer is held in a spectrum, its temperature rises more 

* These are: H, He, U Be, B, C, N, 0, F, Na, Mg, Al, Si, P, S, K, Ca, Sc, Ti, V, 
Cr, Mn, Fe, Co, Ni, Cu, Zn, Ga, Ge, Rb, Sr, Y, Zr, Cb, Mo, Ru, Rh, Pd, Ag, Cd, In, 
Sn, Sb, Ba, La, Ge, Pr, Nd, Sa, Eu, Gd, Tb, Dy, Er, Tu, tb, Lu, Hf, Ta, W, Os, Ir, 
Pi, Pb. — Charlotte M. Sitterly, Proceedings of the American Philosophical Society, 
LXXXI, No. 2 (1939). 



734 


LIGHT 


rapidly as it is moved from the violet to the red end; and that 
beyond the red end it rises yet more rapidly than anywhere 
within the visible region. This radiation, whose wave lengths are 
too long for it to be visible, is called infrared radiation, or, less 
correctly, “infrared hght.” (By its definition, light properly refers 
to visible radiation only.) 

The following year, J. W. Ritter discovered that silver chloride, 
which darkens when exposed to visible hght, darkens still more 
rapidly if placed just beyond the violet end of the spectrum. This 
radiation beyond the violet, whose wave lengths are too short isr 
it to be visible, is called ultraviolet radiation, or “ultraviolet hght.” 

The ultraviolet and infrared regions of the spectrum cannot be 
investigated with an ordinary spectrometer, because the glass 



Fig. 592. Spectral Distribution Curves 


lenses and prism absorb these wave lengths strongly. For the 
ultraviolet, a prism and lenses of quartz are generahy used; but 
an infrared spectrometer uses a prism of rock salt, and concave 
mirrors instead of lesnsBs. 

A concave grating, i.e., a grating ruled on the surface of a con- 
cave mirror, may be used for the ultraviolet, visible, and infrared 
regions, all three, since it requires no lenses and its selective ab- 
sorption is smah. 

Ultraviolet radiation produces chemical and biological effects, 
and its spectra are therefore usually photographed. Infrared radi- 
ation produces chiejly heating effects and is usuaUy detected by 
means of a thermopile. 

Figure 592 shows the distribution of energy radiated from a 


''' 


4 
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black body at 2500°E. Abscissas are wave lengths, and ordinates 
are energy per cm^ per sec per unit of d\. It will be seen that the 
visible radiation (dashed) is a very small part 6f the total energy 
radiated, which is represented by the area under the curve. 

But electromagnetic waves may be obtained in many other 
ways than from a hot body. By mathematical reasoning, James 
Clerk Maxwell concluded that an oscillating electric current 
should produce electromagnetic waves; and Heinrich Hertz, after 
Maxwell’s death, succeeded in producing them. 

,X-rays, discovered by Roentgen in 1895, and the gamma (y) 
rays given out hy radioactive substances (Becquerel, 1896) are 
likewise known to be electromagnetic waves of extremely short 
wave lengths. 

The complete electromagnetic spectrum, therefore, is much 
more extensive than the visible. In the language of music, it com- 
prises about 50 octaves, whereas the visible region (3900 A. to 
7800 A) embraces but one octave. The table below gives a general 
idea of the extent of the complete electromagnetic spectrum. 


Complete Electromagnetic Spectrum 


Kind of Wave 

Order of Magnitude 

Source 

7 -rays 

0.005 to 1.4 1 

Radioactivity 

X-rays 

0.05 to 100. 1 

Impact of cathode rays 

Ultraviolet 

100. to 3900. 1 

Ionized gases and hot bodies 

Visible 

3900. to 7800. 1 

Ionized gases and hot bodies 

Infrared 

7800. to 3 X 10« 1 

Hot bodies 

Radio 

0.1 to 10® cm 

Oscillating electric currents 


613. Spectra from prisms and from gratings. Spectra from 
prisms are called irrational because the position in the spectrum 
occupied hy a line of given wave length depends upon the mate- 
rial of which the prism is made, and there is no rational mathe- 
matical relation between deviation and wave length (see Fig. 531). 
Hence wave lengths cannot he determined directly from prism 
spectra. 

Spectra from gratings, on the other hand, do not depend upon 
the material from which the grating is made emd have the simple 
relation of Eq. (428), 

a sin 0 = nX 

between wave length X and deviation d. 


( 445 ) 
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Hence on a grating spectrum the distance between lines is 
approximately proportional to the difference of wave lengths so 
that the spectrum is approximately normed. A normal spectrum 
is one in which the angle of deviation is proportional to the wave 
length. 

In prismatic spectra, the short wave lengths are deviated most; 
but in grating spectra, the long wave lengths are. Hence the 
colors occur in reverse order in the two kinds of spectra. 

A prism throws all the energy into a single spectrum, whereas 

RED 

I NORMAL 

RN 6 EE D C B A 

GLASS 
PRISM 

KH 6 F E D CB A 

] I U I rn I QUARTZ 

J I I II III PRISM 

KH 6 F E D C B A 

Fig. 593. Relative Positions of Lines in Spectra from Prisms and Gratings 

a grating divides it among the various orders. In general, there- 
fore, prismatic spectra are more intense (stronger) than are grat- 
ing spectra. 

Figure 593 shows the positions of the principal Fraunhofer 
lines when the spectrum of sunlight is made with a grating, a 
glass prism, and a quartz prism, respectively. 

614. X-ray spectra. The nature of x-rays remained in doubt 
for a number of years. They did not appear to be reflected or 
refracted by ordinary mirrors and prisms. Assuming that this 
was on account of their extraordinarily short wave length, Max 
von Laue suggested in 1912 that if this were true, a crystal might 
serve as a diffraction grating for these waves, since presumably 
the atoms in a crystal are arranged in regular rows and layers 
which might have the proper spacing to enable them to play the 
role of the lines on an ordinary grating. 

The experiment was immediately made by Frederick and 
Knipping, and it fully confirmed the suspicion that x-rays are 
very short electromagnetic waves. They passed a small beam of 
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Fig. 594. X-Ray 
'ube Arranged for 
ing Laue Patterns 


x-rays perpendicularly into a crystal C (Fig. 594), behind which 
was placed a photographic plate P. Upon 
development the plate showed a diffraction 
pattern such as that of Fig. 595. 

The central bright figure is where the plate 
was badly overexposed on accoimt of the 
undififracted beam. The surrounding bright 
spots (“Laue spots”) are due to diffraction, 
and from their relative positions, the arrange- 
ment of the atoms in the crystal may be 
inferred. 

The fundamental equation for a crystal used as a grating was 

derived by Sir William H. 
Bragg and his son, W. L. 
Bragg, of England, who also 
developed the method. It 
may be deduced as follows. 

Let the small circles of 
Fig. 596 represent one ar- 
rangement of the atoms of a 
crystal in planes parallel to 
a cleavage face. XY is an. 
incident, parallel beam of 
monochromatic x-rays mak- 
ing Em angle 9 with the 
atomic planes ; and d is the 
Fig. 595. Laue Pattern of Sodium Chloride distance between the planes, 

called the “grating space,” or “lattice constant.” 

The index of refraction of 
matter for x-rays being prac- 
tically unity, x-rays pass into 
it without sensible deviation. 

The energy of the incident 
beam enters the atoms of the 
crystal and is re-emitted from 
them Eis tiny wavelets. It 
may be shown * that these 


Fig. 596 


*Richtinyer, Introduction to Modern Physics (New York, McGraw-Hill Book 
Company, 1928), p. 474. 
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wavelets have a random distribution, except in one direction in 
which they combine to form a new wave front ZF; and that the 
direction of this emergent beam is the same as if the incident beam 
had been reflected at the cleavage surface. The energy “reflected” 
at a single surface is trivial; but x-rays penetrate through thou- 
sands of atom layers, and the combined effect of the beams from 
all these reflections gives a resultant beam that is easily measur- 
able. Ui 

If the waves reflected at A and at D are to yield a new wave 
front in the direction ABC, they must meet in phase; i.e., the 
path length ABC must differ from the path length ADF by a 
whole number of wave lengths. 

The triangle ABD is isosceles, and therefore, 

AB = AD. 

Hence the path difference between ABC md ADF is DE, and 
DE must therefore be equal to a whole number of wave lengths, 
i.e., 

DE = n\ 


where n is any integer. 
But from the figure. 

Therefore 



JUS* 


DE = 2d sin 
2d sin d ^ n\ 


(446) 


which is Bragg’s equation for the crystal grating. 

By referring to Eq. (428) , Eq. (446) is seen 
to be the same as the law of the diffraction 
grating, having the factor 2d in place of the 
grating space o. Wave lengths may be 
determined from this formula if d can be 
found for any one crystal. This is easily done 
Fig. 597. Airangement Sodium chloride (Fig. 597). 
of Atoms in Sodium A gram-molecule of NaCl has a mass of 
58.454 gm and contains 6.064 X 10^® mole- 
cules (Avogadro’s number). There are therefore 

6.064 X 10*® 

— 58 " 454 — ~ 1.037 X 10** molecules/gm. 
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The density of NaCl is 2.163 gm/cmS and therefore there are 
2.163 X 1.037 X 10^2 ^ 2.243 X lO^^ molecules/cm®. 

Since a molecule consists of two atoms, there are 
4.486 X 10^^ atoms/cm®. 

If these are arranged at the corners of elementary cubes, as the 
cuhical form of NaCl crystals suggests, the number of atoms along 
each edge of the culjic centimeter would be : 

-^4.486 X 10=2 = 3.553 X 10^ atoms. 

Hence the distance between atomic planes is: 

Thus Eq. (446) enables us to evcduate 
the wave lengths of x-rays. 

The x-ray spectrograph of the Bragg’s is, 
shown in principle in Fig. 598. X-rays from 
the target T are reduced to a very narrow 
beam by two slits Si and Si in plates of lead, 
and impinge upon the crystal grating C, from 
which they are reflected to the photographic Fi®- 598. Bragg’s X-Ray 
film F. The t^hle M carrying the crystal is Spectrograph 
rotated slowly about its axis perpendicular to the paper; and a 
line of the spectrum is recorded on the film F whenever 6 has 
such a value that Eq. (446) is satisfied for one of the wave lengths 
X radiated from the target. 

The spectrum is said to be of the first, second, third, etc., order 
according as n has the value 1, 2, 3, etc., respectively. 

X-ray spectra are in general simpler than ordinary optical 
spectra, consisting usually of a continuoxis portion with a few 
prominent lines which are characteristic of the material of which 
the target of the x-ray tube is made. These characteristic lines 
occur in groups, or series, which axe similar in all substances, and 
which have been given the names K, Lt M, N, etc., series. 

Figure 599 shows the if-series in the spectra of ten elements 
placed one above another. It will be noted that for each element 
the series consists of apparently two lines a, although actually 
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each of these has two components, and that the wave lengths get 
progressively shorter (and frequency, greater) as the atomic num- 
bers increase, as is shown by the 
■A — T-j — closer proximity of the Unes to the 

~ s° undiffracted image 00. 



~ yg I I 616. Moseley’s law. The sim- 

— , -■ cr , 11 ilarity of the x-ray spectra of all 

1 -)-^ ^ the elements and their systematic 

~ I I Co change ef wave length from ele- 

r>|J— ^ — — ment to element was discovered 

" ' ill (Brass) zn+cu in 1913 by H. G. J. Moseley, some 

' u i" jV" 4 whose spectrograms of the 

WAVE-LENGTHS (A) if-serfes are sketched in Fig. 599. 

Fig. 599. Moseley’s X-Ray Spectro- Qj^ plotting the squ£ire rootS 

of the frequencies of these lines 
against the atomic numbers of the corresponding elements, the 
curve obtained (Fig. 600) was practically a straight Une. The data 
for this purpose are given in the following table.* * 


The numbers in the last colimin are the square roots of the fre- 
quencies of multiplied by a constant factor as shown at the 
top of the column. 

The curve actually curves upward slightly, but to a high degree 

of precision it is represented by the following equation: t 

* From Siegbahn, Specfrtwcopy of X-Rays (New York, Oxford University Press 
1925), p. 87. 

t Clark, Applied X-Raye (New York, McGraw-Hill Book Co., 1940), p. 110. 
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(Z-1) 


( 447 ) 


where v is the frequency; 

B is the Rydberg constant; and 

Z is the atomic number, i.e., the number of the place occu- 
pied by the element in the periodic table, counting 
from hydrogen as number one. 

Stating this relation in words we have Moseley’s law: The 
square roots of the frequencies of the lines of x-ray spectra have a 


29 


simple linear relation to 
the atomic numbers of the 
corresponding elements. 

This law showed that 
the important fact about 
an element is not its atomic 
weight but its atomic num- 
ber, i.e., the ordinal num- 
ber of the place it occupies 
in Mendeleeff’s periodic 
table; and that nickel and 
cobalt should interchange 
places. It predicted the 
existence of elements then 
unknown which have since 
been found, such as hafnium and illinium. But most important of 
all, it showed that the elements are built up in a systematic way, 
and pointed to the nuclear charge as the determining factor. 
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616. Theory of spectra. It was observed by Balmer as early as 
1885 that spectral lines occur in groups, or series, and that the 
frequencies of the bnes in the visible spectrum of hydrogen were 
represented by the relation known as Balmer' s formula: 

. = ( 448 ) 

where V is the frequency of the radiation; 
c is the velocity of light; 

/? is the Rydberg constant; 
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n may take values 1, 2, 3, 4, . . and 
m may take values 2, 3, 4, 5, . . .. 

But this remained a purely empirical relation until 1913, when 
Bohr, in a most brilliant application of Planck’s quantum theory, 
showed that the equation could be derived rationally on the basis 
of certain hypotheses which were not in accord with classic elec- 
trodynamic theory. 

Using the Rutherford planetary model of an atom, he assumed 
that there are certain stable orbits in which electrons may revolve 
about the positively charged nucleus without radiating. Whenever 
an electron is removed from one of these orbits by any means, such 
as collision with another particle, another electron is supposed to 
fall into the vacant position from one of the larger orbits, with the 
consequent emission of radiation of a definite frequency, depend- 
ing upon the orbits from which and into which the electron fell. 

Since each — electron is attracted by the -t- nucleus, work must 
be done on the system to remove an electron from a smaller to a 
larger orbit. Consequently, when an electron is in one of the larger 
orbits, the potential energy of the system is greater than when it is 
in a smaller orbit; and the system is somewhat unstable since in 
general a system tends to adjust itself so that its potential energy 
is a minimum. Hence electrons tend to fall back into the smallest 
orbit, which is called the normal orbit and corresponds to the 
stable state of the unexcited atom. 

If lUi is the potential energy of the system when an electron is 
in the smallest orbit, and 

IU 2 is the potential energy of the system when aii electron is 
in a larger orbit; 

then, when the electron falls back from the larger to the smaller 
orbit, the theory is that there is radiated an amount of energy hn 
such that 

hv = — Wi (449) 

where /i is Planck’s universal constant (= 6.55 X 10~^' erg-sec). 

The quantity hv is called a quantum of energy, or a photon, and 
it is hypothesized that energy is radiated only in packets consist- 
ing always of a whole quantum, never with any fractional parts. 
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Quanta, however, are of different sizes, depending upon the value 
of the frequency 

On this basis, Bahner’s equation may be derived.* It accounts 
for aU the lines of the hydrogen spectrum. Similar formulas repre- 
sent the series for ionized heUum and doubly ionized lithium. The 
spectra of atoms involving more than one electron are much more 
complex. . In most cases the series are approximately represented 
by Rydberg’s empirical formula: 



R 

(m -h a)^ 


(450) 


where L is the limit of the series, - 
m is any integer, 

a is a constant characteristic of the particular series, and 
R is the Rydberg constant. 


The original idea of circular orbits has suffered various modifica- 
tions. It is still a most helpful device for giving definiteness to a 
first discussion, but it is no 
longer considered to give a 
true picture of atomic struc- 
tme. It is now customary to 
refer to the electrons as being 
at definite energy levels 
rather than in orbits. 

Figure 601 shows diagram- 
matically how the theory ac- 
counts for the various series 
in the spectrmn of hydrogen. 

When an electron falls from 
an energy level 3 to level 2 
(i.e., when n — 2 and m = 3 
in Bahner’s equation), the 
line of lowest frequency H„ 
in the red (X = 6563 A) is radiated; if one falls from level 4 to 
level 2, in the bluish-green (X = 4861) is given out; and so on 
for the 31 lines that have been observed in the Balmer series. 

Similarly, when n = 1 and m takes the values 2, 3, 4, . . ., we 

* Foote and Mohlet, Origin of Spectra (New York, Chemical Catalog Co., 1922) » 

p.l6; 
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get the Lyman series in the ultraviolet; when n = 3 and m takes 
the values 4, 5, 6, . . we get the Paschen series; when n = 4 
and m takes the values 5, 6, 7, we get the Brackett series; and 
when n = 5 and m takes the value 6, i.e., when an electron falls 

into energy level 5 from energy 
level 6, we get the single line 
which is the Pfund series. The 
last three of these series lie in the 
infra-red region of the hydrogen 
spectrum. , 

X-ray spectra are accounted 
for in the same way. When an 
electron is knocked out of the 
X-ring, or shell, and another falls 
into its place from the L-ring, the difference of the potential ener- 
gies corresponding to these two configurations is radiated as the 
line K^; if an electron falls from the M-ring into the X-ring, the 
line is radiated; and so on, as shown in Fig. 602. 

The frequencies of x-rays are so much greater than those of 
visible spectra that the electrons responsible for x-rays must lie 
very much closer to the nucleus in the normal, unexcited state of 
the atom than do those that produce optical spectra. X-rays are 
therefore believed to arise from iimer electrons, whereas optical 
spectra arise from outer, or valency, electrons. 
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617. The camera. The invention of the camera, under the 
name of “the camera obscura,” is ascribed to the monk Roger 
Bacon (1214r-92), who also invented gunpowder. In this early 
form the camera was used only for viewing and sketching. Pho- 
tography was developed gradually later and is usually ascribed 
to Daguerre and Draper (around 1839). 

The camera (Fig. 603) consists of a converging lens L in one 
end of a light-proof enclosure B, at the other end of which is a 
sheet of ground glass G. The enclosure is ^ 

usually in the form of a bellows, so that the 
distance between L and G may be varied 
until the inverted image of an external ob- I 

ject is focused on G. In the earlier forms, i - - ^ 

the image was sketched on the ground glass Fie. 603. Cross-Section 
with a pencil. F or photographic ptu-poses, Camera 

however, the ground glass is replaced, after focusing, by a sheet 
of transparent glass or celluloid, which is coated on the side next 
to the lens with a gelatine emxilsion sensitized with bromide of 
silver. 

By opening the shutter S, the plate or film is “exposed” to the 
light that enters through the lens. This light causes a chemical 
change in the sensitive surface, which, on being properly developed 
and fixed, yields a permanent negative of the image produced by 
the lens. 

The ordinary positive picture is made by placing the sensitized 
surface of a sheet of paper against the negative and permitting 
light to pass through the negative and act upon the paper. This 
print is then developed and fixed in a manner similar to that used 
in making the negative. Where the negative is less dense, more 
light wifi, pass through than where it is more dense. Hence the 
lights and shadows of the negative are reversed on the print, 
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which is therefore a positive showing the highlights and shadows 
as in the original object. 

The amount of light that reaches the sensitive plate depends 
upon the area of the diaphragm D and the time of exposure t. 
\>^en the diaphragm, or stop, indicator is set at f/16, it means 
that the diameter of the opening is 1/16 the focal length. If set 
at //8, the aperture is twice as large, and the area four times as 
large as before. The time of exposure in the latter case would 
he 1/4 that in the former. It is seen that the smaller the denom- 
inator, or /-number, the less the time required for a given picture. 
Hence the smallest /-number for which the lens will give a clear 
picture to the corners of the plate is called the speed of the lens. 

In the “U.S. system,” now seldom used, stop numbers were in- 
versely proportional to the areas of the corresponding openings. 
U.S. stop 16 is the same as //16. 

The so-called “fixed-focus” camera is merely a camera having 
the lens set at the proper distance from the film to give a clear 
image of objects at the distance most commonly encountered, 
which is about 20 feet. For objects farther away or nearer than 
this, the image is not so clear. This is accomplished by using a 
single achromatic lens stopped down to about //ll, so that it is 
rather slow and produces good “snapshots” only in bright sun- 
light. 

Rapid rectilinear lenses consist of two achromatic lenses having 
the iris diaphragm between them, their speed being usually about 
//8, or twice that of the single achromatic type. 

For a given distance of the object from the camera, the longer 

the focus, the larger the image. A 
telephoto lens is a long-focus lens 
designed to give a large image of a 
distant object. It is a combination 
of a converging lens with a diverging 
lens (Fig. 604). A wide-angle lens is one designed to give a large 
image of a near-by object. It is usually a large lens of short focus, 
stopped down to //16 or less.* 

618. The eye. The eye is a marvelous camera with which most 
of Nature’s creatures are equipped. Figure 605 shows a hori- 

* Hardy and Perrin, Principles of Optics (New York, McGraw-Hfll Book Com- 
pany, 1932), p. 451. 
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zoHtal cross section of the right eye of a man; the various parts 
are labeled. It will be seen that the box of the camera is formed 
by the tough “sclerotic coat,” which is opaque except in front of 
the crystalline lens, where it is transparent. This clear part is 
called the cornea. The space between the cornea and the lens is 
filled with a watery fluid, cma,yMuscie 

the aqueous humor; while 
the space behind the lens 
is filled with a transparent, 
jelly-like substance, the 
vitreous humor. The scle- 
rotic wall is lined with the 
choroid coat, a dark layer 
of pigment cells and vas- 
cular tissue. The optic 
nerve enters at the rear 
and spreads out over the 
choroid, forming the ret- 
ina, with its surface of mi- 
croscopic rods and cones. 

The retina plays the role 
of the light-sensitive film in photography. At the center of the 
optic nerve where it enters the eyeball is the blind spot, and just 
to the right of this is the yellow spot. 

The image of an object is focused on the retina by veuying the 
curvature of the crystalline lens. This is accomplished by the 
contraction or expansion of the ciliary muscle which surrounds 
the lens. The opening, or pupil, in front of the lens has its diam- 
eter changed automatically by the action of the iris, or colored 
portion of the eye. When the light is strong the iris contracts, 
making the pupil small, and vice versa. 

The eye is most sensitive to greenish-yeUow light (X = 5576 A), 
and only slightly sensitive to wave lengths in the extreme blue 
and red, as is shown by the visibility (or sensitivity) curve of 
Fig. 580. 



Fig. 605. 


Optic Nerve Choroid 

The Human Eye. (Courtesy of 
D. G. Heath & Co.) 


619. Defects of the eye. 

1. If the curvature of the cornea or of the crystalline lens is 
different in different planes, the spokes of a wheel will not all be 
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in focus at the same time, but will be slightly blurred in one sec- 
tion, as shown in Fig. 606. This defect is known as astigmatism 

® of the eye. It is usually caused 

by the cornea emd is measured 
by reflection of light from the sur- 
face of the cornea. Most people 
have a certain amount of astig- 
matism, which may not be at 
aU serious. It is rea^y corrected 
by lenses having different cur- 
vatures in different planes to 
compensate for the differences in 
curvature of the eye system. 

2. If the focal length of the 
Fig. 606. Appearance of 'Wheel to Jg great for the length of 
Astigmatic Eye the eyeball. Only distant objects 

will be clearly focused on the retina. This defect is called far- 
sightedness, or hypermetropia. It is corrected 
by converging lenses (Fig. 607), • 

As one grows older, the accommodation of 
the lens, i.e., its ability to have its curvature eoT^Con 

changed, becomes less, so that at about 40 years verging Lens Cor- 
of age one becomes farsighted and needs con- Far-Sighted- 

verging lenses. This defect is called presbyopia. 

3. If the focal length of the lens is too short, only objects near 
by can be focused clearly. This defect is kno'wn as nearsighted- 
ness, or myopia. It is corrected by diverging lenses 
-4fe4 (Fig. 608). 


This apparatus 


FiGeoTDi projection lantern. This apparatus 

ver^ng Lens (Fig- 609) is a Camera reversed. A lantern slide 0, 
Corrects Near- which is a picture on glass or film, is intensely 
Sightedness illuminated by a strong source of light L. Con- 
densing lenses C serve to concentrate light upon the slide. An 
enlarged image I of the picture on the slide is projected onto a 
distant screen S by the objective lens J whose position may 
usually be varied by means of a rack and pinion. 

621. Moving pictures. The projecting lantern for moving pic- 
tures is essentially the same as that described above for glass 
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slides. For this purpose, however, the positive pictures (usually 
25 nun wide by 20 mm high) are made on celluloid film in strips 
about 1000 ft long, containing approximately 16,000 pictures. 

Advantage is taken of the fact that persistence of vision is such 
that the visual impression on the retina lasts about 1/10 sec in 
average eyes. The motion picture projector is provided with a 
mechanisni which presents a new picture before the condensing 



lenses every 1 /16 sec and holds it stationary for perhaps 1 /32 sec, 
while a shutter uncovers the lens and permits the image to be 
projected on the screen. 

Since 16 pictures are presented per sec and persistence of vision 
lasts 1/10 sec, the retinal impression of each picture remains until 
that of the next picture takes its place. The effect of smooth, 
continuous motion is thus produced. 

When moving pictures are accompanied by sound, the sound 
record may be on separate phonograph disks whose motion is 
synchronized with that of the film. It has been found difficult to 
do this satisfactorily, however, and the best results are secured 
when the “sound track,” or record, is made along the side of the 
picture film. For reasons of convenience in constructing the ma- 
chine, the sound record for a given picture is about 14 in. below 
the picture to which it belongs. 

The sound record consists of horizontal lines about 1/2 mm 
wide and 5 mm long, of varying opacity. A narrow beam of light 
is projected against this sound track and more or less passes 
through the film, depending upon the opacity of the record at 
that place. The light that gets through falls upon a photoelectric 
cell and thereby produces a Varying current in an electric circuit. 
This current is amplified and actuates a loud speaker, which re- 
produces the original sound. 
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622. The magnifier. Any converging lens may be used as a 
magnifier.* It will be recalled from Case II of Sec. 558 that if 
the object is closer to the lens than the principal focus, the image 
is virtual, erect, and enlarged. If, therefore, we hold the eye close 
to a converging lens (Fig. 610) and bring the object AB up to a 
point between the principal focus and the lens, an enlarged 
image ah is seen. 

For normal eyes, the distance of most distinct vision is about 

25 cm (or 10 in.) ; hence 
the image is seen mQst 
clearly when it is about 
that distance from the 
lens. Eyestrain may often 
be relieved, however, with- 
out sensible change of 
magnification by focusing 
for the most comfortable 
working distance between 
final virtual image and eye, which is usually greater than 25 cm. 

The magnifying power m of a lens is defined as the ratio of the 
size of the image to the size of the object as seen without the 
lens, each being at the distance of most distinct vision. 

When the object is viewed without the lens, it is naturally 
placed at A'B', in order to be most distinctly seen. Hence, 

ah ah 
A'B' ~ AB 

But since A OAB and Oah are similar and A B is at the distance 
p from 0, 

ah 25 ' . 

- AB ' 7' W 

From the general lens formula, Eq. (422), 

P'^ 9 f 

which, by the convention of signs (Sec. 558), becomes: 

1 _ 1 -1 ‘ 

P 25 -f 

since 

* Sometimes called a simple microscope. 


m 


(b) 
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Solving Eqs. (a) and (b) simultaneously for m. 


. m = j+ I (451) 

or, roughly, 

.25 , ... 

m -j- where / is m cm. 

In words, the magnifying power of a converging lens varies in- 
versely as the focal length. It was with such simple magnifiers of 
very short focal length, made by himself, that Anthony van 
L'eeuwenhoek discovered bacteria in 1676. 


622a. Resolving power. The resolving power of an instrument 
is its ability to show as separate two 
small adjacent elements in the structure 
of the object under observation. Quan- 
titatively, the resolving power of a tele- 
scope is defined as the reciprocal of the 
angular separation of two points that are 
just resolved, i.e., shown to be two points 
instead of one. For a microscope the re- 
solving power is defined as the reciprocal 

of the distance between two points that of Point 

. . , , Source 

are just resolved. 

On account of the wave nature of light, the image of a point 
source (star)* is not a bright point but a diffraction pattern, 

Fig. 610a. It is seen to 
consist of a bright central 
disk surrounded by alter- 
'' A, ' nate dark and bright rings 
resulting from the inter- 
Fig. 610b. Resolving Power ference of wavelets coming 

from different points of the lens: the larger the lens, the smaller 
the diffraction pattern. 

As to when two points may be considered resolved. Lord Ray- 
leigh has set up the arbitrary criterion that the center of one 
diffraction pattern shall fall on the first dark ring of the other. 
On the basis of this condition, we may deduce an expression for 
the resolving power of a lens as follows, Fig. 610b. 

Let 0 be a point on the optic axis of the lens ACB and P a 




752 


LIGHT 


point that is just resolved from 0, OP being perpendicular to the 
axis. By the Rayleigh criterion, if 0' is the center of the image 
of 0 and P' the center of the image of P, then P' will be on the 
first dark ring about 0' and vice versa, as shown by the circles 
at the right of the figure. 

If iij.2 is the index of refraction of the medium to the left of 
the lens with respect to the medium to the right of. the lens, 

by Eq. 417. The time t for light to travel the distance 

V2 

PB 

PB in medium (2) will be t — . In the same time light would 

V2 

travel in the medium (1) a distance x such that 

a; = 

Vi Vi 

Hence fiPB is called the equivalent path in medium (1), usually 
air, and corresponds to the actual light path PB in the medium 
(2), n being the index of refraction of the medium (2) with re- 
spect to medium (1), that is m = iM 2 - 
In order that 0' shall be on the first dark ring about P', the 
equivalent light path by the route PBO' must be longer by one 
wave length (X) than the path PAO', for then each wavelet 
from the lower half of the lens will arrive at 0' one-half wave 
length behind the corresponding wavelet from the upper half of 
the lens so that they will nullify each other in pairs. 

Stating this algebraically , 

inPB + BO') - {ixPA + AO') = X. (a) 

But (mOB + BO') - {fiOA H- AO') = 0. (b) 

Subtracting (b) from (a), 

y.{PB - OB) -f- n{0A - PA) = X. (c) 

Since OP is always small compared to OA or to OB, 

PB - OB ^ PR and OA - PA ^ OQ. (d) 
From similar triangles, ORP and OCB, 

PR CB 
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From similar triangles, PQO and OCA, 

OQ _CA _ . 

OP OA “ 
OQ — OP sin a. 

Substituting from (d), (e), and (f) in (c), 
fiiPR) + = X 

2/iOP sin O' = X 

X 


(f) 


d=OP = 


2ix sin Q! 

Sir George Airy (1834) showed that when the opening is cir- 
cular the above value must be multiplied by the factor 1.22. 
Hence for circular lenses, 

1.22X 0.61 


d = 


Ijx sin a ft sin a 


(451a) 


In the case of a telescope, the medium on the object side of 
the lens is air so that ft = 1; and the object distance OC (= p) is 
great compared to the radius of the lens AC (=/■). Hence the 
angle d subtended at the center of the lens by the distance OP 
between two points that are just resolved is 

d 0.61X 


d = tan 0 = 


But 


So that 


0 = 


p p sin a 
sin a = tan a = 

P 

0.61X _ 0.61X _ 1.22X 
D 


<S) 


(451b) 


where D is the diameter of the lens. 

Hence for a telescope, the resolving power = ^ 

d i.22A 

In the case of microscopes, the objects are usually not self- 
luminous and produce diffraction patterns themselves. Abbe has 
shown that under these circumstances the smallest object that 
can be distinguished has the diameter d such that 

d = ^ ^ (451c) 
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Hence 

the resolving power of a microscope = i 

a X 


(451d) 


The principle of the microscope * is 
invention is attributed to Zacharias 



623. The microscope, 
shown in Fig. 611. Its 
Joannides, about 1609. 

The microscope will be seen to consist of two lens systems, each 
of which may be a single lens or several lenses. The one nearest 
the object is called the objective, and the one nearest the eye, 
the ocular, or eyepiece. 

The condenser and mirror ‘ 
are for illuminating trans- 
parent slides and are not 
parts of the microscope 
proper. 

Referring now to the 
simplified diagram of Fig. 

612, the object AB is 
placed at a distance from 
0 shghtly greater than the 
focal length /i of the ob- 
jective. Lens 0 produces a real image, inverted and enlarged, at 
A'B', just beyond the principal focus Fi of the eyepiece E, which, 
acting as the simple magnifier of the preceding paragraph, gives 
the virtual, emerged image ab. 

The distance from 0 to A'B' is practically the tube length L 
of the microscope. Hence the magnifying power of the objective 
is approximately: 

L 

mi = j- 

h 

The eyepiece magnifies the real image A'B', its magnifying power 
ma being, by Eq. (451), 

, 25 

mi = -r' 

h 

Hence the total magnifying power of the compoimd micrdscope 
as a whole is : 


Fig. 612 


* Sometiiries called a compound microscope. 


756 


LIGHT 


m = mima = 


/i /a 


25L 

/1/2 


(452) 


where all measurements are in centimeters. 

Manufacturers usually mark the magnifying power of each 
objective and eye-piece upon the piece itself. Thus an objective 
marked SOX means that the real image produced is 80 times as 
long as the object. Similarly an eye-piece marked 20X would 
yield a virtual image twenty times as long as the real image 
viewed by it. The total linear magnification of the object would 
therefore be (80 X 20) = 1600 times, or 1600 diameters. 

With visible light, magnifications as high as 3600X may be ob- 
tained, but 2500X is about the upper limit of useful magnification 
for most purposes. To secure magnifications higher than this, 
extremely short focus lenses must be used. Such focus is accom- 
panied by small diameter, and small diameter of the objective 
means reduction of the illumination and of the resolving power 
of the microscope. 

Resolving power is often quite as important as magnifying 
power, and is what limits useful magnification. The distinction 
between the two will readily be appreciated; resolving power 
gives detail, magnifying power gives size. Thus, we might make 
a lantern slide of Fig. 2 and project it on to a screen making 
it either two feet square or ten feet square. As far as our knowl- 
edge of the cathedral is concerned this would be u^seless magnifi- 
cation, for we could see in the smaller picture every detail of 
structure that would appear in the larger one. The detail was 
determined by the resolving power of the microscope with which 
the original photograph was taken; the projection lantern in- 
creases the size only. 

With actual microscopes, the highest value of tx is 1.66 (mono- 
brome naphthahne immersion) and the greatest value of a is 70°. 
The greatest practical numerical apertiue is therefore 

1.66 sin 70° = 1.56. 


Using this in Eq. 451c, 
\ 


d = 


X 

3.12' 


2m sin a 2 X 1.56 
Hence the smallest object that can be distinguished by direct 
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observation with a compound microscope cannot have a width 
less than about one-third the wave length of the light used. 

Ultraviolet microscopes are now available achromatized for the 
3650A- (ultraviolet) and the 546lA. (visible) lines of the spectrum 
of the mercmy arc. Focusing may therefore be done by visible 
light and a photomicrograph made by the ultraviolet light, 
thereby greatly increasing the detail observable. 

The limit of useful magnification has been enormously in- 
creased by the recently developed electron microscope. 




'623a. The electron microscope. As long ago as 1830, W. R. 
Hamilton pointed out that the path of a beam of light through 
a refractive medium in optics was y 

analogous to the path of a particle 
through a potential field in mechanics. 

In an elementary way this may be 
shown as follows : Suppose a beam of 
electrons, Fig. 612a, passes from 
a region of uniform electric potential 
Vi into a region of uniform electric 
potential V 2 , F 2 being greater than Vi. 

Let »i and »2 be the velocities which 
an electron (charge e and mass m) would acquire in falling from a 
region of zero potential into the regions of potential Vi and V 2 , 
respectively, o Then 

= Vie 

imv 2 ^ = ¥ 26 . (a) 

As the electron passes into the second medium, the component 
Vx parallel to the plane of separation will remain unchanged, but 
the component perpendicular to that plane will change from 

(»l)s, to {V 2 )y. 


Fig. 612 a. 


We then have 


sin di 
sin 


% 

% Vi 
V2 


(b) 


V2 

Vi 


sin $1 
^(7^ “ sin 62 


But from (1) 
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Therefore 


VFi sin 01 = VV 2 sin 02 


(c) 



Fig. 612b. Magnetic 
Electron Lens 


Comparing (c) with Eq. 418, it is seen that VV is analogous to 
the absolute index of refraction of a medium. 

These hypotheses were verified by H. Busch (1926) who showed 
that an axially symmetric magnetic field brings beams of electrons 

to a focus much as a lens brings beams of 
light to a focus. The same effect may be 
secured by an axially symmetric electric 
field. In the case of electric fields the 
paths lie in axial planes, but in magnetic 
fields the paths are spirals in consequence 
of Ampke’s law. Such electric and mag- 
netic fields are called electron lenses and 
their theory and utilization constitutes the 
subject of electron optics. 

Figs. 612b and c show simple magnetic and electrostatic electron 
lenses, the fine curved lines representing equipotential surfaces. 
In each case, electrons from points of a pattern in 
the plane MN are brought to a focus in the plane 
XY which may be a fluorescent screen. The elec- 
trons may be emitted as pbotoelectrons from a 
semi-transparent surface at MN on which a picture 
is projected from above, or they may be supplied 
from a separate source and pass tlnough a thin 
object mounted on a very thin supporting surface trostatic Electron 
in the plane MN. Since air particles would de- 
fleet electrons, these lenses must be operated in a vacurnn. 

Theoretically, for the electron microscope as for the light micro- 
scope, the least distance between two points that may be resolved 
is given by the relation d = X/(2ju sin 0). In falling through the 
potential differences of 30,000 to 60,000 volts at which an electron 
microscope operates, the electrons acquire such velocities that their 
wave lengths as given by DeBroglie’s relation (Eq. 472) are of the 
order of 1/lOA. On this account, the resolving power and useful 
magnifications of the electron microscope are enormously greater 
than those of the best light microscopes. In certain hydrocarbon 
molecules the atoms are about 2k. apart, so that it is quite within 





Fig. 612 d. Electron Microscope. 
(Courtesy RCA Electronic Research Laboratories) 
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the realm of future possibility to photograph individual atoms by 
means of the electron microscope.* 

Fig. 612d shows the electron microscope developed by Dr. V. K. 
Zworykin and his coworkers of the Radio Corporation of America. 
A diagrammatic drawing of the instrument and of a similarly 
arranged light microscope is shown in Fig. 612e. In this instru- 
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Fig; 612e. Ck>mparisoD of Light and Electron Microscopes 

ment magnetic electron lenses are used throughout because their 
focal lengths are more easily varied (by varying the current) 
than are the focal lengths of electrostatic lenses. 

Electrons from a source S are concentrated by the condensing 
lens C upon the object which is mounted on a very thin support- 
ing film at 0. The objective J produces an intermediate image 

* II is reported by Dr. Stuart Mudd that certain German scientists claim to have 
made visible the molecules of the organic compounds hemocyanin and edestin. 
{Scume News Letter^ Octobw 26, 1940.) 
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at /i, which may be viewed on a fluorescent screen. When this 
screen is removed, the projector coil P produces a fmrther en- 
larged image on a second stage screen or photographic plate at 1 2 . 

Dirept magnifications of 30,000 diameters are secured as com- 
pared with the useful magnification of 2500 diameters with the 
light microscope; and so fine is the detail that photographic en- 
largements up to 100,000 diameters are advantageous. 

624. The refracting telescope. Hans Lippershey, a spectacle- 
maker of Middleburg, Hollemd, is generally considered to have 
made the first telescope, in 1608. A telescope (Fig. 613) consists 
of an object glass, or objective O, and an eyepiece E. The func- 



tion of the object glass is to collect light and produce a real image 
A'B' of the object AB. The eyepiece serves as a simple magnifier 
and gives an enlarged virtual image ab. 

The eye estimates the size of an object by the angle which that 
object subtends at the eye. In this case it is more convenient to 
deal with half-angles. 

If one should look at the object A B without the aid of a tele- 
scope, the half-angle which it would subtend at the eye would be 
sensibly the same as the half-angle 6 which it subtends at the 
center of the objective, since the length of the telescope is negli- 
gible compared to the distance to the object. When viewed 
through the telescope, the half-angle subtended at the eye by the 
real image A'B' is a. Hence the magnifying power of the tele- 
scope is: 


a 



Since 6 and a are always very small angles, they are approxi 
mately equal to their tangents, so that 

tan a 
m = r- — s' 
tan B 
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In an actual instnunent, Fi and Fa are practically coincident 
(the figure has to be distorted here for clearness). Therefore, 

C'B' 

tana EFi OFi 
tend ~ CB' " FFa' 

OFi 

But OFi is the focal length /i of the objective, and EFi is the 
focal length /a of the eyepiece. Hence the magnifying power is: 

(454) 

/2 

Also, since Fi and Fa are practically the same point, the length L 
of a telescope is obviously given by the relation: 

A=/i+/2. (455) 

In telescopes used by engineers on levels and transits, an erect 
image is obtained by the introduction of an additional lens at the 
proper place between the objective and the eyepiece. 

The resolving power of a telescope varies directly as the diam- 
eter of the objective; hence the constant endeavor to produce 
larger instruments. The largest refracting telescope today is the 
40-in. refractor at the Yerkes Observatory, University of Chicago. 


626. The reflecting telescope. Since the function of a tele- 
scope’s objective is to collect fight and bring it to a focus, a con- 
cave mirror may be used 
instead of a lens. The first re- 
flecting telescope was made 
in 1668 by Sir Isaac Newton, 
who ground the mirror with 
his own hands. Its arrange- 



f==:=i:ir^4 




Fig. 614. Reflecting Telescope 


ment is shown in Fig. 614. 

The mirror objective is Mi, and a small plane mirror M 2 is 
placed in the path of the reflected rays so that the real image is 
viewed through the eyepiece E at one side. 

The mirrors are generally made of glass of a low coefficient of 
expansion and are front-surface mirrors. This surface is coated 
usually with silver or aluminum. The former reflects about 81% 
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of the incident light, and the latter about 93%; the selective re- 
flection of each is small. Consequently, a telescope having such a 
reflector may be used for the study of ultraviolet, visible, and 
infrared radiations, whereas one using a lens transmits little but 
the visible. Mirrors have two other advantages over lenses: only 
one surface has to be ground and polished, whereeis a lens has two; 
and the mirror is more easily mounted, since a lens must be sup- 
ported by its edge. 

At present the largest telescope in the world is the 100-in. re- 
flector of the Mount Wilson Observatory, but one 200 in. in. 
diameter is under construction for the California Institute of 
Technology. Several years were required to grind and polish its 
mirror. When complete it wiU show probably 6,000,000,000 stars. 

626. Parallax. If we look at a clock sidewise, it appears too 
fast or too slow — depending upon the side from which the ob- 
servation is made. This apparent change of position of a body (in 
this ceise, of the clock hand) due to change of position of the ob- 
server is called parallax. 

To avoid parallax in microscopes, telescopes, and other instru- 
ments, the cross-hairs are mounted on a ring, the reticle, and 
placed in the eyepiece tube so as to lie in the focal plane of the eye- 
piece, i.e., in the plane of the image A'B' (Fig. 613). This elim- 
inates any apparent motion of the cross-hairs with respect to the 
image, whemthe eye is moved across the eyepiece. 

627. The Michelson interferometer. The beautiful colors seen 
on soap bubbles and thin oil films are due to the interference of 
light reflected at the two surfaces of such films. That this phe- 
nomenon could have any practical value might seem a remote 
possibility. But in 1887 Michelson utilized this very principle in 
his interferometer, which is still our most accurate device for the 
measurement of length, particularly the length of light waves. 
The instrument is shovm in perspective in Fig. 615 and diagram- 
matically in Fig. 616. 

The interferometer consists of two plane front-surface mirrors 
Ml and M 2 , and two plane parallel plates H and C. All should be 
plane to 1/20 of the wave length of sodium light, and are set per- 
pendicular to the plane of the paper as shown. 

H is half-silvered, i.e., the silver coating is so Kght that half 
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the incident beam is transmitted and the other half reflected. C 
is a clear glass plate cut from the same piece as R in order to have 

the same thickness. It is 
inserted in the path of the 
beam to Ma to equalize 
the path length in glass, 
since the other beam trav- 
erses H three times. 

Light from a steady 
monochromatic source -S 
is made a parallel beam 
by the lens L and passes 
into the plate H. At the 

Fig. 615. Michelson’s Interferometer. (Courtesy back surface, half is trans- 
Franklin & Charles. Publishers) knitted tO Ma and the 

other half is reflected to Mi, as shown by the full lines. Mi and 
Ma reflect these beams as shown by the dotted lines, and they 
enter the eye E. 

If the two path lengths are exactly 
equal, the two beams are 180° out of 
pheise, because there is a phase change 
of that amount when waves in one 

medium aire reflected against a denser <• A 'U.'^ .c Mt 
medium,* and the field should be 
uniformly dark. But this is seldom 
the case, and usually the field is 
covered with light and dark inter- 
ference bands, or “fringes.” If Mi is 
exactly parallel to the reflection of 

Ma, the bands wiU be circles. In general they are 
conic sections, f but by tilting Ma they may be made 
practically straight. They are usually observed 
through a low-power telescope, and the field of 
view has the appearance of Fig. 617. 

Mirror Mi is 'mounted on a carriage that 
may be moved back and forth by a veiy accurate 
screw that is turned by the handle J. 

If Ml is moved a distance equal to X/4, the length of the path of 
* Edser, Light for Students^ op, cU. p. 283. f Monk, Light, op. cit, p. 146. 




Fig. 616. 


Paths of Light in Inter- 
ferometer 



Fig. 617. Field of 
View of Interfer- 
ometer 
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the corresponding beam is increased by twice this . amount, or 
X/2. Hence, where formerly there was a bright line there will 
now be a dark line, because the waves to this point will now be 
180° out of phase and interference will take place. On moving 
Ml another X/4, the waves to this point will again be in phase, 
and the dark line will be replaced by a bright line because we again 
get reinforcement. So, as Mi is moved very slowly, the lines ap- 
pear to move across the field of view; and for each bright line 
that crosses the intersection of the cross-hairs we know that the 
mirror Mi has been moved a distance X/2. 

Hence, if n bright lines pass the intersection of the cross- 
hairs, the distance d that Mi has moved will be: 

d = (456) 

One may count the passages of fringes across the intersection 
of the cross-hairs until n is a very large number, and the distance 
d may be read from the micrometer heads with great exactness. 
Consequently, this gives our most accmrate primary method of 
measuring the wave lengths of light. 

Using light of known wave length, such as the yellow line of 
sodium or the green line of mercury, the interferometer becomes a 
practical method of the greatest accuracy for other measurements 
of length. It was by this means that Michelson in 1894 deter- 
mined the leilgth of the prototype meter in terms of the wave 
lengths of the red, blue, and green lines of the spectrum of cad- 
mium (Sec. 8). By means of a 20-ft interferometer attached to the 
100-in. reflecting telescope at Mount Wilson, Michelson made the 
first measurements of star diameters. That of Betelgeuse was 
fotmd to be 250 times and that of Antares 460 times the diameter 
of our sun. 

628. The theory of relativity. The fact that all motion is rela- 
tive was recognized in Newton’s day, but he and all other physi- 
cists up to the time of Einstein assumed length, mass, and time 
to be independent and absolute quantities. 

Consideration of the negative result of the Michelson-Morley 
experiment* led Einstein, in 1905, to the conviction that true 

* G. F. Hull, An Elementary Survey of Modern Physics (New York, The Macmillsn 
Company, 1936), p. 36^ 
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length, mass, and time are meaningless terms — that we know only 
measured length, mass, and time. This inspired the enunciation 
of his two basic postulates: 

1. The velocity of light, like that of sound and other waves, 
is independent of the motion of the source. 

2. The velocity of light is the same to all observers, regardless 
of their own motion. 

By mathematical reasoning from these, he developed a set of 
transformations called the Lorentz transformations, because they 
had previously been deduced by H. A. Lorentz for electromagnetic 
phenomena. Einstein assumed that when the algebraic expressions 
for all general physical laws were transformed from one set of 
moving rectangular axes to another set by these transformations, 
they retained their same algebraic form, provided the axes (or 
reference frames) were not accelerated with respect to one another. 

This is known as the special, or restricted, theory of relativity 
and may be stated as follows: General physical laws have the 
same algebraic form relative to all Galilean frames of reference.* 

The theory leads to the conclusion that if an observer had two 
' identical meter-sticks and two identical clocks, and if one meter- 
stick and one clock were placed on a car and set in motion relative 
to the observer, the moving clock would appear to the stationary 
observer to run more slowly than the stationary clock. Likewise, 
if the length of the moving stick were parallel to the direction of 
motion, it would appear to the observer shorter them the station- 
ary stick. 

Thus, time and length are not absolute values, but depend 
upon the relative motion of the observer and the thing observed. 
Thus, a meter-stick on a car moving 161,000 mi/sec would appear 
only 50 cm long to an observer standing on the ground, but would 
appear 100 cm long to an observer riding on the car with it. 

Einstein deduced also that a body whose mass when at rest is 
mo would at a velocity v have a transverse mass m such that 



where c is the velocity of light. 

*A Galilean frame of reference consists of imaccelerated rectangular axes and 
Cartesian coordinates, as ordinarily used in analytical geometry. 
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This relation has been fully confirmed by the classic experiment 
of Bttcherer,* in which he used electrons (|8-rays from RaF) 
as the high-speed bodies. An electron whose velocity relative to 
a stationary observer is 0.9 that of light, would appear to that 
observer to have 2.29 times the mass mo of an electron at rest. 
Hence, mass also is relative. 

But on,e of the most important conclusions of the Einstein 
theory is that mass and energy are mutually convertible, accord- 
ing to the relation: 

E = mc\ (458) 

This has been verified by the recent results of many workers on 
the transmutation of the elements (see Sec. 657). Thus, when 
m = 1 gm, 

E = 1 X (3 X 10''>)2 
= 9 X 10“ ergs. 

That is, 

1 gm mass = 9 X 10^® joules. 

Hence the laws of conservation of mass and of energy become one 
law. 

In the Lorentz transformations, time enters as a fourth dimen- 
sjon (with a factor) on the same basis as length, breadth, 

and thickness. Minkowski has pointed out that we may be living 
in a four-dimensional “continuum,” although we are able to vis- 
ualize only the three dimensions of ordinary space. 

Not satisfied with the limitation of imaccelerated axes, or frames 
of reference, Einstein pursued the study further and in 1915 
brought out the general theory of relativity: AU Gaussian coor- 
dinate t systems eire essentially equivalent for the formulation of 
the general laws of nature. 

The general theory leads to the fact that the geometry of a re- 
gion is inextricably linked with the gravitational forces of the 
region, since the coefficients (g’s) that determine the one likewise 
determine the other. From this standpoint it appears that gravi- 

* Glazebrook, Diciionary of Applied Physics (London, Macmillan and Company, 
1922), II, 350. 

t Gaussian coordinates differ from Cartesian in that they may be families of curves 
instead of straight lines on|y. This is ecpiivalent to permitting the moving bodies to 
have acceleration. 
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tational forces correspond to a curvature of the four-dimensional 
continuum, or region, in which we live. Light would accordingly 
pursue curved paths in gravitational fields, and such bending of 
light rays should be most noticeable in the vicinity of large masses 
of matter like our sun. This prediction has been confirmed by the 
apparent shift in the positions of stars photographed near the sun 
during several solar eclipses. . 

The general theory yields also a law of gravitation, more general 
than Newton’s but also more complex. It consists of six differen- 
tial equations which give Newton’s law as a special case. 

Einstein’s law of gravitation accounts for the rotation of the 
orbit of the planet Mercury, which was not satisfactorily explained 
by Newton’s law. 

Still another test of the general law was suggested by Einstein. 
The theory predicts that the frequencies of atomic mechanisms 
considered as clocks should depend on the potential of the gravi- 
tational field in which they are situated. Spectral lines from the 
great stars should therefore be shifted toward the red (lower fre- 
quencies). Dr. W. S. Adams of the Mount Wilson Observatory 
has found this effect of the predicted magnitude in observations 
on the dark companion of Sirius. 

At the present time, the theory of relativity of length, mass, 
and tune is generally accepted. It represents one of the greatest 
advances in physical thinking since Newton, but it should not be 
regarded as a finality. Already modifications are Keing made by 
various writers and by Professor Einstein himself.* 

PROBLEMS 

1. If a movie projector shows 24 photographs per sec and a car wheel has 18 
spokes, what are the three lowest speeds at which the wheel will appear to stand 
still? (This is known as the stroboscopic effect.) 

2. Under cartain light conditions the proper exposure for a picture was 0.1 
sec when stop 8 was used. What would be the correct exposure using stop 32: 
(1) in the F-system; (2) in the U.S. system? 

* References: 

L. Bolton, Iniroduclion to Theory of RehiwUy (New York, E. P. Dutton and 
Co., 1921). 

A. Einstein (trans. by Lawson), Relativity (New York, Henry Holt and Co., 
1921). 

A. S. Eddington, Space, Time, and Graviiation (Cambridge University Press, 
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3. A telescope consists of an objective of 30 cm’ focal length and an eyepiece 
of 2 cm focal length. What is the length of the telescope (distance between 
lenses) when an object 180 cm from the objective is in sharp focusP 

4. A microscope consists of an objective of 8 mm focal length and an eye- 
piece of 25 mm focal length. If the slide is 8.5 mm from the objective, what is 
the distance between the lenses and the magnifying power when the object is in 
sharp focusP 

6. If the numerical aperture of an objective is 1,25, what is the distance be- 
tween the two closest lines that can be distinguished by the sodium lightP By 
visible light? By light of wave length, X = 2536A? 

6. A microscope for photographing uses ultraviolet light of wave length 
3600 A. What is the distance between the two closest lines that can be resolved 
by this microscope if its numerical aperture is 1.30? 




CHAPTER XLVII 


X-RAYS— RADIOACTIVITY— COSMIC RAY3 

629. X-rays. The accidental discovery of x-rays by Wilhelm 
Konrad Roentgen in 1895 has revolutionized the work of the 
physician and the physicist. In 1894, Michelson had stated that 
the future of physics lay in the sixth decimal place — ^meaning 


Fig. 618. Radiograph of King Snake That Has Swallowed Another Snake Longer than 
Himself. (Courtesy of Dr. Howard A. Kelly, Johns Hopkins University) “ 

that physics was practically a completed science and that prob- 
ably nothing remained but to increase the refinement of measure- 
ments. No surmise could have been farther from the fact. The 
discovery of x-rays opened unsuspected and stiU unliinited fields 
for new research and gave to physics a stimulus hardly equaled 
since the time of Newton. 
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X-rays have been shown (Sec. 614) to be electromagnetic 
waves similar to light but shorter. They have the following usrful 
properties: 

1. They proceed in straight hnes and cast shadows. 

2. They readily penetrate many materials such as cloth, wood, 
flesh, and the light metals such as aluminum. 

3. They do not penetrate readily the heavy metals, such as 
lead and tungsten. 

4. They act on photographic films as does light. 

5. They cause zinc sulphide, platinum-barium-cyanide, and 
Other substances to fluoresce. 

6. They produce ionization of gases. 

Figure 618 is a radiograph showing the “smvival of the fittest” : 
a king snake has swallowed another snake considerably longer 
than himself, as is shown by the loop made by the tail of the latter. 

The ability of x-rays to penetrate matter and affect photo- 
graphic films enables the surgeon to locate accurately foreign ob- 
jects in the. body, and the engineer to detect flaws and cavities in 
castings and welds. It permits definite determination of the pres- 
ence and progress of tuberculosis and other diseases. Irradiation 
with x-rays has become a standard treatment for certain types 
of cancer and other abnormalities; and by it the process of evolu- 
tion in certain forms of life has been speeded up enormously. To 
the physicist, the ability of x-rays to ionize a gas is perhaps their 
most important property. Their discovery marks the beginning 
of the “Modern Physics.” 

630. The electron-volt. In these days it is customary to ex- 
press the energy of electrons, protons, quanta, etc., in terms of a 
unit called the electron-volt. The meaning of this term is easily 
understood. 

If the potential difference between an anode and a cathode is 
V volts, then the work W required to move the quantity e of one 
electron from the anode to the cathode is: 

W= Ve 

and this is the potential energy that the electron has when it 
leaves the cathode. ' 

As it falls toward the anode, this potential energy is gradually 
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transformed into kinetic; and if the electron reaches the anode 
without colhsion, its energy is aU kinetic and has the value 

TTAnfP 

w= Ve imv^ (459) 

where m is the mass and v the velocity of the electron. ^ 

In words, an electron-volt is the kinetic energy of an electron 
that has fallen freely through a potential difference of one volt. 

Since e means the quantity of electricity represented by 1 elec- 
tron,* it follows that these energies in electron-volts will be 
numerically equal to the potential difference in volts through 
which the electron has fallen or could faU. 

1 electron-volt t = 1 volt X 1 electron 

= ^ statvolt X 4.80 X 10~“ statcoulomb 
= 1.6 X 10“^^ erg. 

631. Discovery of radioactivity. The fluorescence of the earlier 
forms of x-ray tubes led Henri Becquerel to think that perhaps 
fluorescent substances emitted x-rays. He therefore began ah 
examination of such materials and found, in 1896, that the salts 
of uranium suspended above a photographic plate, in its plate- 
holder, produced a shadow photograph of opaque objects lying 
on the plate-holder, quite similar to an x-ray photograph. 

To his surprise, however, he discovered that uranous salts gave 
the same results as uranic salts, although the former are not fluo- 
rescent. Clearly, therefore, the fluorescence was not an essential 
accompaniment of this newly discovered phenomenon. 

Radioactivity is the property of spontaneously emitting rays 
capable of penetrating matter opaque to ordinary light. These 
new rays were called “Becquerel rays,” and like x-rays they pro- 
duced ionization of the surrounding air. 

632. Radium and other radioactive elements. At the time of 
Becquerel’s discovery there were in Paris two young French physi- 
cists, Pierre Curie and his wife, Marie Sklodowska Curie. They 
at once began a systematic examination of aU sorts of substances 

* Electron, as originaUy used by Stoney, meant quantity without regard to sign. 

t The word “electron” is often omitted and energy stated as so many “volts,” when 
^ectron-volts is meant. 
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for this property of radioactivity, using the electrometric test 
(i.e., the ability of a substance to discharge an electroscope by 
ionization of the air) as a measure of their radioactivity. 

Of the then knovui elements, it was foimd by Mme. Curie * 
that only thorium possessed radioactivity comparable to that of 
uranimn. Certain ores of these substances exhibited greater ac- 
tivity thap the elements themselves. The Curies hypothesized 
that this was due to the occurrence in the ores of a small quantity 
of a substance more active than either element, and that this sub- 
stance W 61 S thrown away in the refining process. 

On this theory they made a most exhaustive analysis of pitch- 
blende, the ore of manium, and in 1898 discovered two new 
elements, polonium and radium, the radioactivity of the latter 
being a million times as great as that of uranium, f The former 
occurs with bismuth and the latter with barium, the separations 
being difficult — particularly that of polonium. 

Radium is generally used in the form of the chloride or the 
bromide, but in 1910 Mme. Curie succeeded in preparing pure 
radium. It is a silvery-white metal similar to barium, and it tar- 
nishes rapidly in the atmosphere. Its atomic weight is 225.97 
and its melting point, 700°C. One ton of pitchblende contains 
about 0.2 gm of radium and 1/5000 this amount of polonium. 

About 1900, Debierne, working in the laboratory of the Curies, 
discovered in the iron group and in rare earths another radioactive 
element, actinium. In 1907, N. R. Campbell found potassium 
and rubidium slightly active; $ and in 1932 Langer and Riatt 
observed radioactivity of beryllium. 

Of the 12 or 15 elements essential to every living cell, potassium 
is the only one definitely radioactive. Rubidium and caesium, 
which are also slightly radioactive, may be substituted for potas- 
sium; but no non-radioactive element has been found that can 
take its place. § 

Radioactivity is widely distributed throughout the waters and 
the crust of the earth. Some 40 elements have been found to 

* And independently by Schmidt. 

t Marie Curie, Pierre Curie, trans. Kellog (New York, The Macmillan Company, 
1923), p. ^ 

t Rutherford, Substances and Their Radiaiions (New York, The Mac^ 

millan Company, 1913). 

§Bums, (New York, The Macmillan Company, 1929), p. 16L 
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possess the property, and it is not improbable that at least feeble 
radioactivity is a property of all matter. 

An artificial radioactivity usually of short duration, somewhat 
different from the spontaneous natural radioactivity described 
above, has been produced by many experimenters (see Sec. 640). 

633. Alpha-, beta-, and gamma-rays. From a study of the 
penetrating power of Becquerel rays, Rutherford concluded that 
they consisted of three different types of component rays to which 
were given the names, a-rays, ;8-rays, and y-rays.* 
These rays are readily separated by an ex- 
periment attributed to Mme. Curie (Fig. 619). 
A small piece of radioactive material Ra is placed 
at the bottom of a hole in a block of lead L, from 
which the radiation escapes by a narrow slit. 
The block of lead is placed between the poles of 
an electromagnet S — only the south pole, behind 
the block, being shown in this figure. Before 
Fig. 619. Radiations current is turned on there is but a single 
beam, vertically upward, but after the magnet 
is energized this beam is split into three parts as shown. 

As the magnetic flux is perpendicular to the paper and away 
from the observer, application of Fleming’s motor rule shows that 
the deflections have the directions that we would expect if the 
a-particles have + charges, the jS-particles — ch^ges, and the 
7 -rays no charge at all. Examination with an electroscope proves 
this to be the case. 

Rutherford secured similar separation by passing the discharge 
between parallel plates highly charged + and — . 

All three of these radiations darken photographic plates and 
produce ionization of a gas. They emanate from the nucleus of 
the atom. 

The alpha-rays have been shown by Rutherford and Royds 
to be the nuclei of helium atoms, f Accordingly they have an 
atomic mass of 4 and a positive charge of 2 protons. It is there- 
fore better to speak of them as particles Ahan as rays. Though 

*Ruth^ford, op. ciL, p. 115. 

t Rutherford, Chadwick and EUis, jRa<iiaiidn5 /fo/7x i?adi(m (New 

York. The Macmillan Company, 1930), p. 48. 
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expelled with velocities from 1.4 X 10® to 2.2 X 10® cm/sec, they 
penetrate only about 7.5 cm in a standard atmosphere and are 
completely stopped by a sheet of paper. However, they have 
great ionizing power because of their relatively great mass (7200 
times that of a |8-par ticle). 

Beta-rays are likewise particles, for they are high-speed elec- 
trons, being expelled with velocities from 1/3 to 99.8% of the 
velocity of light, i.e., from lO^® to 3 X lO^® cm/sec. Those of the 
highest speeds have energy of the order of 8 X 10® electron-volts, 
whereas a-particles have 5 times this energy, which accounts for 
their greater ionizing power. The great penetrating power of 
iS-particles is due to their high speed and small size. 

Many substances fluoresce under bombardment by a- and 
iS-particles, particularly zinc sulphide and some diamonds. Fluo- 
rescent paint is usually radiothorium mixed with zinc sulphide. 

Gamma-rays are undeflected by an electric or a magnetic field; 
hence they carry no electric charge. They are electromagnetic 
waves of the same nature as hght but of much shorter wave 
lengths. By crystal diffraction measurements such as are used 
for x-rays, the y-rays of Ra have been found to consist of some 
20-odd wave lengths from 28 to 1365 X.U. 

1 X.U. = 1 x-ray unit = 0.001 A = 10~“ cm. 

Gamma-rays are in a sense a secondary effect, since they arise from 
the readjustment of the atomic structure after the expulsion of an 
a-particle or a |3-particle from the nucleus. Gamma-rays have great 
penetrating power, being able to pass through as much as 20 cm 
of lead. Like x-rays, they produce ionization by causing the ejec- 
tion of photoelectrons in accord with Einstein’s photoelectric 
equation. They may be used for the same purposes as x-rays in 
the treatment of disease and the production of radiographs. 

The relative ionizing powers of a-, |3-, and y-rays are approxi- 
. mately as 10,000 is to 100 is to 1. 

Their relative penetrating powers, on the other hand, are 
roughly as 1 to 100 to 10,000, respectively. 

634, Methods of detecting the radiations. 

i. By scintillations. In 1902 Sir William Crookes devised the 
“spinthariscope” (Fig. 620) for detecting and counting a-particles. 
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It consists of a metal tube T about 1 in. in diameter and 2 in. high, 
at the bottom of which is a zinc sulphide screen S. A few milh- 
meters above this is supported a piece of radioactive material R. 

Each a-particle shot out from R produces a bright 
flash, or scintillation, where it strikes the zinc sulphide 
screen. These scintillations Eu^e easily observed by 
means of a lens L at the top of the tube, when the 
apparatus is in a darkened room. By proper arrange- 
Fig 620 limiting the fraction of the total radiation 

Crooke’s that reaches the screen, the scintillations may .-be 
Spinthari- readily counted. 

2. By the Geiger counter. This counter (Fig. 621) is 
an improvement on an earlier form devised by Rutherford and 
Geiger which counted only a-particles. 

The radioactive material R is mounted at the center of a spher- 
ical container S in which is a small opening 0 by which the par- 
ticles pass into the ionization chamber T through a thin mica 
window W, 2 mm in di- 
ameter. The ionization 
chamber consists of an 
outer metallic tube T con- 
nected to the -H terminal 
of a high voltage battery 
C. Along the axis of T 
and well insulated from it 
is a sharp-pointed metal The Geiger Counter 

rod P connected to the grid of a triode, as shown. 

The voltage of C is adjusted until the gas in T is in a critical 
state just below the sparking potential. The ionization then pro- 
duced by the entrance of either an a- or a |3-particle is sufficient to 
cause at tiie point of the rod a small spark (visible with a micro- 
scope), which shows that the ionization has suddenly increased 
greatly. This permits electricity to flow much more readily from 
the casing to the point, thereby increasing momentarily the charge 
on the grid. This in turn increases the plate current and registers 
a click in the ear phones, for which a loud-speaker may be sub- 
stituted. 

If a string galvanometer is used instead of the phones, its de- 
flections may be recorded on moving photographic film, as shown 
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in Fig. 622, where each spur represents the arrival of an a- or a 
^-particle. With this device as few as one particle per second ma> 
he counted. 

3. By the Wilson cloud chamber. In 1912, C. T. R. Wilson ob- 
served that the ions produced in dust-free gas by a- and /3-par- 




Fig. 622. Record from Geiger Counter 

tides act as nuclei on which water condenses from a supersatu- 
rated atmosphere forming visible droplets, thus making visible 
the path of the ionizing particle. His apparatus, known as the 
Wilson cloud chamber, has been developed by Professor C. T. 
Knipp into the very convenient form shown in 
Fig. 623. 

A flat-topped glass vessel G is closed at the 
bottom by a heavy rubber bulb B and nearly 
filled with water colored black with nigrosine. A 
small piece of a radium salt is enclosed in a thin- 
walled tube bXR. 

When the bulb B is squeezed, the air above the 
water is compressed. It should be held in this 
condition for a few seconds to eJlow the heat of 
compression to be dissipated. It is then released 
suddenly. The air, expanding adiabatically, is 
thereby cooled and consequently supersaturated. 

In this condition the vapor condenses in visible 
droplets upon the ions formed by the particles 
that are being continually shot out by the radio- ^ 
active material. These ^oplets mark the paths 
of the a- and /3-paxticles and of the ions due to 7 -rays and x-rays. 
(The 110 -volt d-c circuit is to clear the atmosphere of ions after 
each expansion.) 

These paths may be photographed by a brilliant spark; but on 
account of the very vigorous ionization produced by a-particles, 
their paths are made plainly visible by an ordinary incandescent 
lamp L behind G. 
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In Fig. 624 are shown sketches from photographs of the tracks 
made by a-particles, |3-particles, and the ions produced by y-rays. 
These tracks, or trails, consist of the droplets of water that have 
condensed on the ions formed by the toee types of radiation. 
Those due to a-particles are broad on account of the great ioniz- 
ing power of these rays. The tracks of /3-particles are narrow and 
not cpntinuous: high-speed |8-particles give straight tracks, but 
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(a) ( 0 ) (t) 

Fig. 624. Cloud Chamber Tracks 

the tracks of low-speed ones are sinuous. The ions (electrons) 
ejected from the atoms of the gas by y-rays or x-rays wander 
indiscriminately, because of little energy and many collisions. 

636. Radioactive transformations. The discovery by Ruther- 
ford in 1900 that thorium, and later that radium and actinium, 
emitted a radioactive “emanation,” led Rutherford and Soddy 
in 1903 to advance the transformation theory. This theory states 
that radioactive elements are not stable structures but undergo 
spontaneous disintegration by the expulsion of a- and ^-particles. 

The subsequent proof that the a-particle is an ionized atom of 
helium (i.e., an atom of helium that has lost two electrons and 
has, therefore, an atomic mass of 4 and a charge of -f 2e) , together 
with much other evidence, furnished the basis for the enunciation 
by Russell (and by Soddy and Fajans) of the Displacement law: 
The expulsion of an a-particle from the nucleus of an atom leaves 
a new atom whose atomic mass is less by 4 and whose atomic 
mnnber * is less by 2 than those of the parent atom. Also, when 
an atom loses a jS-particle, the atomic mass remains unchanged;! 

* The atomic number equals the number of +e charges in the nucleus (Sec. 498), 

t Because the mass of the ejected jS-particle is negligible. 
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i ’ but the atomic number increases by 1, since the loss of — e in the 
j nuclear charge is equivalent to an increase of +e. 

I In accordance with this law, the 40-odd radioactive elements 
are found to fall into three families, or series : the uranium-radium 



j series, the thorimn series, and the actinium series. These are 
' represented in Fig. 625, where an arrow downward and to the left 
i indicates the ejection of an a-particle, and an arrow horizontal 
and to the right indicates the ejection of a jS-particle. 

" Taking the uranium-radium series, for example. Uranium I 
(atomic mass 238, at. no. 92) emits an a-particle and becomes 
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UXi (at. mass 234, at. no. 90). UXi emits a jS-particle and be- 
comes UX 2 (at. mass 234, at. no. 91). This in turn emits a |3- 
particle and becomes UII (at. mass 234, at. no. 92). UII emits 
an a-particle and becomes Ionium (at. mass 230, at. no. 90). 
Ionium emits an a-particle and becomes Radium (at. meiss 226, 
at. no. 88), and so on. The uranium, and thorium series are fully 
conJBrmed by experimental evidence, but the actinium series is 
not yet so well established. 

It will be noted that in each case the end product is lead. The 
three kinds of lead have the same atomic number (82), but h.ave 
atomic masses 206, 207, and 208, respectively. By means of the 
mass spectrograph, F. W. Aston has definitely distinguished these 
three kinds of lead. 

636. Isotopes. Atoms which, like the leads above, have the 
same atomic number but different atomic weights have been 
given the name isotopes by Soddy. They prove to have the same 
chemical and physical properties except that of mass; hence they 
cannot be separated chemically. 

In Fig. 625, points falling on the same vertical line represent 
isotopes. Thus, in addition to the three kinds of lead above men- 
tioned, which are not radioactive elements, lead has four isotopes 
that are radioactive, viz.: Radium B(214), Thorium B(212), 
Actinium B(211), and Radium D(210). 

637. Life of radioactive substances. The rate of disintegration 
of radioactive substances does not seem to be affected by ordi- 
nary chemical processes and physical conditions. Thus, tempera- 
tures from — 186 to 2000°C, and pressures from that in the lowest 
vacuum up to 2000 atmospheres have no effect upon it. 

The number of atoms disintegrating in a unit of time dnldt at 
any time t is a constant fraction X of the number of undisrupted 
atoms n at that time. 

Expressed algebraically. 



where the (— ) means that n decreases when t increases. 

Integrating, and calling no the number of undisrupted atoms 
when t = 0, we have the law of disintegration: 

n = nae~^‘. 


(460) 
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Since for n to become zero, t must be <» , it is customary in dis- 
cussions of time of disintegration to use the half-life period, i.e, , 
the time required for half the substance to disintegrate. To get 
the half-life period T, we make n = no/2 in Eq. (460) and solve 
for T. 

^ 2.3031ogio2 0.6932 

T = ^ = -X~' 

The half-Ufe period is a measure of the stability of the radio- 
active element. It varies from 1.65 X 10“ years for thorium to 
10"® sec for radium C'. For radiiun, the most important radio- 
active substance, the half-Hfe period is 1600 years. 

Age of the earth. From the proportion of lead found in radio- 
active minerals, it is possible to estimate the age of the earth by 
means of the law of disintegration. By this method it appears 
that the age of the earth is not less than 1600 million years.* 

638. Radon: the Curie. An atom of radium, on losing an a- 
particle, becomes an atom of gas which is itself radioactive. This 
gas is the “radium emanation” discovered by Rutherford. It has 
been found to belong to the group of chemically inert gases which 
includes neon, argon, etc., and is called radon (Rn), or niton (Nt). 
It has an atomic mass of 222 and an atomic number 86, and its 
half-hfe is 3.825 days. 

Radon is very generally employed as the radioactive material 
in research and is what is commonly used in the treatment of 
cancer. It is pumped out of the vessel containing the radimn 
and sealed in tiny, thin tubes of glass which are embedded in the 
flesh of the patient at the place to be treated. 

The unit for measuring the quantity of radon is called the 
“curie.” The curie is the amount of radon which is in equilibrium f 
with 1 gram of the element radium. One millicurie s 1/1000 curie. 

639. Energy of radiiun. Pierre Curie and Laborde observed in 
1903 that a radium salt maintained itself at a temperature several 
degrees (3° to 5°C) above the room temperature. Meyer and Hess 
have found the heat liberated by 1 gram of radium to be 132 gram- 
calories per hour, which is in good agreement with the value 
calculated from the energies of the a-, )3-, and 7-rays separately. 

* National ResearcH Council, 0 / the Earth, Bui. No. 80, 1931, p. 454. 

t I.e., the radon disintegrates at the same rate as that at which it is formed. 
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It is estimated that during the period required for a complete ' 
disintegration, 3 gm of radium (a five-cent piece weighs 5 gm) 
wiU liberate as much heat as a ton of coal. This great concentra- 
tion of energy is of no use commercially, however, because radium 
is scarce and expensive. 

640. Artificial radioactivity was first produced in January 1934 

by F. JoHot and his wife, Irene Curie-Joliot.* The property was 
imparted to aluminum, boron, and magnesium by bombarding 
them with the a-particles from polonium. . 

By means of the cyclotron, Lawrence and his co-workers of the 
University of California at Berkeley have rendered practically all 
the elements radioactive by bombarding them with deuterons, 
the nuclei of heavy hydrogen. 

641. Cosmic rays. From the time of Coulomb, the best insu- 
lated electroscopes were known to discharge gradually. The leak- 
age seemed to be through the air surrounding the electroscope, 
and this required that ionization of this air must somehow be 
maintained. The question was, howi* The most obvious source 
of ionization was the radioactive material which is widely dis- 
tributed throughout the earth’s crust. But this soiuce was ruled 
out when V. F. Hess of the University of Innsbruck found (1913) 
that on balloon ascensions the ionization increased at higher alti- 
tudes, whereas if due to radioactive material in the-earth it should 
have decreased. In 1936, Hess was recognized as the discoverer 
of cosmic rays and was awarded the Nobel prize. 

Cosmic rays were so named after a suggestion by Mme. Curie 
that she suspected such a radiation disseminated throughout the 
universe. Subsequent investigation has tended to confirm this 
suspicion. 

After 1925, Millikan and his co-workers determined the great 
penetrating power of the rays (6 ft of lead), and found the energy 
of some of them to be 6 X 10® electron-volts. 

Kolhorster and Bothe greatly advanced the investigation by 
introducing the Geiger-MuUer counter as a means of detecting 
the rays. This counter differs from that of Fig. 621 by having the 

* It is interesting to note that artificial radioactivity was discovered by the daughter 
of the discoverers of radium. Mme. Curie-Joliot is the first child of a Nobel prize- 
winner to receive the prize also. 
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sharp-pointed electrode replaced by a fine wire stretched along 
the axis of the cylindrical electrode. 

Cosmic ray “telescopes” were made by placing two of these 
counters parallel (Fig. 626). This de- 
termined the direction from which rays 
came, since (the counters being elec- 
trically in series) only rays coming in the 
plane of the two counters would ionize 
them both at once and thereby register. 

With sensitive devices of this kind, sur- 
veys have been widely made over land 
and sea by Arthur H. Compton and many 
others. It now seems definitely es 







B 


'■6-M COUNTER 
Fig. 626. Geiger-MuHa: 
tablished that the intensity of the rays Cloud Cham- 

increases toward the magnetic poles, 

and that somewhat more rays come from the west than from the 
east. 



Fig. 627. Cosmic Ray Shower. (Courtesy Professor R. A. 

Millikan) 

If cosmic rays were electromagnetic waves like light (photons), 
they would not be deflected by the earth’s magnetic field ; but if 
they consist of charged particles, they would be. The above facts 
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are in accord with the latter assumption; hence it is now generally 
believed that the rays consist in a large measure of charged par- 
ticles. Compton adduces evidence tending to show that they are 
hehum nuclei, + and — electrons, and protons. There is evidence 
that high energy photons also are present. 

On passing through matter, such as a layer of lead, in a cloud 
chamber, cosmic rays often produce showers containing 20 or 30 
electrons and positrons. The conclusion is drawn that the cosmic 
particles producing these showers must have masses approxi- 
mately 150 times the mass of an electron. These heavy particles 
are called mesotrons, mesons, or barytrons. Figure 627 shows a 
shower. 

The present evidence favors the hypothesis that cosmic rays 
originate in a uniform distribution throughout interstellar space. 
But their cause remains undetermined. 


CHAPTER XLVIII 


ATOMIC STRUCTURE— TRANSMUTATION OF ELEMENTS 

642. Invisibility of atoms. From the theory of the microscope 
we know that two particles cannot be distinguished from each 
other if the distance between them is less than about one-third 
the wave length of the light that is used. Consequently, even 
with ultraviolet light (X = 3650 A.), the smallest object that can 
be photographed (not seen) through a microscope is about 10“® 
cm wide. Rutherford’s experiment showed that the nucleus of an 
atom of gold cannot be more than 10“^* cm in diameter. Hence it 
appears hopeless for us ever to be able to see atoms directly by 
ordinary microscopic methods. 

To get an idea of the structure of atoms we are therefore forced 
to adopt the methods of the detective and deduce from circum- 
stantial evidence the make-up of the particular atom under con- 
sideration. 

643. Early concepts. From very early times attempts were 
made to guess the shape of atoms from their behavior. Lucretius 
concluded, in the year 51 a.d., that substances that hurt the 
tongue must consist of sharp-pointed particles, whereas pleasant 
particles were smooth and round. 

In 1815, Prout advanced the hypothesis that the atoms of all 
the elements were made up of hydrogen, since their atomic weights 
in terms of hydrogen were approximately whole numbers. This 
said nothing of the nature of hydrogen itself. 

The kinetic theory of gases required only that the atoms or 
molecules should be tiny elastic spheres; but in 1859 the discovery 
by Kirchhoff and Bunsen that each element emitted a character- 
istic spectrum showed that something more was necessary. Since 
light was known to have wave properties, this discovery seemed 
to make it necessary that an atom should oscillate or contain 
some type of oscillator in order that it might emit light of proper 
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wave lengths. However, no type of vibrating atom model achieved 
any success in accounting for spectra. 

644. The electron. The discovery of the electron in 1897 by 
J. J. Thomson and his co-workers is perhaps the greatest achieve- 
ment in the whole history of physical science. Of it Karl T. 
Compton has said: “, . . no . . . instance has been so dramatic 
as the discovery of the electron, the tiniest thing in the universe, 
which within one generation has transformed a stagnant science 
of physics, a descriptive science of chemistry and a sterile science 
of astronomy into dyns^cally developing sciences fraught with 
intellectual adventure, interrelating interpretations and practical 
values.” * 

The electron has been found to be always the same, regardless 
of its source. The latest value of the quantity, or charge, of elec- 
tricity represented by one electron is: 

1 electron = (4.8025 ± 0.0010) X 10“^“ statcoulomb. 

This was determined by R. T. Birge of University of California 
at Berkeley, as the most probable value from present experimental 
data.f 

The term electron almost always refers to the — charge of the 
above amount. The equal positive charge is called a positron. 

Since the ratio of the charge to the mass was already accurately 
known (Sec. 505), we have: 

rest mass of 1 electron = (9.1066 ± 0.0032) X 10“^ gram. 

The electron has been found to possess the properties of a wave 
as weD as those of a particle.J 

646. The proton. By his method of positive ray analysis,! 
J. J. Thomson and F. W. Aston found that when a hydrogen atom 
has been ionized by the loss of its one electron, the remaining -l- 
ion has 1700 times the mass of the electron. (Birge’s more 
recent value is 1836.) . . 

* Science (Jan. 8, 1937). 

t R. T. Birge, Reviews of Modern Physics, 4, 233, 1941. 

t C. J. Davisson, “The Wave Properties of Electrons,” Science (June 27, 1930), 

I Glazebrook, Dictionary of Applied Physics (New York, The Macmillan Com- 
pany), II, p. 603. 
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Since the atoms of hydrogen were neutral to begin with, and a 
- electron was removed, the + charge of the remaining ion 
must have the magnitude of the charge of 1 electron. T his posi- 
tively charged nucleus of the hydrogen atom is called a proton. 
Its mass (1.672 = 10~^* gm) is practically that of the hydrogen 
atom, 1.673 X 10“^^ gram. 

646. The alpha-particle. From their mass emd charge, it seemed 
probable that a-particles were ionized atoms of helium. By a 
briUiant experiment, Rutherford and Royds showed beyond per- 
adventure that this was the case; An alpha-particle is what re- 
mains after a helium atom has lost its two electrons. 

Mass of a-particle = 4 times mass of proton 
Charge of a-particle = -f2e. 

Figure 631 shows the trails of water droplets that have con- 
densed on ions along the “track,” or path, of an oi-particle in a 
Wilson cloud chamber. Because of the great energy and charge of 
a-particles, their tracks are wider (more droplets) than those of 
electrons or protons. 

The abrupt change of direction of the track at the extreme left 
in the figure shows where an a-particle has collided with an atom' 
of nitrogen, ejecting a proton and leaving an atom of oxygen. 
The wide traikbelow the fork is that of the a-particle; the narrow 
trail forming the right branch is the path of the proton; and the 
wide left branch is that of the atom of oxygen, which farther on 
encounters another atom. (See Sec. 654.) 

647. The nucleus. Rutherford, Geiger, and Marsden bom- 
barded thin films of gold, silver, copper, and platinum with a-par- 
ticles from radium (B and C).* Most of these o-particles went 
through undeflected, leaving no detectable holes; but about 1 in 
500 or 1 in 1000 was deflected from its original direction, or “scat- 
tered,” through angles varying from 5° to 150°. 

From these data three conclusions were drawn: 

1. That even dense matter like gold has a very open-work 
structure, since only 1/5 of 1% of the a-particles were deflected. 

♦Rutherford, Chadwick and Ellis, op. cU., p. 195« 
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2. That the gold and other atoms must he built up around a 
small nucleus having a + charge and most of the msiss of the 
atom; and that the positively charged a-particles were repelled 
according to Coulomb’s law when- they passed near the nucleus. 

3. From the angles of deviation, Chadwick calculated that the 
nucleus must have a net + charge equal to its atomic number, 
thus confirming the conclusion drawn by Moseley from his work 
on x-ray spectra (Sec. 615). 

From similar experiments on the scattering of a-particles, they 
conclude that the diameter of the gold nucleus caimot be oyer 
6.4 X cm, and that of copper 2.4 X 10“^^ cm; while similar 
scattering by hydrogen indicates the diameter of its nucleus, the 
proton, to be not more than 3.0 X 10“^® cm. 

648. The Rutherford-Bohr atom. In 1911, Lord Rutherford 
proposed an atomic model consisting of a small nucleus having 
practically all the mass of the atom and a -|- charge equal to its 
atomic number times e. Around this nucleus he supposed — elec- 
trons to revolve like plemets around the sun. In a neutral atom 
the number of these electrons must obviously equal the atomic 
nmnber also. 

According to the principles of classical physics, atoms of this 
type should emit spectra under ordinary conditions; and in doing 
so, the electrons should spiral into the nucleus, which means that 
the atom would collapse. But it is well known that neither of 
these things takes place. Hence, either the model was wrong or 
the laws of classical physics did not hold within the atom. 

Adopting the nuclear atom of Rutherford, Niels Bohr, professor 
of physical chemistry at the University of Copenhagen, cast aside 
the sterile stipulations of classic theory and espoused the question- 
able quantum theory of Max Planck (Sec. 310). Bohr’s assump- 
tions were as follows: 

1. In a neutral atom imder ordinary conditions, the electrons 
revolve in orbits in a “steady state,” * i.e., with constant speed, 
without radiating energy. This is contrary to Maxwell’s electro- 
magnetic theory. 

2. Energy is radiated only when an electron “jumps” from 
an orbit farther out to one nearer to the nucleus ; and the energy 

* Called also “stationary state,” or “energy level.” 


ATOMIC TRANSFORMATIONS 


789 


radiated is the difference between the energies that it possessed 
in these two steady states, as given by Eq. (449), which is known 
as Bohr’s frequency relation: 

hv = W 2 - Wi. 

3. It is possible for an electron in the steady state to occupy 
only certain definite orbits, and these are “selected” by (i.e., 
must satisfy) the relation: 

2ir/n«r = nh (462) 

where m is the mass of the electron; 

V is the linear speed of the electron in its orbit; 
r is the radius of the orbit; 
n is a whole number: 1, 2, 3, • • • n; and 
h is Planck’s universal constant. 


Bohr’s reason for making these assumptions was that they give 
the answer, already known, viz., Bahner’s formula. His combina- 
tion of classic physics, quantum theory, and arbitrary assumptions 
leads to the relation : * 


W„ - 


2'ir^me^Z^ 


n = 1, 2, 3, • • • 


(463) 


as the total energy of an electron in the energy level, or orbit, 
where Z is the atomic number of the element. 

Hence, in falling from an outer orbit to an iimer orbit Ui the 
energy given out is: 


hv = W., - 


2ir^ine*ZY 1 _ J_\ 

Vni^ Tiiy 


(464) 


By comparison with Eq. (448), it is seen that the Rydberg con- 
stant is: 


^ 25rWZ* 

^ “ ch^ 

Computations on the basis of Bohr’s theory give the Rydberg 
constant and the spectral lines of “hydrogen-like” atoms, i.e., 
atoms having but one electron outside the nucleus, with very 
satisfactory accuracy. The theory also predicted the spectral 

* Ruark and Urey, Atoms, Molecules, and Quanta (New York, McGraw-Hill Book 
Gompany, 1930), p. 68. 
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series discovered by Lyman, Paschen, Brackett, and Pfund al- 
ready mentioned in Sec. 616. But even with elliptic orbits and 
the relativity corrections of Sonamerfeld, the theory did not pre- 
dict accurately the energy of the preferred orbits. And it failed 
entirely for atoms having more than one electron outside the 
nucleus, for this involved the “problem of three bodies,” which is 
still not completely solved. . 

Bohr’s atom model, like its predecessors, has ceased to be re- 
gmded as giving a correct geometrical pictme of atomic structure. 
But it was a distinct forward step for it showed that the Rydherg 
constant is related to the other fundamental constants; it served 
to establish the concept of “energy states,” or levels (Fig. 601); 
and it was the first model to achieve any success in the explanation 
of spectra. 

649. Atoms heavier than hydrogen. From chemistry it will be 

recalled that He(2), Ne(lO), 
Ar(18), Kr(36), and Xe(54) * are 
inert elements, forming no com- 
pounds under ordinary circum- 
stances. It has been shown also 
that an atom of each element has 
outside, its nucleus a number of 
electrons equal to its atomic 
number. '■ 

From such facts. Sir J. J. Thom- 
son suggested that these elec- 
trons may be arranged iu layers, 
or “shells,” and that a complete 
(or completely flUed) shell is a 
very stable arrangement, so that atoms haAung complete shells 
are therefore inert. 

According to this idea, hehum has 1 complete shell containing 
2 electrons. Neon has 2 complete shells, the inner one containing 
2 electrons and the outer containing 8 electrons. Argon has 3 
complete shells, the inner containing 2 electrons, the next con- 
taining 8 electrons, and the third containing 8 electrons; and so on 
(Fig. 628). 

• Numbars in parentheses are the atomic numbers of these 
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Atoms having atomic numbers between hebum and neon will 
have a first shell of 2 electrons with 1 or more additional electrons 
in the second shell. Atoms between neon and argon will have a 
first shell of 2 electrons, a second shell of 8 electrons, and 1 or 
more electrons in the third shell, and so on.* 

Atoms which do not have the outer shell complete might be ex- 
pected to J)e active, since they could readily lose or gain one or 
more electrons. Consider the following table: 


Element 

! 

Atomic 

Number 

Number of Shell and 

Number of Electrons in Shell 

I 

II 

Ill 

IV 

H 

1 

1 




He 

2 

2 

(Complete) 



Li 

3 

2 

1 



F 

9 

2 

7 



Ne 

10 

2 

8 

(Complete) 


Na 

11 

2 

8 

1 


Cl 

17 

2 

8 

7 


At ' 

18 

2 

8 

8 

(Complete) 

K 

19 

2 


8 

1 


Here it will be seen that hydrogen lacks 1 electron of having the 
first shell complete. Therefore it might either lose this electron 
or combine with some element requiring 1 more electron to fiOl 
out a complete shell. It does both. In electrolysis, it loses its 
electron and with a water molecule forms a “hydronium ion” 
(HsO)^. It makes with another hydrogen atom the fairly stable 
hydrogen molecule H 2 ; and combines vigorously with chlorine, 
which lacks 1 electron in its third shell, to form HCl. 

li, Na, and K each have 1 electron in excess of a complete 
shell; hence they can readily lose this outer, or valence, electron. 
They are active and have similar properties. Their ions in solu- 
tion are electropositive, indicating that they do lose this extra 
electron. 

F and Cl each lack 1 electron of having a complete shell. They 
also are very active chemically and have similar properties. Their 
ions in solution are electronegative, indicating that they readily 
take up another electron. 

* For complete tal>le, see Bichtmyer, Inlrodudion to Modem Physics (New York, 
McGraw-Hill Book Company, 1928), p. 572. 
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Electrons are more easily removed from the outer shell than 
from the inner shells. Thus, in the case of K, the work required to 
remove the outermost, or valence, electron is 4.32 electron-volts, 
but 19 electron-volts are necessary to remove the first electron 
from shell III, and 48 electron-volts to remove one from shell II. 

The idea of energy levels, which was so 
successful in accounting for the spectra 
of hydrogen, has been extended to the 
more complex elements. In these cases, 
if an electron might jmnp from any level 
of higher energy to any level of lower 
energy, more spectral Hnes would be 
predicted than show up in spectrograms. 
But comparatively simple rules for select- 
ing the proper energy levels have been 
formulated which enable us to predict 
just those lines that are actually found. 

Figure 629 shows a simplified energy- 
level diagram for fithium. The selection 
rules require an electron to jump from levels of higher to those 
of lower energy in adjacent columns. 

660. The neutron. In 1930, Bothe and Becker of Giessen ob- 
served that when beryllium is bombarded with a-particles from 
polonium, a very penetrating radiation is emitted which they 
assumed to be y-rays. 

But in June 1932, James Chadwick at the Cavendish laboratory 
showed from energy considerations that the radiation they had 
produced must be a particle without charge, having the mass 
1.0067 of atomic mass units. To this particle he gave the name 
“neutron.” A neutron is a neutral particle having the mass of a 
hydrogen nucleus. It has been given the symbol (on^. 

The reaction of Bothe and Becker’s experiment is written: 

^He^ + 4Be*> + E (465) 

where the subscript represents the nuclear charge of the atom 
and the superscript, the atomic mass. E is the energy necessary 
to balance the equation. 

Having no charge and no attendant electrons, neutrons do hot 
influence other particle except when they make a direct hit; i.e., 
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they do not ionize by electric forces as do protons, deuterons, and 
«- and jS-rays. They themselves consequently do not make tracks 
in cloud chambers, but they knock protons out of hydrogen com- 
pounds like paraffin and a-particles out of nitrogen, and these 
latter particles do produce tracks in the cloud chamber. Also, 
since they have no charge, they are not so readily deflected as are 
charged particles; hence they are more penetrating than the 
hardest y-rays. 

Whether neutrons are a very close combination of a proton and 
an electron, or an independent entity, has not yet been definitely 
determined; but they can be knocked out of the nuclei of other 
elements such as Li and Al, and must therefore be considered one 
of the building blocks of nature. 

661. The positron. Dirac and other mathematical physicists 
had suspected from theoretical considerations that a positive 
particle having the same mass as the electron existed, but it was 
not until August 2, 1932, that one was recognized experimentally. 
The discovery was made by Dr. Carl D. Anderson of the Califor- 
nia Institute of Technology. 

A vertical cloud chamber had been placed between the poles of 
a strong electromagnet for the study of cosmic rays. One Geiger- 
Mueller counter was placed just above the cloud chamber and 
another just below it, so that a cosmic ray that traversed both 
counters would actuate the camera and automatically take the 
photograph of the corresponding ray tracks in the cloud chamber. 

The purpose of the magnetic field was to enable the energy of 
the trackmaking particles to be determined. Since a moviug 
charge of electricity is equivalent to a current (Rowland’s Experi- 
ment, Sec. 408B), the path of the charge would be curved by the 
magnetic field in accordance with Fleming’s motor rule. From the 
intensity of the magnetic field and the curvature of the path, with 
other known data, the energy of the particle can be computed. 
The greater the energy of a particle the less the curvature. 

Figure 630 is a reproduction of the photograph by means of 
which the positron was discovered. Across the diameter of the 
cloud chamber is a lead plate 6 rum thick. The direction of the 
magnetic field was perpendicular and into the paper. 

The beaded appearance of the track indicates that it was made 
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by a particle of the mass and charge of an electron. The curvature 
below the plate corresponds to an energy of 63 million electron- 
volts (mev), while the curvature above the plate corresponds to 
23 mev. If the particle were a + electron, the direction of curva- 
ture shows that it must have come downward. But it is incon- 
ceivable that an electron would gain energy in passing through 
6 mm of lead. On the other hand, if the track were due to a -1- 
dectron of the same mass as the — electron and moving upward, 
the curvature is in the right direction, the energy change is right, 

and the appearance of the path is 
proper. Anderson therefore con- 
cluded that the particle that pro- 
duced the ionization was such a 
positive particle, and gave it the 
name “positron.” 

A positron is a particle of posi- 
tive electricity having the same 
mass and charge as the familiar 
negative electron. 

Subsequently it has been found 
Fio. 630. First Photograph of that positrons are emitted by ma- 

Positeon Track. (Courtesy of terials that have been rendered 
Dr. Carl D. Anderson) .-/> • n i. .• i i .i 

artmcially radioactive, euid by the 
impact of X-rays from thorium C' on lead. It appears that a 
photon of a billion electron-volts can produce showers of electrons 
both -f and — ; but showers are also occasionally produced by 
photons of 3 or 4 mev. 

Figure 627 is a photograph of such a shower, presumably from 
a cosmic-ray photon striking lead at A. The two tracks downward 
to the right are made by positrons of 145 and 38 mev, respectively, 
while the three downward and to the left are due to negative elec- 
trons of 104, 65, and 28 mev, respectively.* 

Positrons apparently play no part in conduction. They combine 
promptly with electrons, probably producing photons of radiant 
energy. 



662. Hydrogen isotopes. At one time, the atomic mass of 
hydrogen as determined chemically (1.008) differed from the value 

' ‘IVfilHkan, Eledrom (+ and etc. (University of Chicago Press, 1935), p. 345. 
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obtained by means of the mass spectrograph (1.0078). From this 
circumstance, mathematical physicists suspected that ordinary 
hydrogen was a rnixture of a light isotope (iH^) and a heavier one. 

If that were true, it was to be expected that these two kinds of 
hydrogen in the liquid state would have different boiling points 
and hence could be separated or concentrated by fractional dis- 
tillation.. 

Accordingly, in the memorable year, 1932, Urey, Murphy, and 
Brickwedde of Columbia University and the Bureau of Standards 
succeeded by that method in getting a sufficient concentration of 
the heavy isotope to enable it to be definitely, though faintly, 
recognized in spectrograms of the residual mixtme. 

This heavy isotope is called deuterium and has been given the 
symbol iH^ or iD^, since its atomic mass is by computation 2 and 
by the mass spectrograph, 2.0136. 

A deuteron is the nucleus of an atom of deuterium. Its symbol 
is also generally written, iH**. A deuteron is believed to consist of 
1 proton and 1 neutron. 

Heavy water (Ha^O), or deuterium oxide, is now prepared com- 
mercially by electrolyzing ordinary water. Recently, a third iso- 
tope of hydrogen (iH®) has been produced in very small amounts 
by electric discharge in deuterium. Since there are also three 
isotopes of oxygen (sO^®, gO*®), it is possible to have 18 different 

kinds of pure water. 

663. Composition of the nucleus. Before the discovery of the 
neutron and the positron, the nucleus was thought to consist of a 
number of protons equal to the atomic mass, these protons being 
held together by such a number of electrons that the net -f- charge 
of the nucleus was equal to its atomic number. Thus the helium 
nucleus, or a-peurticle, was believed to consist of 4 protons held 
together by 2 electrons; and the nucleus of nitrogen was supposed 
to consist of 14 protons held together by 7 electrons, giving a net 
+ charge equal to its atomic number 7. 

But with the discovery of the neutron all this changed. 

It now appears that the nuclei of atoms consist of protons and 
neutrons only — ^no electrons. The number of protons is always 
equal to the atomic number of the element; the rest of the atonaic 
mass is made up by the proper number of neutrons. Isotopes have 
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the same number of protons, but different numbers 
Some examples are given in the following table. 


iicutiuiis* 


Nucleus 

Symbol 

No. of Protons 
(Atomic Number, Z) 

No.( 

Neutr( 

ms 

Hydrogen (1) 

iH^ (proton) 

1 

0 


Hydrogen (2) 

(deuteron) 

1 

r 1 


Hydrogen (3) 

iH3 

1 

2 


Helium 

(alpha) 

2 

2 


lithium (1) 

aLi® 

3 

3 


Lithium (2) 

aLF 

3 

4 

* 

Sodium (1) 

nNa’“® 

11 

12 


Sodium (2) 

iiNa*® 

11 

13 


Uranium 

92U“ 

92 

146 



The a-particle 2 H^ is apparently a very stable combination of 
2 protons and 2 neutrons, for it is ejected intact from the nuclei 

of natural radioactive sub- 
stances. The electron which 
constitutes a beta-particle is 
believed to come from the 
breakdown of a neutron into a 
proton and an electron at the 
instant of the explosion, only 
the electron being expelled. 

664. Nuclear disintegration. 
For nearly a century after the 
atomic theory was advanced 
by the English schoolteacher, 
John Dalton, in 1802, chemists 
and physicists believed that 
the atoms of the elements were 

Pig. 631. First Artificial Transmuta- f^e ultimate, indivisible par- 

tion of Elements. (Courtesy of Dr. P. S. tides of matter. This idea was 
M. Blackett) ^ , -i t 

upset when natural radioac- 

tivity showed the heavier atoms spontaneously breaking up into 

a-particles, electrons, photons, and a residual Hghter atom. 

The first instance of artificial disintegration was recognized by 

Rutherford in 1919 when he knocked protons out of nitrogen nu- 

dei by bombarding the Tatter with a-particles from radimn C. 
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He estimated that about 20 such cases occurred when 1,000,000 
alphas were employed. Dr. P. S. M. Blackett of the Cavendish 
laboratory made 23,000 photographs of the tracks of alphas in a 
cloud chamber filled with nitrogen. Among these, 8 showed en- 
counters similar to that shown in Fig. 631, which is one of Black- 
ett’s photographs. 

At the left of this picture one of the tracks is seen to be forked. 
The steni of the fork is the track of the alpha; the thin right branch 
is the track of the proton; and the thick left branch is the track of 
aji oxygen nucleus resulting from the encounter. 

Using the symbolism of the two preceding sections, this nuclear 
episode may be expressed as follows: 

7N« + Me* + iB* + E. (466) 

This is at once a disintegration and a transmutation, the first of 
either to be brought about artificially. It may be described in 
words by saying that an a-particle combined with a nitrogen 
nucleus and produced a nucleus of an isotope of oxygen 
and a proton, or hydrogen nucleus, iH^ 

In this experiment, the physicist had realized the dream of the 
alchemist, except in its alluring commercial aspect. 

656. The cyclotron. The cyclotron, devised by E. 0. Lawrence 
and M. S. Livingston of the University of California at Berkeley,* 
is an exceedingly effective “atom-smasher,” beised on a new prin- 
ciple which does not require such high voltages as are developed 
by Van de Graaff’s machine or the a-c rectifying system of Cock- 
roft and Walton. 

It consists of an enormous magnet (Fig. 632), between the poles 
of which is placed the device shown in Fig. 633. The latter con- 
sists of two shallow semicircular boxes X and Y, an open top 
view of which is exhibited. The diametral wall of each of these 
boxes, called the “dees,” has a narrow central slot along nearly 
its entire length. The two boxes are insulated from each other and 
form the two plates of a condenser, the dielectric being the rarefied 
gas in the channel MN between the two diametral walls. These 
semicircular boxes may be charged alternately -|- and — by 
means of a vacuum tube oscillator (not shown) coimected at 00. 
The entire circular condenser is enclosed in another flat, circular, 

* E. 0, Lawrence and M. S. Livingston, in the Physical Review (April 1, 1932). 
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air-tight box, or vacuum chamber, and this assembly is placed 
between the poles of the magnet. 


FtG. 6S2. Lawrence’s 60 Inch Cyclotron. (Courtesy Dr. E. O Lawrence) 

If the projectile is to be a deuta:'on, the vacuum chanaber is 
exhausted to a pressure of about 10“® cm of Hg, and a small quan- 
01 10 deuterium is then admitted. Electrons 

emitted from two small, hot spiral jBlaments at F 
are accel^ated between these filaments suf- 
// // ■ •x'v u ficiently to ionize the deuterium. 

I I \ \ ) • j) Suppose that at the instant of ionization of a 

\ deuteron, the side X 


is — and Y is + . The 
deuteron is driven into half-cyfinder JT by the 
electrostatic field. Since a moving charge has 
the same properties as a current, the path of the 
ion will be bent into a semicircle by the magnetic 
fidld, whose intensity H is about 18,000 oersteds, in accord with 
Fle m i n g’s motor rule (Sec. 394). 
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The centripetal force is due to the magnetic field and has the 
value Hev. 

Hence, . 



and the time required to traverse one semicircle is: 



whence 

f - IB (467) 

He 

which is independent of the radius. Hence all the semicircles are 
traversed in equal times. Consequently, it is possible for the 
period of an oscillator to be adjusted so that the polarity of the 
half-cylinders is reversed each time the ion crosses the diametral 
channel. 

If the potential difference between opposite sides of the channel 
(condenser) is 50,000 volts, the energy of the deuteron is in- 
creased by 50,000 electron-volts each time it passes across the 
channel. If it makes 100 half-circles, its final energy is 5,000,000 
ev (electron-volts). 

The material to be bombarded is placed in a container at C; or 
the deuterons may be fired out into the open air through a window 
in the side of the case, covered with metal just thick enough to 
withstand atmospheric pressure and maintain the vacuum. E is 
an electrode to enable the beam of ions to be directed upon the 
slit by an electrostatic field. 

The huge magnet is about 9 ft high and has a mass of 65 tons. 
Nine tons of heavy copper strip were required to wind the mag- 
net coils. The diameter of the magnet poles is 45 in. 

In a cyclotron operating at a few mev, we have a means of 
producing more neutrons than could be produced by bombarding 
beryllium with the a-particles of aU the radium of any country in 
the world if collected all at one place. 

656. Transmutation of the elements. Up to 1932, nuclear disin- 
tegration and its accompanying transmutation had been brought 
about only by the impact of a-particles from natural radioactive 
substances. 


800 


ATOMIC STRUCTURE 


In that year, Cockroft and Walton, at the Cavendish Labora- 
tory, Cambridge, “the mother leiboratory of modem physics,” 
employing a number of kenotrons in series, succeeded in produc- 
ing protons with energies of 150,000 electron-volts. With these 
they bombarded lithium and produced the &st transmutation by 
means of artificially produced projectiles (protons), as follows: 

xW + + E. ' (468) 

The hydrogen nucleus (proton) combined with the hthium 
nucleus to produce two helium nuclei (a-par tides). 

These two helium nuclei are shot out in opposite directions with 
the great kinetic energy of 8.53 X 10® electron- 
volts each. Figure 634 shows three such pairs. 
This energy, less the initial kinetic energy of 
150,000 ev of the proton, is represented in 
Eq. (468) by E. From the magnitude of the 
energies of the alphas, it is seen that the reac- 
tion is in the nature of an explosion. 

The question of whence came this enormous 
energy exhibited by the alphas is discussed 
in Sec. 657. 

So many transmutations have been produced since 1932 that 
it is rather difficult to make a choice for illustration.* The fol- 
lowing one, however, is of special interest. , 

Using the cyclotron, Lawrence bombarded a piece of rock salt, 
with a stream of deuterons of 2.15 mev in the air for an hour.. 
After a preliminary period of about 20 hours in which its radia- 
tions were complex and uncertain, its decay became exponential, 
like that of natural radioactive substances and continued, the 
half-life period being 15.5 hours. 

The reaction was as follows: 

iiNa^® + iH* iiNa^® + iHi (469) 

where is radioactive and may be obtained in large quantities^ 
It is called radio sodium. 

* J. R. Dunning and George B. Pegram of Columbia University have transmuted 
platinum into gold by bombarding the former with ct-particles from radium. (Science: 
iVetcs Z.etfer, Nov. 17, 1939.) 



/ffer Walton & Dee (Cavendish Lab'y) 


Fig. 634. Transmuta- 
tion of Lithium into 
Helium 
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Radio sodium seems to break down according to the following 
relation: 

iiNa^^ laMg^^ + -le" + 7 + (470) 

That is, it yields ordinary Mg, an electron -le®, and gamma radia- 
tion. E is the amount of energy necessary to balance the equation, 
i.e., the kinetic energy of the electron and the Mg atom. 

Since both sodium and magnesium are common ingredients of 
food, radio sodium would seem to be admirably suited for internal 
treatments with y-rays, in view of its short half-life period. 

’ Surprising also is the fact that radio sodium may be prepared 
by three other transmutations: 

uNa'® -f on' uNa^^ 

-1- on' -> iiNa“ -h oHe^ (due to Fermi) 

loMg^^ -+• on^ iiNa^^ + iH^ 

667. Transmutation of mass and energy. One of the conclu- 
sions from Einstein’s theory of relativity (Sec, 628) was that mass 
should be changeable into energy or energy into mass according 
to the relation: 

E = mc^ 

where m is the mass in question; 

c is the velocity of light; 

E is the energy equivalent to mass m. 

This prediction of the relativity theory is verified in a highly 
satisfactory way by the reaction of Eq. (468). Taking atomic 
masses in terms of of the mass of an oxygen atom as a imit, 
to which the name dalton has been given, we have the following 
values: 


Mass of Atom 

Deduct Electrons 

Mass of Nucleus 

e - 0.00055 



H = 1.0081 

1 

1.0075 

He = 4.00216 

2 1 

4.0011 

Li = 7.0148 

3 

7.0132 


Writing these masses for the nuclei in Eq. (468), we have: 

xHi -1- zW = Me* + 2He^ E 
1.0075 + 7.0132 = 2(4.0011) + E 
0.0185 = E. 


802 


ATOMIC STRUCTURE 


Hence, if the laws of conservation of mass and of energy hold 
true, the energy E must equal 0.0185 dalton. 

It may be shown that 

1 dalton = 927 X 10® electron-volts. 

Therefore 

0.0185 dalton = 0.0185 X 927 X 10" = 17.15 mev. 

The observed value of the energy of the two alphas in Sec. 656 
was 17.06 mev. 

The calculated and experimental values are in excellent agree- 
ment smd offer strong confirmation of the 
theory. 

In the foregoing we have an example of 
the transformation of matter into energy. 
The reverse effect— the transformation of 
energy into matter— was discovered by 
1. Curie and F. Joliot in an experiment de- 
scribed in Fig. 635. 

Alpha-rays from polonium Po impinge 

ENmrl^si^TO MATTER berylHum Be, Causing the 

Fig. 635. Transfer- emission ot y-rays 01 5 X 10® electron-volts 
mation of Energy into energy. These y-rays pass through the lead 
plug in the side of the glass cloud chamber, 
and electrons and positrons in pairs spring from the surface of 
the lead within the cloud chamber, as shown. 

Figure 636 is a cloud chamber photograph by Dr. W. A. Fowler 
of California Institute of Technology. In this instance a photon 
of y-radiation (which makes no track) has accidentally been 
caught at the instant when it was transformed into an electron 
and a positron, as it passed through the gas of the cloud chamber. 

The rest mass of an electron (either A or -f) is 0.00055 dalton, 
and by Einstein’s relation (E = mc^) the energy equivalent is : 

0.00055 X 927 X 10® = 510,000 ev. 

Hence, to produce two of these electrons would require a photon 
of at least 1,020,000 ev. 
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The 7-rays from thorium C" have energy of 2.65 X 10® ev.* 
So if these are used, the two electrons would be produced accord- 
ing to the following relation: 

L le® -1- _ie« -f- jE (471) 

whereX is the photon. 



Fig, 636. Electron Pair, (Courtesy of Dr. W. A. Fowler) 


The residual energy E = (2.65 — 1.02) X 10® = 1.63 mev 
would he divided equally between the electron and the positron, 
giving to each a kinetic energy of 815,000 ev, as is shown by the 
curvature of their trails. 

Measurements of actual photographs show these computations 
are in accord with the facts. 

Positrons and electrons in pairs are readily obtained by irradi- 
ating heavy elements such as lead with 7-rays of great energy. 

668. Waves and particles. In the study of hght, we saw that in 
Young’s experiment light had the property of waves, whereas the 
photoelectric effect can be explained only by Einstein’s assump- 
tion that light consists of discrete packages hv, or particles. Ein- 
stein’s theory of relativity predicted that light quanta should be 
deflected by a strong gravitational field like that of the sun; i.e., 
that light had gravitational mass — and this was verified by ex- 
periment. 

* These Y-rays have the greatest energy of such rays from any natural radioactive 
substance. 
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Since light thus appeared to have mass and discontinuous 
structure like matter, it occurred to Louis de Broglie in 1924 that 
matter also might have a dual nature and possess the property of 
waves. This theory of material waves associates a definite wave 
length with every particle of matter according to the relation: 



mv 


(472) 


where X is the wave length associated with the particle; 

h is Planck’s constant; * 

m is the mass of the particle; and 
» is the velocity of the particle. 

In 1927, this theory was confirmed by an experiment of Davis- 
son and Germer in the Bell Telephone Laboratories. They found 
that electrons are diffracted by a crystal of nickel, just as are 
x-rays. Their observations of angles and intensities were made 

on a type of spectrometer and 
do not lend themselves to brief 
description. 

Shortly afterward, however, 
G. P. Thomson (the son of 
Sir J. J. Thomson) passed a 
narrow circular beam of elec- 
trons through a sheet of gold 
foil about 10~® mm thick, let the 
emerging diffracted electrons 
fall upon a photographic plate 
parallel to the gold foil, and 
secured a picture similar to 
Fig. 637. It is seen to be of the same type as Fig. 638, obtained 
by Webster Richardson by passing a narrow beam of x-rays 
through a similar thin sheet in which the crystals were arranged 
in completely random fashion. 

The wave lengths computed from the experiment of Davisson 
and Germer as well as from Thomson’s were in good agreement 
with the values predicted by Eq. (472). 

This duality in the nature of matter seeins now a natural infer- 
ence if energy (radiation) and matter are mutually convertible; 
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but this latter fact was not established until nearly ten years after 
de Broglie’s brilliant concept. 

The theory of material waves at once puts Bohr’s eurbitrary 
criterion for preferred orbits on a 
rational basis. If we are to have 
periodic motion in a closed orbit, 
the length of the orbit must be 
an integral multiple n of the wave 
length X of the material wave. 

, If T is the radius of the orbit, 
then 

2irr = nX = by Eq. (472) 

Therefore, 

2ir 

rmr = n-T- 
h 

which is Bohr’s criterion (Sec. 648). 

669. Wave mechanics. In 1925, Erwin Schroedinger of the 
University of BerUn initiated the principle of building up the 
science of mechanics from the idea of material waves rather than 
from that of material particles. This new wave mechanics has the 
same relation to the classical mechanics of Newton that physical 
optics has to geometrical optics. 

Just as the electromagnetic theory of light has been said to be 
“Maxwell’s equations,” so Schroedinger’s theory for a single 
particle having one-dimensional motion may hest be described by 
his wave equation: 







(E- 


V)-^ = 0. 


(473) 


This equation represents the motion of a particle of mass m 
along the x-axis. E and V are the total energy and the potential 
energy, respectively, of the particle, and is a complex function 
whose absolute square, according to Schroedinger, represents the 
probability that m shall he at a given point at a certain time. 

Just a few months after the publication of ’ Schroedinger’s 
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theory, Werner Heisenberg of Leipsic University brought out a 
new science of motion which he called quantum mechanics. 

Whereas Schroedinger and de Broglie adhered to the methods 
of classical physics, Heisenberg began with the assumption that 
all inherited concepts of classical physics should be abandoned and 
the new science built up entirely of relations among observable 
quantities, such as frequencies and intensities of spectral lines. 
His theory, therefore, employs no atomic models but consists of 
mathematical relations between certain sets of numbers, or 
“matrices.” Its mathematical processes are consequently those 
of the algebra of matrices. 

Although appearing at first to have little in common, it turns 
out that the wave mechanics of de Broglie and Schroedinger and 
the quantum mechanics of Heisenberg lead to results which are 
the same and which are in better agreement with the results of 
experiment than have been those of any of our preceding theories. 

It seems that we now have a way out of the difficulties pre- 
sented by the dual nature of matter and energy, and are again 
proceeding along the aUuring path of scientific adventure, with 
better equipment and better prospects of success than ever before 
in searching out the secret system in the processes of nature. 

The most outrageous ill fortuae must in the end 
yield to the untiring courage of philosophy. , 

— Edgar Allan Poe 


APPENDIX 

I. Dimensional Reasoning. Since only quantities of the same kind 
can be added, subtracted, and equated, it follows that the dimensional 
formulas of all terms of an equation must be the same. Consequently if 
one is uncertain of the exact form of an equation, it may be checked by 
dimensional reasoning. 

Thus in Bernoulli’s theorem (Eq. 130), 


h + ^ + - 

D ^ 2g 


H 


the dimensional formulas for the individual terms are: 


h = [L] 


p _ [ML-^T-^] ... 

gD [LT-^IML-^] ““ 

^2 _ [Lr~T _rr. 


Hence each term of Eq. 130 has the dimensions of length, or height, 
and is called “head” ; and the equation is consistent. 

The algebraic expression for a quantity may often be determined by 
dimensional reasoning. For example, suppose that we suspect that 
centrifugal force F depends upon the mass M of the body, its speed v, 
and the radius r of its path. 

Then we may write F = (a) 

where x, y, and z are to be determined. 

Putting the dimensional formula for each quantity in Eq. (a), 


[MLT- 2 ] = [MY[LT-^]y[LY 


Since the two sides must be identical, we may equate the exponents 
of the M’s, L’s, and T’s respectively. 

Therefore,^^^^^^^^^^ ^ —2 

whence a; = 1, y = 2, z = —1 




Quantity 

Length 

Mass 


Force 

Energy 

Power 


g Resistance 
Current 
Potential 
Charge 
Capacitance 
Inductance 
Magnetic flux 
Magnetic flux density 
Magnetic field strength 
Dielectric flux density 
Dielectric field strength 
Magnetic pole strength 


* From Jauncey and Langsdorf, 



II. Conversion Tabus * 


M.K.S. 


C.6.S. 

1 meter ^ 

equals 

100 cm 

1 kg 


1000 gm 

1 sec ^ 


1 sec 

1 newton 


10® dynes 

1 joule 


10^ ergs 

1 watt 


10^ ergs /sec 


Electrostatic 

Electromagnetic 


Units 

Units 

1 ohm equals 

1/(9 X 10^1) statohm equals 

10® abohms 

1 ampere 

3 X 10® stataraperes 

10~^ abampere 

1 volt 

1/300 statvolt 

10® abvolts 

1 coulomb 

3 X 10® statcoulombs 

10"i abcoulomb 

1 farad 

9 X lO^’^ statfarads 

10“® ablarad 

1 henry 

1/(9 X 10^1) stathenry 

10® abhenrys 

1 weber 

1/300 statweber 

10® maxwells 

1 weber /meter^ 

1/(3 X 10®) statweber /cm® 

10^ gauss 

1 M.K.S. oersted 

3 X 10^ statoersted 

10“® oersted 

1 coulomb/4'n- meter ^ 

3 X 10® statcoulomb/47r. cm^ 

10“ ® abcoulomb/47r cm® 

1 volt/meter 

1/(3 X 10^) statvolt /cm 

10® abvolts /cm 

1 M.K.S. unit 

1/300 statunit 

10® abunits 


M,K,S. Units and Dimensmns, The Macmillan Company, 1940, by permission. 
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Natural Functions of Angles 


Degrees 

Radians 

Sine 

Tangent 

Cosine 

0 

.0000 

.0000 

.0000 

1.0000 

1 

.0175 

.0175 

.0175 

.9998 

2 

.0349 

.0349 

.0349 

.9994 

3 

.0524 

.0523 

.0524 

. .9986 

4 

.0698 

.0698 

.0699 

.9976 

5 

.0873 

.0872 

.0875 

.9962 

6 

.1047 

.1045 

.1051 

.9945 

7 

.1222 

.1219 

.1228 

.9925 . 

8 

.1396 

.1392 

.1405 

-9903 

9 

.1571 

.1564 

.1584 

.9877 

10 

.1745 

.1736 

.1763 

,9848 

11 

.1920 

.1908 

.1944 

.9816 

12 

.2094 

.2079 

,2126 

.9781 

13 

.2269 

.2250 

.2309 

.9744 

14 

.2443 

.2419 

.2493 

.9703 

15 

.2618 

.2588 

.2679 

.9659 

16 

.2793 

.2756 

.2867 

.9613 

17 

.2967 

.2924 

.3057 

.9563 

18 

.3142 

.3090 

.3249 

.9511 

19 

.3316 

.3256 

.3443 

.9455 

20 

.3491 

.3420 

.3640 

.9397 

21 

.3665 

.3584 

.3839 

.9336 

22 

.3840 

.3746 

.4040 

.9272 

23 

.4014 

.3907 

.4245 

1 .9205 

24 

.4189 

.4067 

.4452 

.9135 

25 

.4363 

.4226 

.4663 

.9063 

26 

.4538 

.4384 

.4877 

,8988 

27 

.4712 

.4540 

.5095 

.8910 

28 

.4887 

.4695 

.5317 

.8829 

29 

.5061 

.4848 

.5543 

.8746 

30 

.5236 

.5000 

.5774 ' 1 

.8660 

31 

.5411 

.5150 

.6009 

.8572 

32 

.5585 

.5299 

.6249 

.8480 

33 

.5760 

.5446 

.6494 

.8387 

34 

.5934 

.5592 

.6745 

.8290 

35 

.6109 

.5736 

.7002 

.8192 

36 

.6283 

.5878 

.7265 

.8090 

37 

.6458 

.6018 

.7536 

.7986 

38 

.6632 

.6157 

.7813 

.7880 

39 

.6807 

.6293 

.8098 

.7771 

40 

.6981 

.6428 

.8391 

.7660 

41 

.7156 

.6561 

.8693 

.7547 ^ ■ 

42 

.7330 

.6691 

.9004 

.7431 

43 

.7505 

.6820 

.9325 

.7314 

44 

.7679 

.6947 

.9657 

.7193 

45 

.7854 

.7071‘| 

1.0000 

.7071 
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Specific Gravity of Water and Mercury 


Temperature 

0°C 

Water 

Mercury 

- 10 

0.99815 

13.6202 

■ -5 

0.99930 

13.6078 

0 

0.99987 

13.5955 

+ 1 

0.99993 

13,5930 

2" 

0.99997 

13.5906 

3 

0.99999 

13,5881 

4 

1.00000 

13.5856 

5 

0.99999 

13.5832 

6 

0.99997 

13.5807 

7 

0.99993 

13.5782 

8 

0.99988 

13.5758 

9 

0.99981 

13.5733 

10 

0.99973 

13.5708 

11 

0.99963 

13.5684 

12 

0.99952 

13.5659 

13 

0.99940 

13,5634 

14 

0.99927 

13.5610 

15 

0.99913 

13.5585 

16 

0.99897 

13.5561 

17 

0,99880 

13.5536 

18 

0.99862 

13.5512 

19 

0.99843 

13.5487 

20 

0.99823 

13.5462 

21 

0.99802 

13.5438 

22 

0.99780 

13.5413 

23 

1 0,99756 

13.5389 

24 

0.99732 

13.5364 

25 

0,99707 

13,5340 

26 

0.99681 

13.5315 

^ 27 

0.99654 

13,5291 

28 

0.99626 

13.5266 

29 

0.99597 

13.5242 

30 

0.99567 

13.5217 
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III. Law of the Magnetic Circuit. This law plays the same 
important role in magnetic circuit problems that Ohm’s law plays 
in problems of the electric circuit. It may be derived as follows 
for the simple case of a toroidal core, but its validity is general. 

Consider a uniform coil wound on 
a toroidal core whose permeability is 
li, and let the current in the coil be 
I abamperes (Fig. 639). 

If H is the average magnetic field 
intensity for any radial cross-section 
A of the core, then the average flux 
density will be 

B = fxH lines/cm^ or gausses, 
and the total flux # in the core will be 



whence 


$ = BA = fiHA lines, or maxwells 
H = oersteds. 


Because of the complete symmetry of the core and coil, this H 
is the same at all points along the center line. Calling the length 
of the center line of the torus I, the magnetomotive force, or work 
to move a (-h 1) magnetic pole around the magnetic circuit, is 


from which 


# = J2-. 
nA 


(474) 

> 


I 


4 >. 


(475) 


This quantity ^ is called the reluctance (= B) of the mag- 
netic circuit, and its electromagnetic unit is here called the row- 
land. Equation 474, which may then be written, 

— TIR gilberts 
rowlands 

is Rowland’s law.* 

It will be seen that Rowland’s law is similar to Ohm’s law: 
magnetomotive force corresponds to electromotive force; reluc- 
tance, to resistance; and magnetic flux to electric current. But 
* The law is attributed also to Bosanqiiet. 
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it should be borne in mind that magnetism does not flow whereas 
electricity does. 

As one would expect, where a magnetic circuit is divided the 
sum of the fluxes in the branches equals the flux in the undivided 
part. This relation is mathematically emalogous to the law of 
continuity of current for electricity (Sec. 406). 

Since Kirchhoff’s laws (Sec. 442) were derived from Ohm’s 
law and the law of continuity of current, it follows that by sub- 
stituting magnetic terms for the corresponding electric terms, 
Kirchholf’s laws so modified may be applied to the general solution 
of magnetic circuits. Expressed in symbols, the laws would be 

1. At any junction, S# = 0. 

2. Around any closed circuit, St® = SI^#. 

IV. Reluctance. Reluctance is the opposition that a magnetic 
path offers to the establishment of a magnetic flux in it. From 
III above it is measured by the relation. 



where R is unity when I is 1 cm, A is 1 cm=®, and fi is 1. 

Hence this electromagnetic unit of reluctance, the rowland,* is 
defined as the reluctance of a magnetic path i cm long, having a 
cross section of i cm^ and the permeability of a vacuum. 

Since Rowland’s law corresponds to Ohm’s law which was the 
basis for the derivation of Equations 322 and 323, precisely similar 
relations may be deduced for reluctances: 


1. Reluctances in series: 

R = + (476) 

2. Reluctances in parallel: 


i = + Jl _i_ J_ ^ (477) 

where R is the combined reluctance and Ri, R 2 , Rs, • • • are the 
individual reluctances. 


" This unit has not been adopted officially. 
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A 

Abampere, 458 
Abcoulomb, 459 
Aberration, 656 
chromatic, 671 
spherical, 656, 670 
Abhenry, 560 
Abohm, 469 
Absolute zero, 379 
Absorption, 212 
coefficient of, 285 
Absorptivity, 354 
Abvolt, 466 
Acceleration, 24 
due to gravity, 25 
Acoustics, 287 
Adhesion, 211 
Adiabatic change, 375 
Adsorption, 212 
Alpha-rays, 774, 787 
Alternating currents, 564 
effective value of, 565 
emf-current relations, 569 
instruments, 566 
electrodynamometer, 566 
soft-iron, 567 
thermoelectric, 568 
phase difference, 571 
power, 572 
power factor, 574 
Alternator, simple, 545 
single phase, 548 
three phase, 548 
two phase, 548 
Ammeter, 461 
Ampere, 458 
Ampere-hour, 513 
Ampere’s law, 457, 538 
Amplitude, simple harmonic motion t4 
simple pendulum, 174 
wave motion, 238 
Angle, critical, 674 
of contact, 218 
of deviation, 663 
of dispersion, 663 
of incidence, 243 


Angle — Continued 
of reflection, 244 
of refraction, 244 
of repose, 114 
Anion, 495 
Anode, 494 

Archimedes’ principle, 1317 
Arc-light, 591 
Armature, 549 
Astigmatism, 672 
Atmosphere, 138 
Atom, 220 

heavier than hydrogen, 790 
hydrogen, 388 
nucleus of, 787 
composition of, 795 
disintegration of, 796 
Rutherford-Bohr, 788 
Atomic number, 388 
structure, 785 
alpha-particle, 787 
electron, 786 
neutron, 795 
positron, 793 
proton, 786 
Audibility, 281 
Avogadro’s law, 229 
number, 230 
determination of, 504 


B 

Balmer series, 743 
Bar, 125 

Barometer, aneroid, 140 ^ 
mercurial, 140 
Barye, 125 
Battery cells, 500 
in parallel, 522 
cadmium standard cell, 508 
in series, 521 
Daniell cell, 508 
primary cells, 506 
dry cell, 506 
gravity cell, 508 
Leclanche’s cell, 506 
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Battery cells — Continued 
storage cells, 510 
lead-acid, 510 
nickel-iron-alkaline, 512 
Beats, 265 
Bel, 285 

Bernoulli’s principle, 147 
Beta-rays, 775 
Black body, 353 
temperature, 360 
Bohr’s frequency relation, 789 
Boiling point, 331 
effect of pressure, 331 
of solutions, 333 
Bourdon gauge, 198 
Boyle’s law, 195 
Brewster’s law, 692 
Brackett series, 744 
Bragg’s equation, 738 
Brightness, 705 
Brownian movements, 225 


Calorie, gram, 320 
kilogram, 320 
Calorific, value, 323 
Calorimetry, 320 
Camera, 745 
Candle, the, 701 
power, 701 
Capacitance, 413 
isolated sphere, 415 
of condensers in parallel, 420 
of condensers in series, 418 
parallel plate, 416 
units of, 414 
Capillarity, 217 
laws of, 218 
Carnot’s engine, 376 
cycle, 377 
Cathode, 494 
oscillograph, 607 
-rays, 604 
Cation, 495 
Caustic, 656 
Center of gravity, 92 
of mass, 96 

Centrifugal pump, 188 
force, 70 

Centrigrade scale, 297, 298 
Centripetal force, 70 
Change of state, 327 / 
Charles’ law, 311 
Coefficient of elasticity, 206 
of expansion, linear, 304 
of expansion, volume, 307 


Coefficient of elasticity — Continued 
of friction, rolling, 116 
of friction, sliding, 114 
of resistance, temp. coef. of, 476 
of viscosity, 122 
Cohesion, 211 
Colloidal state, 222 
Color, 717 
complementary, 722 
definition of, 718 
hue, 719 
mixtures, 722 
of films, 683 
of sky, 721 
photography, 724 
primary, 723 
saturation, 719 
Commutator, 549 
Condensers, 412 
capacitance of, 413 
energy of, 422 
Conductance, 476 
Conduction electrical 
metallic, 474 
thermal, 348 
through electrolytes, 494 
through gases, 598 
Conductivity, electric, 476 
thermal, 349 
Conductors, 385 ^ 

Conservation of electricity, 393 
of energy, 107 
of matter, 55 
of momentum, 62 
Contact potential difference, 531 
Convection, 348, 350 
Cosmic rays, 782 
Coulomb, the, 459 
law, electrostatics, 398 
magnetism, 436 
Couple, 65 
Critical angle, 674 
point, 342 

Curie, the, 781 ^ 

Current, electric, 453 V 
continuity of, 470 
ionization in gases, 600 
saturation in gases, 600 
Cycle, thermodynamic, 368 
alternating current, 547 
Cyclotron, 797 


Dalton’s law, 232 
Deceleration, 24 
Decibel, 283 
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Declination, 445 
Density, 12, 125^/ 

Dewar flask, 355 
Dew point, 338 
Diamagnetic substances, 443 
Dielectric constant, 399 
determination of, 417 
Diffraction, 248 
grating, 680 
of light, 67i8 
Diffusion, 220 
pump, 190 

Dimensional formulas, 13, 807 
Diopter, 673 
Dip, magnetic, 445 
Discharge tubes, 594 
Dispersion, 663 
Displacement, 21 
Distance, 21 

Doppler’s principle, in light, 733 
in sound, 271 
Double refraction, 687 
Dufay’s law, for charges, 386 
for magnets, 436 
Dynamics, 50 
Dynamometers, 195, 200 

E 

Ear, the, 280 
Earth inductor, 446 
Eddy currents, 575 
Edison effect, 611 
Efficiency, 116 
Effusion, 221 
Elasticity, 204 ^ 
coefficient of, 206 
Elastic limit, 205 
Electrical devices, 589 
discharges in gases, 598 
at ordinary pressure, 601 
at reduced pressure, 602 
cathode rays, 604 
Electrical units, international, 520 
electromagnetic, 437 
electrostatic, 401 
Electric bell and horn, 590 
charges, 385 
current, 453 
field, 401 

lamps, discharge tube, 594 
fluorescent, 594 
incandescent, 592 
mercury vapor, 594 
potential, 406, 408 
difference, 409 
of earth, 411 


Electric — Continued 
potential — Continued 
units, 407 
resonance, 630 
Electrode, 494 
calomel, 518 
normal hydrogen, 517 
Electrodynamics, 453 
Electrolysis, 494 
laws of, 496 
Electrolyte, 494 
Electromagnetic induction, 464 
waves, 628 

Electromagnetism, 538 
Electromotive force, 463 
back-emf, 551 
induced, 464 
of self-inductance, 556 
Electromotive series, 503 
Electron, 387, 786 
Electronics, 611 
Electron-volt, 771 
Electrophorus, 422 
Electroscope, 388, 389 
Electrostatics, 385«^ 
Electrostatic induction, 390 
series, 387 
units, 400 
voltmeters, 427 

Elements, transformation of, 799 
Emissivity, 354 
Energy, 3, 104 
conservation of, 107 
kinetic, 105 

of fluid due to elevation, 147 
of fluid in motion, 146 
of magnetic field, 562 
potential, 104 
transmutation of, 801 
Entropy, 373 
Equilibrant, 78 
Equilibrium, 78 
concurrent forces, 83 
general conditions, 79 
neutral, 159 

non-concurrent forces, 81 
parallel forces, 90 
stable, 158 

rmder three forces, 85 
unstable, 159 
Erg, 109 

Evaporation, 331, 343 
Expansion, 304 
coefficient of linear, 304 
of water, 309 
volume coefficient, 307 
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Experiment, 5 
Eye, the, 746 
defects of, 747 

F 

Fahrenheit scale, 297, 298 
Farad, 414 
Faraday, the, 498 
Faraday’s laws of electrolysis, 496 
effect, 699 

Ferromagnetic substances, 443 
Fleming’s generator rule, 468 
motor rule, 457 
valve, 612 
Fluorescence, 724 
Fluorescent lamps, 594 
Flux, electric, 404, 405 
linkages, 554 
luminous, 702, 704 
magnetic, 441, 442 
Focus of lens, principal, 665 
of mirror, conjugate, 653 
principal, 650 
Foot-candle, 705 
Foot-pound, 109 
Foot-poundal, 109 
Force, 50^ 
centrifugal, 70 
centripetal, 70 
Fourier’s theorem, 269 
moment of, 64 
Fraunhofer lines, 732 
Freezing mixtures, 342 
point, 328 

effect of pressure, 330 
of solutions, 333 
Frequency, wave motion, 238 
Friction, 113 
coefficient of rolling, 116 
of sliding, 114 
laws of fluid, 121 

G 

Galvanometers, moving coil, 459 
ballistic, 462 
Gamma-rays, 775 
Gas, engine, 372 
free expansion of, 315 
general law, 312 
ideal, 315 
liquifaction, 345 
perfect, 376 
Gauss, the, 441 

Gauss’ law for electrostatics, 406 
for magnetics, 442 
Gears, 170^ 


Geiger counter, 776 
Generators, electromagnetic, 545 
alternator, simple, 545 
1, 2, 3 phase, 548 
direct current, 549 
Gilbert, 541 
Gram, 10 

Gram-centimeter, 109 
Grating, diffraction, 680 
Gravitation, 154// 

Einstein’s law, 156 
Newton’s law, 154 
variation of “g,” 156 
Gravitational wave, 237 
Gyroscope, 71 


Heat, nature of, 295 ^ 
conduction, 348 
convection, 350 
insulation, 350 
of fusion, 327 
quantity of, 322 
transfer, 348 /j 
Henry, the, 560 
Hooke’s law, 205 
Horsepower, 112 
Humidity, 337 
absolute, 337 
relative, 338 

Huyhgen’s priaciple, 242, 266 
H^sdraulic machines, 186 
press, 186 
Hydraulics, 143 
Hydrodynamics, 121 
Hydrometer, 138 ^ 
Hydrostatics, 121 
Hysteresis, 543 

I 

Illumination, 705 
brightness, 705 
Illuminometers, 711 
Images by lenses, 666 

general lens formula, 667 
real, 670 
virtual, 670 
by mirrors, 652 
general formula, 653 
real, 655 
virtual, 656 
Impulse, 51 

Incandescent lamp, 592, 593 
Inclined plane, 160, 165 
Indicator diagrams, 369 
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Inductance, 554 
jflux linkages, 554 
mutual, 557 
self, 554 
units of, 559 
Induction coil, 585 
Inertia, 54 
moment of, 66 
Index of refraction 
of light, ' 
absolute, 660 
relative, 659 
of sound, 248 
In1;erference, 249 
of light, 678 

plane polari 2 ed light, 694 
of sound, 265 
Ion, 494 

Ionization of gases, 598 
Irreversible process, 368 
Isothermal, 341 
change, 375 
Isotope, 609, 780 
hydrogen, 794 

J 

Joule, the, 109 
Joule’s law, 489 
Jurin’s law, 218 

K 

Kenotron, 613 
Kerr effect, 699 
Kilowatt, 112 

Kinetic theory of matter, 220, 226, 327 
Kinematics, 19 
Kinescope, 636 • 

Kirchhoff’s laws, 525 

L ' 

Lagrange’s theorem, 67 
Lambert, the, 706 
cosine laws, 707 
Lami’s theorem, 86 
Lenses, 664 
achromatic, 672 
astigmatism of, 672 
chromatic aberration of, 670 
combinations, 669 
electron, 758 
focal length of, 666 
magnification of, 670 
optical center, 665 
power, 673 
principal axis, 665 
real image, 670 
spherical aberration, 670 
virtual images, 670 


Lenz’s law, 466 ^ 

Lever, the, 163, 164 
Light, 641 
definition of, 702 
interference of, 678 
nature of, 641 
polarization of, 687, 696 
propagation, 641, 642 
quantity of, 714 
reflection of, 648 
refraction of, 659 
speed of, 644 

Lightning, protection from, 396 
Lift pump, 187 

Line of force, electrostatic, 402 
electromagnetic, 439 
Longitudinal wave, 236 
Lorentz transformation, 766 
Loschmidt’s number, 230 
Loudness, 267 
Lumen, 703 
Lumen-second, 715 
Lyman series, 744 

M 

Machines, 162 

actual mechanical advantage of, 16"^ 
differential pulley, 169 
efficiency of, 162 
gears, 170 

ideal mechanical advantage of, 163 
inclined plane, 165 
lever, 163 
pulleys, 168 
screw, 166 
selfdocking, 167 
wedge, 168 
wheel, and axle, 164 
Magnetic, circuit, 812 
field, 438 

intensity of, 439, 440 
of a short coil, 538 
of a solenoid, 456 
of a straight wire, 539 
of long helix, 540 
of toroidal coil, 540 
flux density, 441 
line of force, 439 
meridian, 445 
moment, 440 
unit pole, 437 
Magnetism, 434 
terrestrial, 444 
theories of, 447 
Magnetomotive force, 541 . 

Magnets, 434^ 
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Magnets — Continued 
electro, 545 
lifting, 589 

Manometer, open tube, 196 
Mass, 7, 55 -f 
center of, 96 
transmutation of, 801 
Matter, 3, 55 ^ 
conservation of, 55 
states of, 6 
Maxwell, the, 442 
Maxwell’s law, 229, 318 
color triangle, 723 
McLeod gauge, 199 
Mean free path, 226, 231 
Measurement, 7 
Mechanical advantage, 162, 163 
equivalent, of heat, 365 
of light, 712 
Mechanics, 19 
Mercury vapor lamp, 594 
rectifier, 594 
Mesotron, 784 
Method of mixtures, 322 
Michelson interferometer, 763 
Morley experiment, 765 
Microscope, 755^’ 
electron, 757 ^ 

Millikan oil-drop experiment, 428 
Mirage, 642, 675 
Mirrors, 648 
focus, conjugate, 653 
principal, 650 
image in, graphical, 652 
magnification, 654 
parabolic, 657 
plane, 649 
spherical, 649 ^ 

M.K.S, units, 8, 809 
Modulus of rigiity, 207 
Molecular forces, 211 
sphere of attraction, 212 
Molecule, 220 
size of, 231 

Moment of force, 64 ^ 
of inertia, 66 

Momentum, conservation of, 62 
linear, 51 

Moseley’s law, 740 
Motion, 20 ^ 
circular, 89 
curvilinear, 21, 37 
harmonic, angular, 45 
harmonic, simple, 42 , 

Newton’s laws of, 51 
parabolic, 42 


Motion — Continued 
rectilinear, 21, 33 
relativity of, 71 
uniform, 21 
Motors, electric, 550 
armature, 549 
back emf, 551 
field, 550 
induction, 576 
synchronous, 579 
universal, 581 
Moving pictures, 748 
Musical scales, 277 . 

Musical sounds, 267^ 
quality, 268 ^ 

N 

Neutron, 387, 792 
Newton, the, 809 
Newton’s laws 
for rotation, 65 
for translation, 51 
of gravitation, 154 
rings, 683 
Nodes, 251, 261 
Noise, 267 

Non-conductors, 385 ^ 

O 

Oersted’s experiment, 455 
Ohm, the, 469 > 

Ohm’s law, 469 
for alternating currents, 570 
Optical instruments, 745 
camera, 745 
eye, the, 746 
defects of, 747 
magnifier, 750 
microscope, 755 
electron, 757 
moving picture, 748 
projection lantern, 748 
telescope, 761 
magnifying power, 761 
reflecting, 762 

refracting, 761 * 

Organ pipes, 275 
Osmosis, 223 
Osmotic pressure, 224 
Overtones, 272 

P 

Parallax, 763 

Parallelogram law of vectors, 28 
Paramagnetic substances, 443 
Pascal’s principle, 129 
Paschen series, 744 
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Peitier effect, 53^ 

Pendulum, 174 
compound, 176 
Foucault’s, 180 
Kater’s, 178 
torsion, 179 

Period, of compound pendulum, 177 
of shm, 44 

of simple pendulum, 174 
of torsion pendulum, 180 
of wave motion, 238 
Permeability, 437, 541 
variation of, 543 
Pfimd series, 744 
Phase, difference for a.c., 571 
of simple pendulum, 174 
of wave motion, 239 
Phonograph, 278 
Phosphorescence, 724 
Photoelasticity, 696 
Photoelectric effect, 623 
tubes, 624 

Photometer, Bunsen, 708 
flicker, 710 

Lummer-Brodhun, 709 
Photometry, 701 
Photovoltaic effect, 627 
Piezoelectricity, 430 
Pitch, 267 ^ 

Plank’s law, 358 
constant, 359 
Poise, the, 123 
Polarization of light, 687 
by reflection, 690 
by scattering, 692 
by transmission, 690 
circular, 696 
eliptical, 696 
of waves, 252 
rotation of plane of, 697 
Polaroid, 689 
Positive rays, 608 
Positron, 387, 793 
Potential, definition, 407 
contact, 531 

fall along a conductor, 482 
units of, 407 
Potentiometer, 483 
Pound, force, 55 
mass, 10 
Poundal, 57 
Power, 111 
electric, 490 "O' 

Pressure, 51, 124 
absolute, 198 
atmospheric, 138 


Pressure — Continued 
critical, 342 
gauges, 195 
in liquid, 126 
osmotic, 224 
standard, 141 

Prevost’s theory of exchanges, 357 
Prism, binoculars, 675 
dispersion of, 663 
minimum deviation, 663 
Nicol, 688 
refraction by, 663 
total reflecting, 675 
Projection lantern, 748 
Prony brake, 200 
Proton, 387, 786 
Pulley, 168 
differential, €69 
Pyrometer, optical, 362 
radiation, 361 

Q 

Quantities, fundamental, 7 
scalar, 26 
vector, 26 
Quantum, 742 
Quantum theory, 359 

R 

Radian, 14 
Radiation, 348, 351 
Radio, 628 

receiving systems, 632 
superheterodyne receiver, 634 
transmitting systems, 631 
Radioactive elements, 772 
substances, life of, 780 
transformations, 778 
Radioactivity, 772 
alpha-, beta-, gamma-rays, 774 
artificial, 782 
methods of detection, 775 
Geiger counter, 776 
Wilson cloud chamber, 777 
Radiometer, 356 
Radium, energy of, 781 
Radius of gyration, 68 
Rainbow, 718 
Rectifiers, 548 
commutator, 549 
copper oxide, 596 
hot cathode, 614 
mercury arc, 595 
Reflection, diffuse, 246 
laws of, 244 
of light, 648 
of sound, 263 



822 


INDEX 


Reflection— Coni fTiiiec? 
of wave, 243 
regular, 246 
total, 673 
Reflectivity, 355 
Refraction, double, 687 
index of, 659 

through parallel plates, 661 
through prism, 663 
of sound, 264 
of waves, 243, 246 
Refrigeration, 342 
absorption machines, 344 
compression machines, 343 
Regelation, 330 
Relativity, theory of, 765 
general, 767 
special, 766 

Resistance, electrical, 474 
coils in parallel, 479 
coils in series, 478 
Resistivity, 474 
Resolving power, 751 
Resonaxice, 182, 260 
electrical, 630 
Resultant, 78 
Reverberation time, 286 
Reversible process, 368 
Rigid body, 20 
Rotation, 20, 31, 37 
Rydberg’s formula, 743 


Sabin, the, 286 - 

Saturated vapors, 338 
Scalar qfuantity, 26 
Screw, the, 166 
Shear, coef. of, 180, 207 
Simple harmonic motion, 42, 44 
Slug, 60 
Snell’s law, 659 
Sound, 256 /j 
interference of, 265 
reflection of, 263 
refraction of, 264 'V 
speed of, 257, 258, 260 ^ 
Specific gravity, 133 ^ 
determination of, 135 
Specific heat, 320 
of gases, 366 
Spectrograph, 729 
Spectrometer, 728 
Spectroscope, 727 
Spectrum, 663, 717 
absorption, 729, 730 
, analysis, 731 


Spectrum — Continued 
complete electromagnetic, 733 
emission, 729 
theory of, 741 
x-ray, 736 
Speed, 21 
Statcoulomb, 400 
Statfarad, 414 
Statics, 78 

Stationary waves, 250 
Statvolt, 407 
Stefan-Boltzman law, 357 
Strain, 204 
Stress, 204 

Sublimation, 331, 336 
Supersonic vibrations, 289 
Surface tension, 212, 214 

T 

Telegraph, 590 A 
Telephone, 590"^ 

Telescope, 761 / 
magnifying power, 761 
reflecting, 762 
refracting, 761 
resolving power, 753 
Television, 635 
Temperature, 295 
absolute, 309 
thermodynamic, 378 
critical, 342 
-entropy diagram, 372 
Kelvin scale, 311 
Tensile strength, 211 
Tesla transformer, 586 
Thermal capacity, 321 * 
Thermions, 612 
Thermocouples, 534, 537 
Thermodynamics, 364 
first law of, 364 
second law of, 374 
Thermoelectric effect, 531 
Thermoelectricity, 521 
Thermoelectric power, 537 
Thermometer, 296 
bimetal, 301 
clinical, 300 
Galileo’s, 296 
gas, 301 

maximum and minimum, 300 
mercury, 296 
resistance, 476 
Thermometric scales, 297 
Kelvin thermodynamic, 378 
Thermometry, 295 
Thompson effect, 533 
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Thompson — Continued 
elm experiment, 605 
Thyratron, 623 
Torque, 64 

Torricelli’s experiment, 139 
theorem, 149 
Transformer, the, 582 
Transmutation of elements, 799 
of mass and energy, 801 
Transverse \^ave, 235 
Triple point, 336 
Tuning forks, 273 
Turbine, steam, 371 
water, 191 
Tyndall effect, 692 

U 

Units, conversion factors, 15 
derived, 11, 12 
fundamental, 8, 9, 10 
systems, 8, 60 

V 

Vacuum, 139 

diffusion pump, 190 
gauge, 199 
pump, 189 
Torricellian, 140 
tube, triode, 616 
as amplifier, 619 
as detecter, 618 
as oscillator, 621 
Van de Graaff generator, 425 
Van der Waal’s equation, 316 
Vaporization, 331 
heat of, 333 
Vector, 26, 27 
parallelogram law, 28 
polygon law, 30 
triangle law, 29 
Velocity, 21 
of light, 644 
of sound, 257 
of waves, 240 
Venturi meter, 150 
Viscosity, 122 
Visibility, 713 
Volt, the, 468 


Voltaic cell, 453 
Voltmeter, 462 

W 

Water equivalent, 321 
motors, 191 
power, 192 
Watt, 112 
Watt-hour, 491 
Watt-hour meter, 577 
Wattmeter, 574 
Waves, 234 
amplitude of, 238 
and particles, 803 
damped, 254 
frequency of, 238 
gravitational, 237 
length, 239 
longitudinal, 236 
mechamcs, 805 
polarization of, 252 
reflection of, 243 
refraction of, 243 
index of, 248 
. law of, 246 
transverse, 235 
undaniped, 255 
Wave front, 242 
Wavemeter, 631 
Wave motion, 234 
Weber, 442 
law, 487 
Wedge, 168 
Weight, 54 ^ 
absolute units, 60 
gravitational units, 59 
Wheel and axle, 164 
Wheatstone-Christie bridge, 480 
Wien’s displacement law, 360 
Wilson cloud chamber, 777 
Wimshurst machine, 424 
Work, 102.^ 

X 

X-ray tube, Coolidge, 615 ^ 

Y 

Young’s experiment, 678 
modulus, 208 


